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THE  ASTORIA  CITY  WATER-WORKS. 


By  Abthub  L.  Abams,  M.  Am.  80c.  C.  E. 
Presented  Mat  6th,  1896. 


WITH  DISCUSSION. 

It  is  an  attractive  feature  of  the  engineer's  vocation  that  each 
engagement  presents  for  solution  new  and  often  interesting  problems 
which  tax  both  skill  and  ingenuity,  and  it  is  seldom  that  the  results, 
when  carefully  observed  and  properly  recorded,  are  not  of  both  interest 
and  profit  to  others  in  the  profession.  The  author  proposes  to  make 
brief  mention  of  the  old  water- works  of  Astoria,  Ore.,  and  to  present 
a  description  of  the  works  just  completed,  and  to  accompany  it  with 
such  notes  and  observations  incident  to  construction,  cost  and  final 
determination  of  results  as  many  engineers  in  charge  of  work  record 
in  their  private  note-books,  but,  at  the  expense  of  the  profession  at 
large,  often  fail  to  make  a  matter  of  public  recital.  In  the  amount  of 
expenditure  involved  these  works  are  in  no  way  exceptional,  but  in 
variety  of  work  and  consequent  interest,  it  is  believed  that  they  have  not 
been  often  exceeded,  even  by  works  of  considerably  greater  magnitude. 
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2  ADAMS  ON  ASTORIA   WATER-WORKS. 

The  Old  Works. 

The  city  of  Astoria,  first  established  in  1811  by  John  Jacob  Astor, 
and  made  memorable  by  Washington  Irving's  ''Astoria,"  is  situated 
on  the  south  shore  of  the  Columbia  Biver,  here  7  miles  in  width,  about 
12  miles  above  its  mouth,  and  occupies  a  much  broken  peninsula 
rising  to  a  height  of  600  ft.  between  the  Columbia  Biver  and  Youi^g's 
Bay. 

In  1883-84,  the  Columbia  Water  Company,  a  private  corporation, 
built  a  system  of  works  utilizing  Bear  Creek,  a  small  mountain  stream 
flowing  into  the  Columbia  about  7  miles  above  the  town,  as  a  source  of 
supply.  The  water  was  conducted  by  gravity  to  the  town  through  a 
line  of  lap-welded  wrought-iron  pipe  of  the  following  sizes  and 
lengths:  1  825  ft.  of  lO-in.,  2  275  ft.  of  8-in.,  59  000  ft.  of  6-in.  The 
line  terminated  in  a  reservoir  of  500  000  galls,  capacity  built  at  a  flow- 
line  elevation  above  mean  low  tide  of  166  ft. ,  from  which  the  water  was 
distributed  over  the  town  through  pipes  ranging  in  size  from  6  ins.  to 
1  in. ,  the  smaller  sizes  largely  predominating.  No  provision  was  made 
for  fire  protection  from  these  works.  No  especial  interest  attaches  to 
them  other  than  as  showing  a  remarkable  example  of  how  works  may 
be  built  by  so-caUed  practical  men  without  incurring  any  expense  for 
engineering  supervision;  140  000  galls,  in  ^  hours  is  all  that  the  pipe- 
line could  ever  be  made  to  deliver  into  the  reservoir,  not  over  60  or  70% 
of  what  might  reasonably  have  been  expected  if  properly  built.  The  line 
was  laid  from  the  source  immediately  to  tide  water  in  the  Columbia, 
without  recourse  to  instrumental  work,  and  thence  down  the  tide  flats 
to  town,  thus  subjecting  the  entire  line  to  the  greatest  pressure  pos- 
sible, and  to  the  destructive  action  of  the  salt  water,  which  in  the 
course  of  a  very  few  years  so  thoroughly  honeycombed  the  pipe  as  to 
render  it  a  very  serious  question  from  day  to  day  whether  or  no  water 
could  be  supplied  to  consumers  on  the  morrow.  In  addition  to  this 
the  pipe  was  laid  without  regard  to  either  alignment  or  grade,  and 
with  so  little  cover  that  the  lateral  components  of  the  thrust  at  sharp 
angles  frequently  pulled  the  joints  entirely  apart. 

This  train  of  evils  consequent  upon  stupid  work  led  in  1891  to  an 
agitation  on  the  part  of  the  citizens  which  culminated  in  the  appoint- 
ment by  an  act  of  the  State  Legislature  of  a  Board  of  Water  Commis- 
sioners, authorized  to  purchase  the  works  of  the  Columbia  Water 
Company,  to  reconstruct  the  same,  or  to  build  new  works  with  a  view 
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to  greater  efficiency  and  supply,  and  to  issne  municipal  bonds  in  an 
amount  not  exceeding  $500  000  neoessary  for  the  accomplishment  of 
these  ends. 

Shortly  after  its  organization,  the  Commission  purchased  the  old 
works  for  the  sum  of  975  000.  Some  effort  was  then  made  to  secure  an 
improvement  of  the  serrice  without  resorting  at  once  to  entire  recon- 
struction, but  without  any  satisfactory  results  being  attained,  while 
repeated  interruptions  in  the  water  supply  by  failure  in  the  gravity 
line,  the  insufficiency  of  the  supply,  and  the  inability  of  the  system  as 
built  to  afford  water  to  any  of  the  higher  elevations  of  the  city,  all 
rendered  apparent  the  necessity  for  speedy  construction  of  new  works. 

The  New  Works. 

In  November  of  1893  the  author  reported  for  the  Commission  on  an 
increased  water  supply,  and  recommended  the  construction  of  a  new 
system  substantially  as  has  been  subsequently  carried  out.  During 
the  following  spring  a  beginning  was  made  on  the  preliminary  sur- 
veys and  plans,  but  the  general  business  depression  of  1898  influenced 
the  Commission  to  suspend  operations  indefinitely.  In  July,  1894, 
however,  matters  were  again  taken  up  with  the  intention  of  getting 
construction  under  way  the  following  spring.  In  order  to  meet  in  a 
measure  the  pressing  public  demand  for  more  water  pending  the  con- 
struction of  the  new  works,  the  old  gpravity  line  was  parted  at  tide- 
water elevation,  about  8  000  ft.  distant  from  the  reservoir,  and  diverted 
into  a  tank,  thereby  securing  about  100  ft.  more  fall  in  the  pipe  line 
and  an  increase  of  one-half  in  the  discharge.  From  the  tank  the  water 
was  pumped  to  the  reservoir  by  arrangement  with  the  electric  street 
railway  company  to  supply  the  power.  The  plans  for  the  new  works 
were  completed  and  the  programme  for  construction  carried  out  as 
previously  purposed. 

Water  Supply. — The  water  supply  is  derived  from  Bear  Creek,  the 
diversion  being  made  about  1  mile  farther  up  the  stream  than  was  se- 
lected in  the  construction  of  the  old  works.  This  is  a  beautiful 
mountain  stream  having  a  drainage  area  above  the  diverting  point  of 
4.82  square  miles,  all  of  which  is  heavily  timbered  and  covered  with  a 
dense  growth  of  moss  and  ferns.  During  the  rainy  season  the  run-off 
varies  from  10  000  000  to  30  000  000  galls,  in  24  hours,  and  the  dense 
vegetation  serves  to  retain  and  prolong  the  supply  during  the  few 
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weeks  of  dry  weather  in  August  and  September  to  an  extent  very  un- 
usual in  a  stream  having  so  limited  a  drainage  area.  The  yield  of 
this  area  was  materially  increased  by  diverting  into  Bear  Creek  above 
the  head  works  another  stream,  Cedar  Creek,  which  originally  en- 
tered a  mile  farther  down,  this  work  being  accomplished  at  almost  no 
expense.  Careful  weir  measurements  of  the  flow  of  the  stream  during 
the  lowest  stages  show  the  following  results: 

1890 5  118  000  galls,  in  24  hours  below  mouth  of  Cedar  Creek. 

1891 4  763  000 

1892 4  280  000 

1893...* 2  646  000  **  above 

1894 2  400  000 

1893 718  000  "  in  Cedar  Creek. 

From  these  results  and  because  of  the  ease  with  which  about 
50  000  000  galls,  can  be  stored  just  above  the  diverting  weir,  it  was  as- 
sumed that  a  daily  supply  of  4  000  000  galls,  could  be  made  available 
from  this  source  with  a  reasonable  degree  of  certainty.  It  was  accord- 
ingly determined  that  this  figure  should  be  made  the  basis  for  all 
computations  of  capacity  in  the  new  works.  The  construction  of  the 
storage  reservoir  was,  however,  to  be  deferred  until  the  demand  for  a 
supply  in  excess  of  that  afforded  by  the  stream  direct  should  necessi- 
tate its  construction.  This  determination  as  to  capacity  in  the  con- 
struction of  the  new  works  was  also  influenced  by  the  rapid  growth  of 
the  town,  now  having  a  population  of  fully  10  000,  and  by  the  fact 
that  the  large  and  available  sources  of  supply  for  the  future  city  will 
all  be  brought  in  over  the  same  general  route  adopted  for  the  new 
line. 

General  Arrangement, — ^Briefly  outlined,  the  new  works  consist  of 
the  following  structures :  The  head  works  on  Bear  Creek,  a  small  ma- 
sonry diverting  weir  with  a  crest  elevation  of  589.35  ft.,  diverts  the 
water  through  a  head  gate  into  a  small  receiving  basin,  from  which  it 
is  led  through  an  18-in.  wood-stave  pipe  to  a  masonry  settling  basin 
1  000  ft.  distant,  where  it  is  screened  and  weired.  The  water  is  then 
conducted  through  pipes  of  the  following  character  and  order:  11  956 
ft.  of  18-in.  wood-stave  pipe,  1  239  ft.  of  16-in.  riveted  steel  pipe, 
10  450  ft.  of  18-in.  wood  pipe,  2  413  ft.  of  16-in.  steel  pipe,  3  606  ft.  of 
18-in.  wood  pipe,  12  776  ft.  of  16-in.  steel  pipe,  and  13  082  ft.  of  18-in. 
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wood  pipe — in  all  a  little  over  10.5  miles,  to  an  elevation  within  the 
city  limits  of  425.75  ft.  Thence  it  passes  by  a  rapid  descent  through 
5  574  ft.  of  14-in.  steel  riveted  pipe  to  the  power  and  gate  house  aX  the 
new  reservoir.  The  elevation  of  the  water  surface  of  the  reservoir 
when  full  is  282.4  ft.,  and  of  the  point  of  power  development  289.00  ft. 
The  reservoir  has  a  capacity  of  6  250  000  galls,  and  is  located  on  the 
Young's  Bay  side  of  the  peninsula,  while  the  city  is  situated  princi- 
pally on  the  Columbia  side.  From  the  reservoir  the  water  is  conveyed 
to  the  distributing  system  through  an  18-in.  pipe  laid  in  a  tunnel 
1  200  ft.  long,  passing  through  the  divide.  The  distribution  is  di- 
vided at  present  into  a  low  and  high  service,  the  lower  being  supplied 
from  the  small  reservoir  previously  connected  with  the  old  works,  and 
the  high  service  from  the  new  reservoir.  These  two  services,  in  case 
of  fire,  are  thrown  together,  the  lower  reservoir  cut  out  by  the  opera- 
tion of  a  check  valve,  and  the  pressure  secured  from  the  upper  reser- 
voir. This  end  is  accomplished  by  the  operation  of  two  hydraulic  lift 
gates  which  are  both  opened  and  closed  from  the  central  fire  station 
by  means  of  a  special  hydraulic  gate  governor  designed  for  this  pur- 
pose. Two  other  services  of  greater  elevation  will  eventually  be 
added,  three  of  the  four  being  supplied  by  gravity.  The  fourth  will 
be  supplied  by  pumping  with  water  power  at  the  new  power  house. 

Construction. — It  was  expected  that  by  letting  all  contracts  for 
materials  and  construction  during  the  winter  months,  the  contractors 
would  be  able  to  complete  the  work  during  the  dry  season,  usually 
lasting  in  this  locality  from  June  1st  to  October  1st.  Accordingly 
advertisement  was  made  in  December,  and  bids  opened  on  January 
10th,  1895.  Proposals  were  invited  on  the  work  divided  into  seven 
divisions,  each  being  segregated  into  the  different  items  entering  into 
it,  and  a  percentage  of  reduction  from  the  aggregate  amount  of  the 
proposal  asked  in  consideration  of  the  entire  seven  divisions  being 
awarded  to  the  same  person.     The  divisions  referred  to  were  as  follows : 

FHrsL — Clearing  and  grubbing  the  conduit  right  of  way  and  grad- 
ing the  road  alongside  it;  making  necessary  bridges  and  culverts; 
constructing  a  telephone  line;  excavating  and  refilling  the  conduit 
trench,  and  excavating  the  reservoir. 

Second, — Head  works,  diverting  weir  and  settling  basin. 

Third. — Lining  reservoir,  erecting  gate  and  power  house,  including 
the  furnishing  and  placing  of  all  gates,  fittings  and  appliances  in  it. 
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Fourth, — ^Wooden  stave  condait,  famishing  and  laying. 

Fifth. — Riveted  steel  conduit,  furnishing  and  laying. 

Sixth, — ^Distributing  system. 

Seventh,  — Tunnel. 

Eighth, — All  cement  required  on  the  work. 
.  The  almost  entire  absence  of  construction  work  on  the  Pacific  Coast 
at  this  time  rendered  the  bidding  exceedingly  spirited,  with  the  final 
result  that  the  Commission  was  confronted  with  the  alternative  of 
awarding  several  important  divisions  of  the  work  on  proposals,  which, 
though  formal  in  the  last  degree,  and  supported  by  contractors  deter- 
mined to  have  their  rights  recognized  and  to  secure  the  work  at  any 
cost,  were  manifestly  less  in  amount  than  that  for  which  the  work  could 
be  performed;  or  on  the  other  hand,  rejecting  these  bids  and  awarding 
to  higher  bidders.  The  author  holds,  in  the  much-discussed  question 
to  which  this  gives  rise,  that  though  a  private  person  or  company  may 
often,  with  creditable  discretion,  discard  a  bid  that  is  too  low,  yet  in 
handling  the  funds  of  a  municipality,  if  the  proposal  is  strictly  formal 
and  the  sureties  satisfactory,  the  administrator  of  such  funds  cannot 
with  due  propriety  and  proper  regard  for  the  wishes  of  the  public 
whom  it  serves  discard  such  a  bid.  The  subject  has  proved  an  inter- 
esting one  in  Astoria  in  the  light  of  after  developments.  After  a  care- 
ful consideration  of  the  matter,  the  awards  were  made  to  the  lowest 
bidder  in  each  case,  and  divisions  1,  2,  3,  6  and  7  were  let  in  accord- 
ance with  the  above  hypothesis,  all  but  No.  6  being  united  in  one 
award.  Nos.  5, 6  and  8  were  each  awarded  separately  to  different  parties. 
While  it  was  to  be  expected  that  some  unpleasant  conflict  of  interest 
would  arise  from  this  dividing  of  the  work,  yet  the  large  saving  to  the 
city  thereby  was  considered  amply  compensative. 

Proposals  were  invited  on  :$200  000  of  bonds  at  the  same  time  that 
bids  were  asked  on  the  construction,  but  through  certain  unexpected 
difficulties  in  their  negotiation,  the  money  was  not  realized  on  them 
until  the  following  May,  when  the  contractors  were  immediately  noti- 
fied to  proceed  with  the  work.  In  the  mean  time  the  contracts  for 
construction  had  been  held  in  trust  by  a  third  party,  to  be  delivered 
on  the  mutual  consent  of  the  principals. 

The  delay  in  getting  the  work  started,  and  the  necessity  of  ordering 
most  of  the  steel  used  in  the  construction  from  the  East  at  a  time  when 
the  suddenly  increased  demand  made  it  exceedingly  difficult  to  get 
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orders  from  a  disiaDoe  filled,  oansed  it  to  be  very  late  in  the  summer 
before  work  was  well  started  on  several  of  the  contracts. 

Affiedrs  moved  along  as  smoothly  as  can  be  expected  on  work  where 
the  majority  of  the  contractors  are  losing  money,  until  the  middle  of 
September,  when  the  contractor  for  divisions  1,  2,  3  and  7  suddenly 
failed,  and  disappeared  to  escape  the  vengeance  of  some  hundreds  of 
unpaid  laborers.  The  customary  suits,  attachments  and  injunctions 
immediately  followed.  A  few  thousand  dollars  allowed  on  estimates, 
still  in  the  hands  of  the  Commission  to  the  credit  of  the  bankrupt 
concern,  neither  public  funds  nor  public  works  being  attachable  in 
Or^on,  were  by  the  order  of  the  court  paid  over  to  a  receiver.  The 
Italian  element,  which  largely  predominated  among  the  laborers,  not 
being  satisfied  with  the  slow  process  of  law  in  the  recovery  of  their 
claims,  and  being  incited  by  irresponsible  and  incendiary  agitators, 
after  trying  for  some  days  to  force  the  payment  of  their  employer's 
private  debts  out  of  the  public  funds  in  the  hands  of  the  Water  Com- 
mission by  parading  the  streets  in  full  force  in  martial  order  and  by 
besieging  the  offices  and  residences  of  the  members  of  the  Commission 
and  of  the  engineer,  finally  inaugurated  a  strike  ag^ainst  the  city. 
Arming  themselves  with  guns,  axes  and  clubs  they  forced  the  suspen- 
sion of  all  work  outside  the  immediate  confines  of  the  town,  notified 
all  parties  that  any  attempt  to  resume,  until  they  had  been  paid  in 
full,  would  be  at  the  peril  of  their  lives,  and  that  unless  they  were 
speedily  settled  with,  the  works  already  built  would  be  destroyed  with 
giant  powder.  The  Commission  resisted  the  revilings  and  ill-con- 
sidered advice  of  a  large  but  misguided  portion  of  the  citizens,  and 
steadfastly  refused  to  incur  a  single  expenditure  not  legally  author- 
ized. In  the  mean  time  arrangements  were  made  with  the  bondsmen 
of  the  defunct  company  to  proceed  with  the  work,  and  public  senti- 
ment was  satisfied  when  all  strikers  were  offered  work,  payment  of 
wages  to  be  made  weekly,  and  guaranteed  by  the  city.  As  was  antici- 
pated, the  strikers,  misinterpreting  these  actions,  attributed  them  to 
fear  instead  of  sympathy,  and  remained  as  obdurate  as  ever,  refusing 
to  change  their  position  until  all  claims  for  back  wages  were  satisfied.  • 
This  being  impossible,  however  desirable,  through  lack  of  suitable 
legislation  in  Oregon,  and  public  sympathy  being  then  largely  with- 
drawn, a  determined  effort  was  made  to  start  the  work,  which  was 
without  much  difficulty  effected  by  the  moral  suasion  of  25  Winches- 
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ters.  Most  of  the  men  returned  to  work  in  the  course  of  a  few  days; 
bnt  after  trying  in  vain  for  two  weeks  to  get  decent  and  expeditious 
work  from  this  element,  which,  through  the  influence  of  agitators  and 
Italian  lawyers,  constantly  maintained  a  menacing  attitude,  the  author 
gave  up  in  despair  and  had  the  entire  force  summarily  removed  from 
^he  work,  and  new  laborers  employed. 

The  gravity  line  was  completed,  and  the  water  formally  turned  into 
the  new  reservoir  on  December  21st,  in  the  presence  of  a  large  number 
of  enthusiastic  citizens.  Although  this  was  ostensibly  the  first  water 
to  enter  any  part  of  the  new  work,  perhaps  it  is  unnecessary  to  add 
that  everything  had  been  very  quietly  but  thoroughly  tested  be- 
forehand; and  any  imperfections  in  workmanship,  liable  to  grow  into 
a  mountain  of  difficulty  in  the  eyes  of  the  populace,  were  well  taken 
care  of  in  advance. 

The  tunnel  was  completed  on  February  22d,  and  water  was 
turned  through  from  the  reservoir  into  the  low-service  distribution 
about  February  10th.  In  the  meantime,  however,  the  city  had  for 
some  weeks  been  supplied  from  the  new  conduit  by  laying  a  tempo- 
rary line  of  pipe  up  over  the  tunnel  point  and  down  to  the  low-service 
reservoir.  The  high  service  is  not  yet  quite  complete,  as  most  of  the 
pipe  used  in  it  was  taken  from  the  upper  part  of  the  old  gravity  line 
and  from  the  old  distribution,  which  could  not  be  disturbed  until  the 
water  supply  was  available  from  the  new  source  and  through  the  new 
distribution.  The  entire  plant  will  have  been  completed  in  less  than 
one  year,  although  the  larger  part  of  the  work  has  been  done  during  the 
rainy  season,  not  a  light  matter  where  the  average  annual  rainfall  is  in 
excess  of  76  ins.  The  prosecution  of  the  work  as  a  whole  was  very 
trying  to  both  contractors  and  engineers.  To  the  former,  because  only 
one  succeeded  in  completing  his  work  without  sustaining  a  loss,  to  the 
latter  because  of  the  extreme  difficulty  always  experienced  in  enforcing 
the  provisions  of  a  contract  under  such  conditions.  By  a  combination 
of  circumstances,  fortunate  to  the  city,  the  works  have  been  built  at 
a  remarkably  small  cost ;  and  the  author  doubts  if  there  is  another 
system  on  the  Pacific  Coast  where  similar  results  have  been  accom- 
plished with  a  smaller  expenditure. 

During  construction,  daily  reports  of  force,  materials  used,  and 
progress  made  on  each  part  of  the  work,  were  made  to  the  Chief  Engi- 
neer ;  and  these  have  been  made  the  basis  of  carefully  prepared  esti- 
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mates  of  cost,  which  are  submitted  in  part  with  this  paper.  They 
may  be  considered  entirely  reliable.  These  reports,  by  the  way,  have 
proved  invaluable  in  unraveling  the  affairs  of  the  contracting  company 
that  failed,  and  in  settling  many  claims  regarding  extras,  etc. 

TTuiAn  Works. 

The  diverting  weir  is  located  near  the  head  of  a  narrow,  rocky  and 
precipitous  gorge  on  Bear  Creek.  It  is  very  simple  in  character,  is 
founded  on  solid  rock,  is  entirely  tight,  and  serves  to  divert  the  water 
through  the  head  gate  into  a  small  receiving  chamber,  from  which  it 
enters  the  pipe  leading  to  the  settling  basin,  while  the  surplus  water 
passes  on  over  the  weir.  The  masonry  is  of  rough  rubble  basalt, 
quarried  in  the  immediate  vicinity,  the  face  stones  being  squared. 
The  mortar  is  made  in  the  proportions  of  two  to  one  of  sand  and  im- 
ported Portland  cement.  The  receiving  chamber  is  covered  with  a 
frame  and  trap  door  securely  bolted  to  the  masonry. 

The  settling  basin  is  located  1  000  ft.  below  the  diverting  weir.  It 
consists  of  a  masonry  basin  50  ft.  long  by  8  ft.  in  width,  having  an 
average  depth  of  6  ft.  The  water  enters  at  the  end,  flows  the  length 
of  the  basin,  where,  after  passing  through  duplicate  screens  and  over 
a  measuring  weir,  it  enters  the  pipe  line,  which  continues  uninterrup- 
ted to  the  city  reservoir.  The  masonry  is  of  the  same  general  char- 
acter as  that  of  the  diverting  weir,  and  is  finished  on  the  inside  wifch 
i  in.  of  cement  mortar,  covered  with  two  coats  of  asphaltum. 
The  screens  are  of  No.  12  sheet  brass,  perforated  with  i-in.  holes, 
framed  with  two  1-in.  angle  irons,  and  rest  in  channel  iron  guides  set  in 
the  masonry.  They  are  handled  by  means  of  a  block  and  tackle 
hung  from  a  traveler.  The  measuring  weir  is  of  iron  plate,  has  con- 
tractions and  is  provided  with  a  weir  gauge  by  which  the  gallons  of 
water  passing  the  weir  in  24  hours  are  indicated  on  a  graduated  brass 
scale  mounted  on  an  iron  pedestal.  The*  index  rises  and  falls  with  a 
copper  float  operating  in  a  stand-pipe  set  in  the  wall  of  the  basin,  and 
communicating  by  means  of  a  pipe  with  the  water  below  the  screens 
and  aboye  the  weir.  The  entire  settling  basin  is  enclosed  in  a  corru- 
gated iron-covered  structure.  This  basin  reduces  the  velocity  of  flow 
to  a  rate  that  results  in  the  precipitation  of  all  heavy  matter,  and  the 
screens  stop  all  leaves,  moss  and  fir  needles  with  which  the  water  is 
heavily  charged  during  the  rainy  reason.     Gleaning  the  screens,  which 
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is  usually  accomplished  with  a  piece  of  square  rubber  packing  fastened 
to  the  edge  of  a  wooden  hoe,  is  necessary  about  twice  a  day  during  the 
wet  season  in  order  to  maintain  a  full  flow  in  the  pipe  line.  Provision 
is  made  for  flushing  out  the  basin  from  the  bottom,  and  for  discharg- 
ing the  surplus  waters  through  an  overflow  pipe  when  the  screens  be- 
come clogged,  or  a  sudden  rise  occurs  in  the  stream.  The  management 
of  the  work  on  the  diverting  weir  and  settling  basin  was,  on  the 
whole,  so  poor  that  a  statement  of  the  cost  would  have  no  especial 

value. 

The  Pipb  Line. 

Development, — The  gravity  line  consists  of  approximately  1\  miles 
of  18-in.  wood-stave  pipe,  8  miles  of  IG-in.  and  1  mile  of  14-in.  riveted 
steel  pipe.  The  author  was  influenced  to  recommend  the  use  of 
these  materials  instead  of  cast  iron  by  economic  motives,  involving 
the  consideration  of  many  points,  beside  the  question  of  flrst  cost ; 
and  the  wood  instead  of  steel  for  a  variety  of  reasons,  some  of  which 
are  as  follows : 

Although  there  are  many  examples  to  the  contrary,  the  author  has 
seen  steel  riveted  pipe  of  light  gauge,  designed  with  a  reasonable  fac- 
tor of  safety,  go  entirely  to  pieces  in  six  years  of  service.  With  due 
regard  for  proi>er  conditions,  on  the  contrary,  he  has  no  doubt  that 
the  life  of  wood-stave  pipe  is  much  in  excess  of  that  of  light  gauge 
steel.  Its  carrying  capacity  is  very  much  greater  at  the  beginning, 
and  far  more  likely  to  remain  practically  constant.  Its  transportation 
over  rough  roads  is  much  easier,  and  the  saving  in  first  cost  is  very 
great.  In  this  case  the  saving  in  flrst  cost  over  a  similar  size  of  No. 
12  steel  was  43%,  and  nearly  50%  over  one  of  equivalent  carry- 
ing capacity,  19.15  ins.  in  diameter.  That  this  advantage,  on  a  basis 
of  equivalent  carrying  capacity,  will  be  largely  increased  in  the  course 
of  years  can  scarcely  be  doubted.  The  cost  of  any  other  material 
would  in  this  case  have  left  no  choice  with  the  city  but  to  build  a  line 
of  much  less  capacity.  The  use  of  the  stave  pipe  will  be  seen  later  to 
have  materially  influenced  the  character  and  details  of  the  location. 

Location, — As  high  a  line  was  located  as  possible,  by  following  down 
the  divide  between  the  tributaries  of  the  Columbia  and  Young's  River, 
thus  avoiding  heavy  pressures.  The  exceeding  brokenness  of  the 
proflle  (see  Fig.  1)  gives  some  idea  of  the  character  of  the  country  trav- 
ersed, although  curvature  was  very  freely  used  in  order  to  avoid  sum- 
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mits  and  depressions,  fully  35%  of  the  line  being  on  curves,  either 
vertical  or  horizontal.     The  final  line  was  staked  from  a  paper  location, 
laid  on   a  map  of  preliminary   survey  having  5-ft.  contours.     This 
method  was  expensive,  but  unavoidable  in  securing  a  satisfactory  line, 
since  the  entire  distance  is  through  forest,  windfall  and  undergrowth 
of  such  density  as  only  those  familiar  with  the  Pacific  Northwest  can 
form  any  conception  of.     Here  an  instrumentman  may  consider  him- 
self fortunate  in  finding  a  place  where  he  can  see  25  ft.  ahead  without 
clearing,  and  the  stranger,  supposing  himself  to  be  on  fallen  logs  rest- 
ing directly  on  the    ground,   is 
often  surprised  when  a  misstep 
sends  him  plunging  down  10  or 
15  ft.  through    ferns,  brambles, 
and  among  rotten  logs  to  the  real 
ground  beneath.     Half  a  mile  of 
line  a  day  with  a  fully  equipped 
party  is  excellent  progress.     The 
expense  of  such  a  method  of  loca- 
tion was  well  repaid  by  a  saving 
of  about  1  mile  in  distance  over  a 
very  good  preliminary.     In  this 
connection  it  may  be  interesting 
to  note  that  though  the  country 
is  so  rough,  the  actual  length  of 
the  completed  pipe  is  but  0.6% 
longer  than  horizontal  measure- 
ment.    One  of  the  most  annoying 
features  of  the  location  was  the 
difficulty  experienced  in  securing 
the  land  connections  with  sufficient  accuracy  for  the  writing  of  deeds  for 
rights  of  way,  since  much  of  the  country  traversed  has  been  laid  out  into 
boom-city  additions,  with  lots  of  25-ft.  frontage,  the  work  having  usually 
been  done  in  the  office,  without  much  regard  for  even  correct  external 
boundaries,  which  were  found  in  the  field  in  almost  every  case  to  be  en- 
tirely at  variance  with  the  recorded  plats.    Many  of  these  additions  had 
been  peddled  all  over  the  country,  entailing  the  greatest  difficulty  in 
securing  a  satisfactory  adjustment  of  right-of-way  matters.     By  refer- 
ence to  the  profile,  it  will  be  seen  that  the  location  of  the  wood-stave 
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pipe  is  BO  made  with  reference  to  the  hydraulic  grade  line  that  at  inter- 
Tals  the  two  approach  near  enough  to  permit  the  use  of  open  stand-pipes 
(Fig.  2)  at  these  points,  while  the  intervening  sections  are  kept  at  a  lower 
elevation,  causing  the  pipe  to  be  always  full  of  water,  regardless  of  the 
quantity  flowing,  thus  realizing  the  chief  essential  to  long  life  in  stave 
pipe.  At  only  one  point  has  it  been  impossible  to  apply  this  method, 
and  there  the  same  end  is  attained  by  inserting  an  18-in.  stop  gate.  By 
partially  closing  this  when  the  pipe  is  carrying  less  than  a  full  supply, 
the  hydraulic  gradient  is  raised  and  the  preceding  summits  filled. 
Danger  of  over- pressure  on  the  pipe  by  reckless  closing  of  the  gate  is 
entirely  removed  by  the  presence  on  a  preceding  summit  of  an  open 
6-in.  stand-pipe.  Three  hundred  feet  is  the  minimum  length  of  radius 
on  horizontal  curves,  though  60  ft.  is  frequently  employed  for  vertical 
curves  on  the  stave  pipe. 

Pressures. — The  maximum  pr^sure  adopted  for  the  stave  pipe  was 
150  ft.,  though  this  has  been  exceeded  at  one  point  for  a  few  hundred 
feet,  a  pressure  of  172  ft.  being  attained.  This  limit  was  decided  on, 
not  because  the  stave  pipe  cannot  be  made  to  withstand  safely  a  some- 
what greater  pressure,  but  because  the  author  did  not  wish  to  depart 
unnecessarily  from  conservative  practice,  and  because  this  was  esti- 
mated to  be  about  the  point  of  equilibrium  in  cost  between  the  18-in. 
wood  and  the  16-in.  No.  12  steel  pipe.  The  latter  was  used  up  to  a 
pressure  of  225  ft.  head,  and  No.  10  steel  for  all  in  excess,  reaching  a 
maximum  of  290  ft. 

Broken  Gradient. — In  securing  the  delivery  of  the  amount  of  water 
determined  upon,  about  4  000  000  galls,  in  24  hours,  the  author 
adopted  the  18-in.  diameter  for  the  wood  and  the  16-in.  for  the  steel, 
and  the  incidental  broken  gradient,  in  preference  to  a  pipe  of  uniform 
diameter,  because  of  the  great  advantage  resulting  from  being  able  to 
use  a  man  on  the  inside  of  the  stave  pipe  in  the  process  of  building ;  18 
ins.  is  about  the  minimum  diameter  that  can  be  so  handled.  The  ad- 
vantage consists  in  the  more  perfect  rounding  out  of  the  pipe  to  its 
true  form  that  can  thus  be  secured,  and  the  better  inspection  of  all 
joints. 

dearing^  Road  Building  and  Trenching. — As  a  consideration  for 
right  of  way  and  by  special  arrangement  with  the  property-owners, 
the  timber  and  brush  were  cut  for  a  width  of  60  ft. ,  and  a  16-f t.  road 
with  a  maximum  grade  of  10  ft.  in  100  was  graded  out  to  the  corporate 
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limits  of  the  citv,  a  distance  of  4^  miles  from  the  reservoir.  Beyond 
this  limit  the  clearing  was  made  but  20  ft.  in  width,  and  only  snch 
grubbing  done  as  was  necessary  for  the  construction  of  a  narrow  road 
for  the  delivery  of  materials  and  for  the  trenching.  To  avoid  heavy 
work  in  securing  suitable  grades  for  the  road,  all  possible  advantage 
was  taken  of  the  elevations  of  the  ground  for  the  entire  width  of  the 
right  of  way,  60  ft.  inside  and  33  ft.  outside  the  city  limits,  the  pipe- 
line location  being  crossed  and  recrossed  for  this  purpose.  This 
method  entailed  much  annoyance,  difficulty  and  expense  in  keeping 
the  road  passable  after  the  trench  was  opened,  since  much  unexpected 
delay  in  the  securing  of  materials  made  it  impossible  to  have  them  de- 
livered ahead  of  the  trenching.  Any  other  arrangement  in  such  a 
country  was  well-nigh  impracticable,  however,  and  would  have  en- 
tailed greater  expense  than  that  involved  in  the  plan  as  carried  out. 

The  trenches  were  staked  out  for  a  bottom  width  of  3.5  ft.  for  the 
stave  pipe,  being  widened  to  4  ft.  on  curves,  in  order  to  give  the  room 
necessary  in  springing  the  pipe  into  line  as  built.  The  depth  varied 
from  a  minimum  of  4  ft.  to  22  ft.  as  a  maximum,  attained  in  crossing 
a  few  sharp  points.  For  the  steel  pipe,  the  bottom  width  was  made 
a  foot  in  excess  of  the  diameter  of  the  pipe,  and  in  all  cases  the  top 
width  was  made  uniformly  1  ft.  greater  than  the  bottom.  The  mate- 
rial excavated  was  generally  a  yellow  clay  and  argillaceous  shale, 
readily  moved  with  mattock  and  shovel,  with  occasional  short  stretches 
of  very  soft  sandstone  requiring  the  use  of  some  powder  to  shake  it 
up.  The  amount  of  team  work  in  connection  with  the  trenching, 
other  than  for  back-filling,  was  very  small.  Shoring  was  necessary  at 
but  few  places,  and  at  these  poles  cut  on  the  ground  answered  th^ 
purpose. 

This  work  was  a  part  of  that  undertaken  by  the  contracting  firm 
the  failure  of  which  has  already  been  mentioned,  and  under  its  man- 
agement the  road  work,  clearing,  grubbing  and  nearly  three-fourths 
of  the  trenching  were  completed. 

Cost — The  contract  prices  were  ^50  an  acre  for  clearing,  9^  for 
grubbing,  13  cents  per  cubic  yard  for  road  grading,  and  17  cents  per 
cubic  yard  for  trenching,  including  back-filling. 

No  especial  interest  attaches  to  the  actual  cost  of  this  work  by 
reason  of  absolutely  incompetent  management  destroying  any  value 
that  the  figures  might  otherwise  possess.    It  is  sufficient  to  say  that 
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the  cost  was  greatly  in  excess  of  the  contract  prices.  For  instance, 
the  actual  cost  of  clearing  and  gpmbbing  often  amountdd  to  fnlly  9800 
per  acre  on  a  basis  of  $1  60  per  day  for  labor,  while  in  the  trench  the 
men  did  not  average  more  than  7  or  8  yards  a  day.  The  experience 
of  the  parties  who  completed  the  trenching  under  the  bondsmen  of  the 
defaulting  contracting  firm  presents  a  most  forcible  example  of  what 
efficient  management  can  do,  though  working  at  low  figures  and  under 
most  unfavorable  conditions.  Commencing  in  October  at  the  begin- 
ning of  the  rainy  season,  and  working  much  of  the  time  in  the  mud 
and  rain,  this  trenching  and  back-filling  was  completed  at  a  cost  of  17i 
cents  per  cubic  yard  with  labor  at  an  average  price  of  $1  69  per  day, 
including  foreman,  nearly  10  yards  being  moved  by  each  man  daily. 
This  cost  would  have  been  considerably  diminished  had  there  not 
been  much  finishing  work,  very  badly  scattered,  left  by  the  other 
contractors. 

The  Wood-Stave  Pipe. 

Design, — In  the  design  of  a  wood-stave  pipe,  the  foUowing  essential 
points  require  consideration:  The  staves  must  be  thin  enough  to  secure 
complete  saturation  and  to  deflect  readily  to  the  degree  of  curvature 
employed,  and  they  must  be  thick  enough  to  prevent  undesirable  per- 
colation through  them.  The  bands  must  be  of  such  size  that  when 
spaced  to  secure  the  desired  factor  of  safety  against  rupture,  there 
will  at  the  same  time  be  no  sensible  flexure  in  the  staves  and  no  de- 
structive crushing  of  the  fiber  beneath  the  bands.  While  fulfilling 
these  conditions,  the  proportion  between  the  thickness  of  the  staves 
and  the  strength  and  spacing  of  the  bands  must  be  such  that  the 
swelling  of  the  wood  will  not  produce  injurious  strains  upon  what 
might  otherwise  be  a  properly  proportioned  band. 

The  Stctven. — The  material  used  for  the  staves  was  the  native  yellow 
fir.  This  has  been  used  before  for  a  similar  purpose,  but  the  author 
believes  that  in  each  case  a  much  thicker  stave  was  employed.  For  the 
Astoria  work,  the  staves  were  run  from  2  x  6-in.  stuff  with  a  finished 
thickness  of  If  ins.,  and  twelve  staves  completed  the  circle.  Lumber 
wholly  free  from  knots,  pitch  seams  and  other  defects  was  specified, 
and  the  difficulty  experienced  in  meeting  the  requirements,  especially 
regarding  pitch  seams,  may  be  understood  from  the  fact  that  not 
over  20^  of  the  lumber  sawed  from  selected  logs  passed  final  inspec- 
tion and  went  into  staves.     The  outcome  was  a  lot  of  lumber  as  nearly 
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approaching  perfection  as  it  is  believed  has  ever  been  turned  ont  even 
in  the  Pacific  Northwest.  The  lumber  was  about  three  months  from 
the  log  when  the  staves  were  run,  and  an  allowance  of  about  2%  was 
made  in  the  width  of  the  staves ,  to  allow  for  seasoning  previous  to 
building  and  for  compression  in  the  process  of  cinching.  Staves  were 
run  in  lots  of  about  100  000  ft.,  B.  M.,  as  needed,  and  formed  into  the 
pipe  with  6  ins.  of  dirt  over  it  as  soon  as  possible.  They  varied  in 
length  from  12  to  24  ft. ,  and  not  over  20%  were  less  than  14  ft.  in  length. 
They  were  run  with  faces  true  to  the  circular  form  of  the  pipe,  with 
edges  on  radial  lines  and  a  slight  projection  or  bead  along  the  center 
line  of  one  edge.  For  pressures  up  to  80  ft.  head,  no  special  attention 
was  paid  to  the  character  of  the  grain,  whether  slash  grain,  edge  or 
quarter  sawed;  but  for  all  greater  pressures,  while  no  increase  was 
made  in  the  thickness,  only  slash-grain  staves  were  used.  This  action 
was  the  outgrowth  of  observations  made  on  an  experimental  section. 
When  put  under  a.  pressure  of  40  lbs.  and  allowed  to  remain  some 
days,  with  an  occasional  increase  by  means  of  a  pump  to  120  lbs. ,  a  few 
coarse-grained,  quarter-sawed  staves  allowed  a  perceptible  percolation 
through  them  at  40  lbs.  pressure,  and  a  considerable  leakage  at  120 
lbs.  The  selecting  of  the  slash-grain  staves  entailed  practically  no 
additional  expense,  it  being  attended  to  when  loading  at  the  wharf  for 
delivery  on  the  line. 

Bands. — With  staves  of  this  character  and  bands  spaced  for  a  factor 
of  safety  of  about  four,  it  was  determined  that  a  iVin.  round  band  of 
mild  steel  upset  to  i  in.  would  properly  meet  the  requirements  re- 
garding crushing  under  bands  and  flexure  in  the  staves.  Eighty-four 
thousand  were  used.  Steel  was  specified  of  a  tensile  strength  of  from 
58  000  to  65  000  lbs.  to  the  square  inch;  a  limit  of  elasticity  of  30  000 
lbs. ;  an  elongation  of  25^  ^  ^  i^^s. ,  and  capable  of  being  bent  cold 
and  hammered  flat  without  fracture.  The  following  summary  of  58 
mill  tests  made  by  The  Osbom  Company  may  be  of  interest: 


ElMtio  limit. 
Ponndfl  per 
sqnare  inch. 

Ultimate  strength. 
Poands  per 
square  inch. 

Elongation  in 

81ns. 

Percentage. 

RedQcUon  in 

area. 

Percentage. 

Ix>we8t 

88  560 
40  850 
50  660 

69  900 
62166 
63  810 

23.76 
36.21 
30.00 

63.60 

Mean 

63.80 

Highest 

70.90 
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The  reeults,  as  shown  by  the  record  of  tests  and  by  examination 
of  the  broken  test  pieces,  are  very  satisfactory,  but  have  evidently 
been  secured  by  the  use  of  high  speed  in  manipulating  the  machine. 
Nuts  were  used  about  one-fourth  thicker  than  standard.  The  com- 
pleted band,  before  being  sent  to  the  work,  was  carefully  coated  with 
asphalt  of  such  a  temper  and  under  such  conditions  that  it  withstood 
the  great  amount  of  hammering  to  which  these  bands  were  subjected 
in  the  process  of  pipe  building  without  showing  any  tendency  to  fly 
off;  and  in  the  accomplishment  of  this  result  only  one  lot  of  about 
6  000  failed  to  come  up  to  requirements  and  was  recoated.  The  author 
has  never  been  able  to  understand  the  reason  for  the  difficulty  so  often 
reported  from  the  East,  in  securing  an  asphalt  coating  on  iron  of  such 
temper  as  to  resist  shock,  and  still  not  rub  off  in  careful  handling. 

Clips  and  Shoes, — The  tongues  used  in  making  the  butt  joints  were 
of  No.  12  B.  W.  G.  steel,  1^  ins.  in  width  and  about  ^  in.  longer  than 
the  width  of  the  stave  where  inserted  ;  they  were  subjected  to  the  kala- 
meining  process  to  render  them  non-corrosive. 

The  saddles  or  shoes  are  of  the  type  known  as  the  Allen  patent, 
are  made  of  malleable  cast  iron  of  exceUent  quality,  and  weigh  10 
ounces  each. 

Strain  from  Jewelling  of  Slaves, — Regarding  the  last  of  the  require- 
ments for  the  successful  design  of  wood-stave  pipe,  that  the  bands  be 
not  overstrained  by  the  swelling  of  the  wood,  the  author  is  indebted 
to  D.  C.  Henny,  M.  Am.  Soc.  C.  E.,  manager  of  the  Excelsior  Wooden 
Pipe  Company,  contractor  for  this  work,  for  the  solution  of  this  mat- 
ter. Mr.  Henny  has  recently  conducted  some  experiments  with  very 
ingenious  appliances  along  this  line  which  are  of  unusual  interest. 
The  experiments  consist  in  making  actual  measurement  of  the  strains 
induced  in  the  bands  of  wooden  pipe  by  the  swelling  of  the  staves. 
For  this  purpose  an  ingenious  device  was  designed  by  Mr.  H.  Behr, 
a  mechanical  engineer  of  San  Francisco.  It  consists  primarily  of  a 
very  stiff  steel  spring,  resembling  a  large  tuning  fork,  as  shown  in 
Plate  I,  Fig.  1.  A  hole  is  bored  through  both  prongs  of  the  fork  near 
its  base,  through  which  the  end  of  the  band  passes  after  circling  the 
pipe,  the  nut  being  then  firmly  screwed  down,  A  very  slight  com- 
pressing together  of  the  two  prongs,  either  by  tightening  the  nut 
or  by  the  swelling  of  the  staves,  is  magnified  at  the  end  of  the  fork. 
The  motion  is  further  magnified  by  a  simple  system  of  levers  and 
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transmitted  to  an  index  hand  reTolving  on  an  arc.  By  means  of  a 
testing  machine  this  arc  has  been  graduated  to  conform  to  different 
pressures,  so  that  it  constitutes  a  spring  balance  designed  to  measure 
heavy  pressures  with  quite  a  high  degree  of  accuracy,  and  with  a  very 
slight  deflection  at  the  point  of  applying  the  load.  With  a  tension  of 
10  000  lbs.  on  the  band  to  which  the  spring  is  attached,  the  deflection 
is  but  0.02  in.  Two  experiments  made  on  independent  sections  of 
stave  pipe  built  of  kiln-dried  yellow  fir  staves  1  j  ins.  thick,  each  sec- 
tion being  18  ins.  in  diameter  and  12  ins.  long,  banded  with  i-in. 
round  bands,  were  conducted  in  the  following  manner  and  with  the 

following  results  : 

Section  1. 

No.  1.  On  February  27th,  a  strain  of  4  760  lbs.  was  applied  and  the 
pipe  immersed.  The  following  strains  were  recorded  on  succeeding 
dates  : 

Date March  1st.  March  4th.  March  7th.  March  9th.  March  12th. 

Strain,  lbs.      3  400  2  950  2  750  2  525  2  525 

The  final  strain  maintained  between  the  staves  was  153  lbs.  per 
square  inch  of  contact. 

No.  2.  The  band  was  loosened  to  the  strain  indicated  and  immersed 
again  with  the  following  results  : 

Date March  12th.  March  18th.  March  21st.  March  26th. 

Strain,  lbs 100  1500  1500  1550 

The  final  strain  maintained  between  the  staves  was  94  lbs.  per  square 

inch  of  contact. 

.    No.  3.  The  band  was  loosened  again  to  the  strain  indicated  : 

Date Mar.  26th.  Apr.  Ist.  Apr.  4th.  Apr.  8th.  Apr.  11th.  Apr.  16th. 

Strain,  lbs.        500        1 000        1 050         1  100         1 200  1 225 

The  final  strain  maintained  between  the  staves  was  74  lbs.  per  square 

inch  of  contact.     The  staves  weighed  18  lbs.  dry  and  27|  lbs.  after  the 

experiment. 

Section  2. 

No.  1.  The  band  was  first  cinched  up  to  a  tension  of  5  000  lbs., 
then  loosened  to  the  strain  indicated,  and  the  pipe  finally  immersed: 
Date Apr.  16th.   Apr.  17th.   Apr.  20th.   Apr.  24th,   Apr.  27th. 


Strain,  lbs. . .        450  1400  1900  2  000  1975 

be May  1st.  Mav  4th.  Mav  7th.  May  10th.  Mav  13th.  May  17th. 

ain,  lbs.     1  900      1  §00        1  800  1  700  f  600  1 600 

The  final  strain  maintained  between  the  staves  was  97  lbs.  per  square 
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inch  of  contact.  The  staves  weighed  26  lbs.  when  the  experiment  was 
finished,  and  20.8  lbs.  after  being  kiln  dried  subsequently. 

These  results  present  an  interesting  study,  but,  without  enlarging 
on  all  they  set  forth,  it  is  plainly  shown  that  the  maximum  com- 
pressive strain  the  wood  can  resist  permanently  is  not  much  in  excess 
of  150  lbs.  per  square  inch.  This  fact,  since  the  pressure  between  the 
staves  must  considerably  exceed  the  internal  pressure  tending  to  force 
them  apart  in  order  to  maintain  a  tight  joint,  demonstrates  conclus* 
ively  the  limit  of  safe  pressure  in  wooden  pipe  construction  to  be 
little  if  any  in  excess  of  100  lbs.  per  square  inch  under  the  most 
favorable  conditions  with  this  class  of  timber.  They  also  show  that 
when  the  initial  strain  is  very  small  the  swelling  of  the  staves  alone 
is  capable  of  developing  a  temporary  strain  of  about  126  lbs.  per 
square  inch,  a  fact  which  will  readily  account  for  the  frequent  burst- 
ing of  tanks  built  with  thick  staves,  and  small  factors  of  safety.  It 
will  also  be  observed  that,  while  the  pressure  is  largely  self-adjusting, 
whether  a  large  initial  strain  is  applied  in  back  cinching  before  filling 
or  the  bands  but  lightly  cinched,  the  former  practice  seems  to  insure 
a  somewhat  greater  peVmanent  pressure  between  the  staves  and  a  cor- 
respondingly tighter  pipe.  So  far  as  these  results  influence  the  spac- 
ing  of  bands  in  pipe  construction,  they  need  only  be  regarded  when 
dealing  with  low  heads  and  wide  spacing,  the  strains  then  arising 
from  this  source  being  larger  relatively  to  the  bursting  pressure  due 
to  water  head  than  under  any  other  conditions.  In  close  spacing,  the 
strain  from  this  source  falls,  of  course,  below  that  ordinarily  allowed 
for  cinching. 

The  band  spacing  employed  was  as  follows: 


Head  Id  feet. 


No.  of  baodfl 
per  100  ft. 


SpacinR  Id 
iucbfS. 


0  to  25 

100 

25   ••  30 

110 

30  ••   »5 

120 

36   "  40 

1H4 

40   "  45 

142 

45   ••   49 

160 

49  ••   62 

160 

62   ••   56 

172 

66   ••   60 

186 

60  *'  65 

200 

66   "  68 

2U8 

68   ••  71 

219 

71   "  75 

228 

75  ••  79 

240 

79  ••  88 

268 

83   ••  b7 

267 

12 
11 

10 
9 

8 

?« 

6 
6X 

6X 
fi>i 
6 

4X 

4>i 


!     Head  In  feet. 

1 

No.  or  bands 
per  100  ft. 

Spaciog  in 
Indies. 

'          87  to   92 

282 

4)4 

92  ••    98 

300 

4 

9rt  ••  101 

309 

9% 

101  ••  106 

3'iO 

SH 

105  ••  109 

331 

3^ 

I         109  "  113 

843 

8>, 

113  ••  117 

3fi6 

3X 

117  ••  121 

370 

8^4 

I        121  ••  126 

384 

9% 

126  '•  131 

400 

3 

131  "  137 

418 

2% 

187  ••  143 

437 

^H 

143  "  160 

457 

25 

160  ••  168 

4«0 

2)i 

158  ••  1«6 

606 

2^ 

166  ••  176 

534 

2>i 
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CkmstrucHon J.  D.  Schuyler,  M.  Am.  Soc.  C.  E.,  has  so  fully  de- 
scribed the  general  method  of  erecting  this  class  of  pipe  in  his  paper 
on  the  Denver  Water-Works*  that  it  is  unnecessary  to  elaborate  it 
here.  A  few  points  only  are  worthy  of  mention.  Yellow  fir,  being  a 
hard  and  rather  unyielding  wood,  tight  cinching  was  the  invariable 
practice;  no  butt  joints  were  allowed  to  pass  unless  fully  driven  home; 
bands,  shoes  and  nuts  were  repainted  with  asphalt  or  paraffin  paint 
immediately  before  covering;  back-cinching  followed  erection  on  the 
following  day,  and  back-filling  to  a  depth  of  6  ins.  over  pipe  as  soon 
after  as  possible ;  all  openings  in  the  pipe  over  4  ins.  in  diameter, 
beside  the  4-in.  open  stand-pipes,  were  made  with  special  castings  and 
oakum  joints  7  ins.  in  depth,  while  smaller  openings  were  made  by 
bolting  on  saddles  over  lead  gaskets,  and  placing  two  bands  over  the 
top. 

Since  it  is  a  matter  of  the  utmost  importance  to  the  success  of  this 
class  of  work  that  it  be  not  undertaken  by  an  inexperienced  contractor, 
the  specifications  excluded  the  bids  of  all  parties  not  able  to  submit 
satisfactory  evidence  of  their  skill  and  experience  in  the  construction 
of  stave  pipe  under  heavy  pressures.  Proposals  were  invited,  and  pay- 
ment made  on  the  basis  of  pounds  of  steel  used  in  the  bands  and  feet 
board  measure  used  in  the  staves,  the  price  paid  for  these  items  repre- 
senting compensation  in  full  for  all  expenses  involved  in  supplying 
these  materials  and  the  erection  of  the  pipe  complete,  exclusive  of 
fixtures,  and  the  back-filling  to  a  depth  of  6  ins.  over  the  pipe.  The 
contract  was  awarded  to  the  Excelsior  Wooden  Pipe  Company,  of  San 
Francisco;  and  to  the  large  experience  and  hearty  co-operation  of  the 
company's  efficient  manager,  D.  0.  Henny,  M.  Am.  Soc.  C.  E.,  is  due 
in  no  small  degree  the  unqualified  success  of  the  pipe-laying.  This 
commenced  in  the  latter  part  of  July  un4er  some  disadvantages, 
but  by  aggressive  and  capable  management  the  work  was  hurried 
through  to  completion  in  October  before  the  heavy  rains  had  set  in. 

Tightness. — ^A  test  for  tightness  was  made  of  the  upper  2i  miles  of 
this  line  shortly  after  the  water  was  first  turned  in.  This  gave  resxilts 
which  the  author  believes  have  never  been  surpassed  in  any  other  pipe 
construction  of  any  class.  The  pipe  was  filled  from  the  head  works, 
and,  the  gate  at  the  lower  end  of  the  section  being  closed,  the  water  rose 
and  passed  oflf  through  the  overflow  from  the  stand-pipe  immediately 

«8ee  Tramioeliont,  Vol.  zz&i,  p.  185. 
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adjoining  the  gate.  The  head  gate  was  afterward  closed.  This  gate 
was  not  absolutely  tight,  bat  permitted  the  passage  of  a  little  trickling 
stream,  not  exceeding,  perhaps,  1  qnart  in  a  minute.  The  assistant 
engineer  in  charge  of  the  work  was  much  surprised  on  the  following 
day  to  observe  this  same  little  trickling  stream,  apparently  undimin- 
ished in  quantity,  passing  through  the  waste  pipe  at  the  end  of  the 
line.  The  pipe,  contrary  to  the  usual  experience  with  stave  pipe,  was 
entirely  tight  from  the  beginning,  which  condition  the  author  largely 
attributes  to  hard  back-cinching,  and  the  probable  absorption  of 
moisture  from  the  damp  back-filling.  This  particular  piece  of  pipe 
was  the  only  one  on  the  line  which  permitted  a  determination  of  its 
tightness  to  be  made  independently  of  the  steel  pipe. 

CoBt. — The  contract  prices  of  the  two  chief  items  of  this  work  were: 
Steel  in  bands,  4.8  cents  per  pound  ;  lumber,  feet  B.  M.  in  staves, 
measured  before  milling,  $86  40  per  M.  The  average  spacing  of  the 
bands  is  b^  ins.  The  cost  to  the  city,  including  all  appurtenances, 
was  90.33  cents  per  foot,  and  76  cents  excluding  such  appurtenances. 
The  whole  amount  of  the  contract  was  936  100,  and  the  total  extra 
work  cost  829  35. 

The  actual  cost  of  the  work  the  author  does  not  feel  at  liberty  to 
give  by  reason  of  the  large  personal  interest  of  certain  contractors  being 
closely  allied  thereto.  The  distribution  of  the  cost  was  as  follows: 
Building  and  placing  bands,  55^;  back-cinching,  26%;  repainting  iron 
work,  3%;  back-filling  to  depth  of  6  ins.  over  pipe,  %.lb%\  placing 
specials,  3.5%';  placing  air  valve,  0.75%;  unclassified  labor,  3  per  cent. 

The  rate  of  wages  paid  for  10  hours  was  81  75  for  common  labor 
and  an  average  of  82  71  for  foremen.  It  is  presumable  that  the  con- 
tract prices  represent  a  profit  of  from  12^  to  15  per  cent. 

The  Stbeii  Pipe. 

Quality  of  Steel, — The  specifications  for  the  sheets  used  in  the  man- 
ufacture of  the  riveted  steel  pipe  were  the  same  as  those  for  the  bands 
of  the  stave  pipe,  with  the  exception  that  the  test  pieces  were  to  be  f  x 
2  ins. ,  and  it  was  to  be  made  by  the  open-hearth  process. 

Manufacture. — The  sheets  were  4  ft.  in  length.  Alternate  large  and 
small  courses  were  used,  the  small  courses  having  the  full  nominal 
diameter  of  the  pipe.  The  last  of  the  eight  courses  constituting  a 
length  of  pipe  was  made  slightly  conical,  so  that,  being  a  small  course 


Digitized  by  VjOOQIC 


22  ADAMS  ON  ASTORIA  WATER-WORKS. 

at  the  beginning,  it  was  expanded  to  the  size  of  a  large  conrse  at  the 
end.  The  addition  of  this  course  was  a  concession  made  to  the  con- 
tractor in  order  to  constitute  a  saving  in  lead,  the  specifications  requir- 
ing a  large  course  at  each  end,  and  the  addition  of  two  courses  making 
the  sections  too  long  for  convenient  handling  or  laying.  In  reality, 
little  advantage  was  gained  by  the  addition  of  this  eighth  course,  owing 
to  the  difficulty  of  handling  pipes  of  such  length  and  making  connec- 
tion between  them  in  the  trench  when  using  this  conical  course,  and* 
because  of  the  more  frequent  necessity  for  cutting  pipe  in  rounding 
curves.  All  straight  seams  were  double  riveted,  and  round  seams 
single  riveted,  the  seams  being  proportioned  after  Professor  Kenneday  *s 
formulas  for  the  use  of  iron  rivets.  The  plates  were  punched  from  the 
sides  coming  together  in  the  lap.  The  No.  12  steel  was  chipped  and 
calked  about  the  union  of  straight  and  round  seams  only,  while  the 
No.  10  sheets  were  beveled,  and  all  seams  calked  with  pneumatic 
calkers.  Each  length  of  pipe  was  required  to  pass  through  the  testing 
machine,  and  to  be  tight  under  the  following  pressures :  14-in.  pipe  of 
No.  12  steel,  200  lbs.  per  square  inch;  16-in.  pipe  of  No.  12  steel,  175 
lbs.  per  square  inch;  16-in.  pipe  of  No.  10  steel,  230  lbs.  per  square  inch. 

The  author  had  some  doubt  as  to  the  possibility  of  making  riveted 
pipe  of  such  light  steel  perfectly  tight  before  dipping,  under  the  press- 
ures specified,  and  the  manufacturers  objected  most  strenuously  to 
testing  every  piece. 

In  practice  it  was  found  that  by  putting  every  piece  through 
the  test,  all  spurting  streams  could  be  eliminated.  Mere  dropping 
was  not  regarded  as  serious  in  view  of  the  coating  still  to  be  applied, 
and  could  not  be  wholly  prevented.  By  insisting  upon  strict  com- 
pliance in  the  matter  of  test,  it  is  believed  that  very  superior  work 
was  secured ;  such  results  as  to  tightness  could  scarcely  have  been 
secured,  however,  had  not  red  lead  been  used  in  the  lap  on  all  joints. 
After  test,  the  pipes  were  subjected  to  an  asphalt  bath  applied  under 
the  customary  conditions,  and  a  most  satisfactory  coating  was  secured. 
By  actual  experiment  it  was  found,  after  a  very  leaky  pipe  was  coated, 
it  could  not  be  made  to  leak  under  any  pressure  short  of  bursting. 

Joints. — ^The  joints  were  made  by  the  use  of  welded  iron  sleeves 
}  in.  in  thickness,  6  ins.  in  width,  and  having  a  lead  space  of  about 
f  in.  A  reinforcing  thimble  of  No.  8  steel,  8  ins.  in  width,  was  in- 
serted half  its  width  at  the  shop  and  riveted  in  one  end  of  each  pipe. 
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Oaknm  was  only  used  to  fill  the  crack  at  the  junction  of  abutting  pipe, 
none  being  used  in  the  joint  proper,  the  annular  space  being  run  en- 
tirely full  of  lead. 

GosL — Nothing  of  special  interest  attaches  to  the  laying  of  this 
pipe,  and  by  reason  of  inefficient  management,  coupled  with  much 
rainy  weather,  the  cost  to  the  contractor  just  about  equaled  the  price 
received,  which  included  laying  and  back-filling  6  ins.  over  the  pipe. 
The  price  per  foot  paid  by  the  city  and  the  cost  of  the  pipe  to  the  con- 
tractor at  the  wharf  were  as  follows : 

Siae.  Oon tract  price.  Oott  of  plp«  to  contractor. 

14-in.  No.  12..  $1  10  «0.85 

16-in.  No.  12..     118  .90 

16-in.  No.  10  .     1  38  1.00 

Pipe  Line  Fixtures. 

BloW'Off$. — On  the  18-in.  pipe  the  blow-offs  are  all  6  ins.,  and  on 
the  smaUer  sizes,  4  ins.  in  size.  They  are  provided  with  flanged  gates 
and  tangential  connections,  and  are  riveted  to  the  steel  pipes,  while 
special  castings  are  used  for  the  stave  pipe. 

Overflow  WcuUe.  — A  simple  combination  of  stop  gate  with  a  relief 
overflow  and  stand-pipe  is  located  on  certain  summits,  by  means  of 
which  the  water  can  be  partially  or  wholly  turned  off  without  in  any 
way  interrupting  the  continuity  of  the  flow  in  that  part  of  the  line 
above  the  gate,  thus  rendering  any  overstraining  of  the  pipe  from  undue 
pressure  an  impossibility.  The  height  of  the  hydraulic  gradient  is 
also  rendered  adjustable  within  certain  limits,  whereby  the  stave  pipe 
may  be  kept  filled  at  all  stages  of  flow.  The  8tand*pipe  also  serves 
to  admit  or  release  air  from  the  summit  on  which  it  is  located,  as  may 
be  required.  An  air  valve  connects  with  the  pipe  below  the  stop 
gates,  for  the  purpose  of  admitting  air  when  the  water  is  drawn  off 
while  the  gate  is  closed,  as  shown  in  Fig.  2. 

Air  Valves. — The  air  valves  are  the  invention  of  Mr.  Thomas  W. 
Brooks,  of  San  Francisco,  and  have  been  but  recently  brought  into 
use.  The  author  desires  to  testify  to  their  satisfactory  performance. 
They  are  made  with  two  types  of  interchangeable  valves  ;  one  is  a 
wooden  ball  with  vulcanized  rubber  covering,  and  the  other  is  a  me- 
tallic valve  having  a  concave  lower  surface.  They  remain  open  by 
their  own  weight  until  closed  by  the  internal  pressure;  and  are  in- 
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stantly  opened  by  any  tendency  to  a  vacuam  within  the  pipe.  They 
require  practically  no  attention,  and  the  water  may  be  tnmed  in  or 
ont  of  the  pipe  line  with  impunity,  and  without  fear  of  interruption 
from  air,  either  from  within  or  without.  An  angle  valve  operated  by 
hand  provides  for  the  release  of  any  air  accumulating  while  the  line  is 
in  operation.  The  air  valves  have  been  arranged  in  groups  of  several 
of  small  size  instead  of  one  of  large  size,  and  are  so  proportioned  that  a 
sudden  breaking  of  the  pipe  at  the  most  dangerous  points  will  not 
bring  an  atmospheric  pressure  on  the  pipe  in  excess  of  about  8  lbs.  A 
suitable  stop  gate  makes  possible  the  removal  of  any  of  the  valves 
without  interruption  to  the  flow. 

Open  stand-pipes  are  used  in  preference  to  air  valves  where  prac- 
ticable. 

Suitable  manholes  of  brick  masonry,  with  wooden  covers  well  fast- 
ened on,  are  built  over  all  air  valves,  blow-ofis  and  stop  gates. 

Pipe  Line  Exfebiments. 
Capacity  of  the  Pipe  Line. — Just  previous  to  the  determination  of 
the  leakage  in  the  reservoir,  an  18-hour  test  was  made  to  determine  the 
delivering  capacity  of  the  pipe  line.  The  measurement  was  made  in 
the  reservoir,  it  being  empty  at  the  beginning.  Observations  were 
taken  of  the  height  of  the  water  surface  once  during  the  test,  and  again 
at  its  close.  The  results  in  the  two  cases  showed  a  constant  rate  of 
inflow.     The  results  computed  from  the  total  inflow  were  as  follows: 

Volume  inflow  in  18  hours 3  077  170  galls. 

Rate  **       "24      "     4102  893      " 

Add  for  loss  by  reservoir  percolation 13  660     *  * 

Total  capacity  of  line  in  24  hours 4  116  453      " 

The  loss  by  percolation  is  assumed  to  be  constant  for  all  depths, 
which  assumption  is,  of  course,  not  strictly  correct,  but  the  errfft  is  so 
small  that  its  practical  importance  is  nil.  The  rate  of  delivery  prom- 
ised the  Commission  was  4  000  000  galls.,  the  amount  made  the  basis 
of  calculation  was  4  050  000.  The  excess  of  delivery  over  the  amount 
i^sumed  in  computation  is  about  1.6  per  cent. 

Determination  of  Leakage  in  Pipe  Line. — To  determine  the  amount 
of  loss  in  the  pipe  line,  the  water  was  turned  out  of  the  settling  basin 
xtntLl  the  indicated  flow  over  the  weir  and  into  the  pipe  line  was  at  the 
uniform  rate  in  24  hours  of  326  690  galls.,  less  a  percentage  of  error  in 
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the  weir  of  9  147  galls.,  making  the  net  inflow  at  rate  of  817  648  galls. 

The  rate  of  flow  at  the  lower  end  of  the  pipe  line,  after  a  lapse  of 

snffioient  time  for  the  water  to  attain  its  nnif orm  minimum  flow,  was 

determined  by  measuring  it  in  the  steel  tank  in  the  gate  well.     The 

following  results  were  secured: 

To  top  of  •econd       To  end  of  ezperi- 
conrM.  ment 

Depth  of  water 9.19  ft.  17.11  ft. 

Volume 447.92CU.  ft.      848.45  cu.  ft. 

Time  of  filling,  in  minutes 19. 18  36. 10 

Rate  of  inflow  in  24  hours 251  540  galls.      251  660  galls. 

Add  for  average  leakage  through 

gatesoftank 1410     "  1410      " 

,  Net  rate  of  pipe  line  discharge. .  252  950     **         258  070      ** 
Net  rate  of  pipe  line  discharge  taken  at  258  010  galls. 
Apparent  loss  in  line  817  548  —  258  010  =  64  588  galls. 

In  view  of  the  fact  that  observations  on  a  long  section  of  the  stave 
pipe  when  first  filled  showed  it  to  be  entirely  tight,  and  that  it  has 
been  necessary  to  correct  quite  a  number  of  leaky  lead  joints  on  the 
steel  pipe,  even  in  places  where  the  pipe  was  put  under  pressure  and 
made  entirely  tight  before  covering,  as  was  the  case  with  almost  all  of 
it,  it  is  believed  that  this  loss  must  be  accounted  for  by  the  existence 
of  leaks  of  some  magnitude  in  these  lead  joints,  which  the  saturated  con- 
dition of  the  ground  at  this  season  of  the  year  has  prevented  being  yet 
discovered.  However  the  percentage  of  loss  is  believed  at  present  to 
be  smaller  than  is  usually  obtained  in  lines  of  similar  length. 

Determination  of  FHciional  Loss  in  Pipe  Line, — The  existence  of  the 
open  stand-pipes  on  the  line  afforded  an  excellent  opportunity  for  the 
accurate  determination  of  the  loss  of  head  between  them.  The  follow- 
ing observations  were  made  when  the  line  was  discharging  its  full  capa- 
city, ^69  cu.  ft.  per  second. 


station. 

ACTUAL  LEMOTfl. 

Observed  height 
in  stand-pipe. 

Eleyation.  oom- 
pnted. 

Fall  per  1000 

sure. 

SteeL 

ft. 

MO          { 
498.80     1 

672.61 

672.66 

4187.66 

1.9628 

664.89 

664.80 

19180.66 

1.9628 

144.26     1 

16416.88 

6.0023 

444. 7Q 

444.60 

Digitized  by  VjOOQIC 


26  ADAMS  ON  A8T0BIA  WATER- WORKS. 

These  are  all  the  measurements  which  have  been  completed  np  to 
the  present  time,  with  the  exception  of  an  attempted  determination  of 
the  fall  in  the  hydraulic  grade  line  between  the  settling  basin  and  the 
stand-pipe  at  station  540.  The  result  was  a  verification  of  that  ob- 
tained between  stations  540  and  498.35,  but  is  omitted  bj  reason  of 
an  uncertainty  amounting  to  a  few  tenths  of  a  foot  in  the  entry  head 
at  the  basin.  It  will  be  noticed  that  the  fall  used  on  the  hydraulic  grade 
line  in  construction  was  2  ft.  per  1  000  for  the  stave  pipe,  and  5  ft.  per 
1  000  on  the  riveted  steel  pipe.  The  almost  exact  coincidence  between 
these  figures  and  those  actually  assumed  by  the  flow  in  the  pipe  is  cer- 
tainly remarkable,  especially  in  a  pipe  line  so  frequently  compounded, 
and  where  curvature  is  so  freely  used.  The  differences  between  actual 
and  computed  heights  of  water  in  the  stand-pipes  will  be  seen  to  vary 
from  0.04  to  0.22  ft.,  differences  which  are  quite  within  the  range  of 
probable  error  in  average  level  work.  It  will  also  be  noticed  that  the 
greatest  variation,  0.22  ft.,  occurs  at  station  144.25  after  the  water  has 
passed  from  the  previous  stand-pipe  through  four  different  sections  of 
18-in.  stave  pipe  and  three  sections  of  the  16-in.  steel,  in  all  aggregat- 
ing about  7  miles.  The  actual  frictional  head  per  1  000  ft.  in  the  stave 
pipe  is  seen  to  be  1.9628  ft.  In  determining  the  loss  of  head  in  the 
steel  sections,  this  value  is  assumed  for  the  stave  pipe  between  stations 
498.35  and  144.25,  making  the  frictional  loss  in  the  steel  5.0023  per 
1000  ft. 

Substituting  these  results  in  the  Chezy  formula  for  the  stave  pipe, 
«  3  605 

cThtyno  =  132.88,  from  which  the  value  of  the  frictional 


l/rT""  0.02713 

coefficient  n  of    the  Kutter  formula  for  c  is  deduced  to  be  about 
0.00985;  and  for  the  steel  pipe: 

4  584 
c  =  ^  /^i/^oo  =  112.3  from  which  n  is  about  0.0111. 
O.U^Uoo 

Engineers  will  not  fail  to  note  the  large  advantage  in  small  fric- 
tional loss  possessed  by  the  stave  pipe  over  the  steel,  and  to  observe 
that  the  value  of  0.010  for  n,  used  by  many  engineers  in  dealing  with 
stave  pipe,  is  here  found  to  be  practically  correct. 

The  author  commends  the  resxilt  obtained  from  the  steel  to  the  con- 
sideration of  those  engineers  who  advocate  tremendous  allowances  for 
friction  in  pipe  of  this  character  compared  with  those  for  cast-iron 
pipe ;  and  as  a  whole,  the  results  obtained,  to  the  consideration  of 
other  engineers  who  have  held  that  large  shortages  in  delivering 


Digitized  by  VjOOQIC 


ADAMS  ON  ASTORIA   WATER-WORKS.  27 

capacity  of  gravity  pipe  lines  may  be  accounted  for  by  failure  to  avoid 
up  and  down  hill  travel,  and  in  not  accepting  the  alternative  of  heavy 
pressures  and  proportionally  increased  cost  incident  to  more  uniform 
grades  on  valley  routes.  That  the  present  discharging  capacity  of  the 
steel  pipe  will  remain  constant  through  a  period  of  many  years  the 
author  does  not  expect,  while  the  almost  perfect  condition  of  the  inside 
surface  of  the  wrought-iron  pipe  taken  up  from  the  original  pipe  line, 
after  carrying  Bear  Creek  water  for  twelve  years  indicates  that  there 
will  probably  be  no  very  serious  falling  off. 

The  Besebvoib. 

The  reservoir  has  a  capacity  to  the  level  of  the  overflow  pipe  of 
6  250  000  galls.,  and  has  a  depth  of  17.4  ft.  to  the  flow  line,  and  20 
ft.  to  the  top  of  the  parapet  wall.  The  general  shape  is  that  of  the  hill 
on  which  it  was  built.  The  embankment  is  quite  uniformly  about  5 
ft.  in  height  on  the  inner  slope,  except  at  one  point  where  it  is  15  ft.  in 
height.  The  remainder  is  in  excavation.  The  top  of  the  bank  is  about 
23  ft.  in  width;  and  varies  from  0  to  35  ft.  in  height  above  the  toe  of 
the  outer  slope.  Both  inner  and  outer  slopes  were  intended  to  be  2  to 
1,  but  the  disposal  of  a  considerable  quantity  of  surplus  material  left 
the  outer  slope  in  places  somewhat  steeper  than  this. 

Excavaiion. — The  materials  in  which  the  excavation  was  made  con- 
sisted of  much  black  indurated  clay,  and  a  flne  grained  sand  mixed 
with  clay,  which  in  places  approached  soft  sandstone  in  character.  All 
material  was  plowed,  and  when  broken  was  in  excellent  condition  for 
handling  with  wheel  scrapers.  "When  excavated,  it  possessed  just  the 
right  degree  of  moisture  to  solidify  to  the  best  advantage  without  the 
addition  of  water.  All  surface  soil  containing  roots  or  other  vegetable 
matter  was  flrst  removed,  and  care  taken  to  secure  a  proper  bond  be- 
tween the  natural  ground  and  the  made  earth.  The  banks  were  carried 
up  in  layers  6  ins.  in  thickness,  and  were  thoroughly  rolled  with  a 
smooth  roller  weighing  3  000  lbs.  to  the  lineal  foot.  On  the  inner  slope 
the  bank  was  made  1  ft.  wider  than  the  finished  work,  and  afterward 
dressed  to  the  proper  plane.  By  the  use  of  slope  boards  and  lines,  the 
whole  inner  surface  was  dressed  very  truly  to  the  desired  form  without 
any  after-filling  being  necessary.  The  price  paid  for  the  excavation, 
15  cents  per  cubic  yard,  included  the  clearing  of  the  site,  previously 
covered  with  burned  timber,  and  the  construction  of  the  embankments. 
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The  cost  to  the  oontraotor,  16.9  cents,  was  needlessly  large,  as  the  haul 
was  made  unnecessarily  long  daring  mnch  of  the  work,  and  a  scarcity 
of  ready  cash  made  it  difficult  for  the  contractor  to  get  rid  of  worth- 
less men.     The  total  amount  of  excavation  was  49  540  cu.  yds. 

The  Lining. 

On  the  bottom,  the  reservoir  is  lined  with  6  ins.  of  concrete  laid 
with  expansion  joints,  |  in.  of  cement  mortar,  one  coat  of  liquid  asphalt, 
and  one  asphalt  coat  of  harder  consistency.  The  slope  lining  consists 
of  6  ins.  of  concrete  laid  with  expansion  joints,  one  coat  of  asphalt, 
one  layer  of  brick  laid  flat  after  dipping  in  hot  asphalt,  and  a  final 
finishing  coat  of  asphalt. 

The  parapet  wall  surrounding  the  reservoir  is  2  x  4  ft.  in  section  and 
built  of  basalt,  with  rough  rubble  backing  and  squared  face  stones. 
It  is  surmounted  with  a  9-in.  course  of  coping  stone,  on  which  is 
erected  an  iron  picket  fence  5  ft.  in  height. 

GenercU  Design. — ^In  the  design  of  this  reservoir  the  author  en- 
deavored to  secure  a  lining  which  would  at  a  reasonable  cost  fulfil  the 
following  somewhat  ideal  conditions:  It  should  not  readily  break  down 
over  slight  local  settlements;  if  it  did  breakdown  the  impervious  sur- 
face should  bend  down  and  not  break.  It  should  not  crack  from  expan- 
sion and  contraction,  but  if  it  did  crack,  no  leakage  should  occur.  It 
should  be  permanent,  and,  finally,  it  should  be  practically  water-tight. 
The  lining  adopted  is  believed  to  meet  all  of  these  conditions.  The 
author  has  tried  reservoir  lining^  made  by  laying  brick  dry  on  a  layer 
of  coarse  underdrained  gravel,  and  then  coating  it  with  asphalt;  of 
asphalt  mastic  covered  with  asphalt,  of  brick  laid  in  cement  mortar  and 
coated  with  asphalt,  and  of  asphalt  -directly  on  concrete.  All  have 
proved  sufficient  for  the  purpose,  and  some  of  them  especially  useful 
as  expedients  where  large  results  were  required  from  small  expendi- 
tures, but  he  feels  that  the  lining  adopted  for  the  present  work  more 
nearly  meets  all  the  requirements  of  an  ideal  reservoir  lining  than  any 
other  with  which  he  is  familiar.  The  cost  per  square  foot,  without 
profit,  was  as  follows: 

Slops.  Bottom. 


6  Ins.  ooDcrete $0.1187 

First  ooat  a»phalt  0.649 0.01005 

BHok  in  asphalt 0  08H86 

Second  oo«t  asphalt  0.851 0.01307 

Ohinldng  crevices 0.00900 

Ironing 0.00356 


6  ins.  concrete $0.10811 

Cement  mortar  finish 01126 

First  coat  asphalt  0.637 00768 

Second  coat  asphalt  0.673 00821 

Total I0.13W6 


Total    $0.33724 

Average  cost  for  the  entire  reservoir,  $0.17966  per  square  foot. 
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Cancrele, — The  concrete  is  composed  of  crushed  basalt  rock,  2i  ins. 
in  maximum  size,  quarried  and  crushed  near  the  work ;  Columbia 
River  gravel,  a  very  clean  fine  black  gravel  containing  much  coarse 
sand;  fine  sharp  sand,  and  imported  Portland  cement.  One  cubic 
yard  of  concrete  contained  0.9  cu.  yd.  of  crushed  rock,  0.5  cu.  yd.  of 
gravel,  0.1  cu.  yd.  of  sand,  and  one  barrel  of  cement. 

All  mixing  was  done  by  hand  on  movable  platforms  in  i-cu.  yd. 
batches.  Three  gangs  were  usually  employed,  each  having  six  mixers, 
who  also  placed  the  concrete  for  the  two  men  engaged  in  finishing  and 
tamping.  The  coarser  rock  were  raked  forward  and  down,  leaving  the 
finer  material  at  the  surface,  and  a  long  straight  edge  was  used  in  secur- 
ing a  uniform  surface.  All  three  gangs  were  served  by  nine  wheel- 
barrows, five  handling  rock;  three  sand  and  gravel,  and  one,  cement. 
A  helper  at  the  cement,  one  man  tending  water,  one  sprinkling  con- 
crete already  laid,  and  the  water  boy,  made  up  the  concrete  force.  The 
sand,  gravel  and  cement  being  first  thoroughly  mixed,  water  was  then 
added,  mixed  and  spread,  and  the  wet  stone  added.  It  was  thei\ 
turned  three  times  on  the  liiixing^  platforms,  and  once  more  when 
deposited.  On  the  slopes  a  rough  finishing  coat  was  applied  as  soon 
as  the  batch  was  in  place,  by  the  application  with  a  shovel  of  a  little 
mortar  taken  from  the  next  mix.  A  very  good  surface,  smooth  and 
free  from  stones  was  thus  secured  for  the  laying  of  the  brick,  while  the 
comparative  roughness  of  the  surface  gave  the  asphalt  coat  a  very 
perfect  adhesion. 

On  the  bottom,  the  f -in.  finishing  coat  of  cement  mortar  was  ap- 
plied as  fast  as  the  concrete  was  placed  by  two  finishers  using  smoothing 
trowels,  who  were  served  by  four  men  mixing  and  carrying.  The  mortar 
was  mixed  in  the  proportions  of  two  to  one  of  fine  sand  and  cement. 
In  all  concrete  work  no  more  water  was  used  than  was  necessary  to  mix 
properly,  only  a  very  little  showing  on  the  surface  when  tamped. 
When  the  ground  was  hot  and  dry,  water  was  sprinkled  on  it  in 
advance  of  the  concreting.  On  the  slopes  the  concrete  was  placed  in 
sheets  10  ft.  wide,  extending  up  and  down  the  slopes.  On  the  bottom 
it  was  placed  in  squares  measuring  20  ft.  on  a  side.  These  boundaries 
were  maintained  when  placing  concrete  by  means  of  a  2  x  6-in.  plank, 
the  straight  edge  being  used  between  these  in  securing  a  uniform  sur- 
face. When  connection  was  made  between  sheets  the  2  x  6-in.  plank 
was  replaced  with  a  piece  of  beveled  i-in.  ordinary  weather  boarding, 
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4  ins.  in  width.  After  the  concrete  had  thoroughly  set,  about  two 
weeks  after  placing,  these  strips  were  removed,  and  in  making  appli- 
cation of  the  first  coat  of  asphalt,  the  grooves  were  run  full.  There 
was  no  difficulty  in  removing  the  beveled  strips,  but  some  strips  with 
vortical  sides  and  an  occasionally  inverted  beveled  one  proved  exceed- 
ingly troublesome.  Plate  I,  Fig.  2,  illustrates  the  appearance  of  the 
reservoir  during  the  progress  of  the  concrete  work. 

Expansion  Joints, — These  expansion  joints  have  fulfilled  every  ex- 
pectation. Not  a  crack  has  appeared  anywhere  in  the  concrete.  Their 
operation  was  very  noticeable  during  warm  weather,  especially  in  the 
bottom.  In  the  cool  early  morning  they  were  much  depressed,  while 
in  the  heat  of  mid-day  they  presented  the  appearance  of  ridges 
discernible  clear  across  the  reservoir,  the  amplitude  of  the  motion 
being  in  many  cases  fully  f  in.  Observations  made  by  the  author  on 
a  large  concrete-lined  reservoir,  recently  built  without  any  provision 
for  expansion  and  contraction,  in  which  cracks  had  formed  up  and 
down  the  slope  for  a  distance  of  several  hundred  feet  at  remarkably 
uniform  intervals  of  about  25  ft.  leads  him  to  think  about  20  ft.  a  suit- 
able maximum  spacing  for  expansion  joints  in  concrete  laid  in  this 
climate.  By  reason  of  its  superior  elasticity  the  author  considers  the 
use  of  pure  asphalt  of  medium  hardness  much  superior  to  any  mixt- 
ure of  asphalt  and  sand  for  this  purpose,  with  suitable  provision  for 
holding  it  on  the  slope,  and  doubts  the  efficiency  of  a  mastic  unless 
made  very  rich  in  asphalt. 

Cosi  of  Concrete. — There  were  603.3  cu.  yds.  of  concrete  used  on  the 
slopes,  which  cost  the  contractor  81.072  a  yard  for  labor  and  $1,939  for 
materials,  except  cement,  which  was  furnished  by  the  city,  and  cost 
$2,822  per  yard  of  concrete.  The  amount  of  concrete  on  the  bottom 
of  the  reservoir  was  678.2  cu.  yds.,  and  cost  the  contractor  $0,674  per 
cubic  yard  for  labor  and  $1,923  for  material,  except  cement ;  this  was 
furnished  by  the  city  and  cost  $2,641  per  yard  of  concrete.  The  con- 
tract price  was  $3  50  per  yard,  exclusive  of  cement.  The  total  cost  of 
the  cement  coating  was  $1,126  per  100  sq.  ft.  That  the  work  was  well 
managed  is  apparent  from  the  fact  that  1.84  cu.  yds.  of  concrete  was 
mixed  and  placed  each  day  for  each  man  employed.  On  the  bottom 
alone,  this  amount  was  increased  to  2.35  cu.  yds.  For  work  of  this  char- 
acter the  author  considers  this  a  creditable  showing,  for  he  has  known 
instances  where  the  labor  account  amounted  to  four  times  as  much  on 
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work  of  a  similar  oharaoter  bnt  larger  proportions.  For  most  of  this 
work  Italians  were  employed  who  were  experienced  in  concrete  work. 
The  crashed  rock  was  seonred  from  a  quarry  located  about  800  ft.  from 
the  reservoir,  at  about  the  same  level,  and  delivered  on  the  work  at  a 
cost  of  95.28  cents  per  cubic  yard.  The  sand  and  gravel  were  dredged 
from  the  Columbia  River  and  delivered  by  sub-contract  at  the  wharf 
at  a  cost  of  86.59  cents  per  cubic  yard. 

Cement, — The  city  purchased  by  contract  all  the  cement  used  on 
every  part  of  the  work  at  a  cost  of  $2  45  per  barrel  delivered  at  the 
wharf,  as  needed  on  the  work.  In  all  about  3 100  barrels  were 
used,  of  which  1  558  went  into  the  reservoir  lining.  Most  of  this  was 
of  a  superior  quality.  Every  sixth  barrel  was  tested  for  tensile 
strength,  with  frequent  tests  for  blowing,  and  time  of  setting.  Only 
seven  barrels  were  rejected,  these  having  deteriorated  by  exposure  to 
weather. 

The  Asphali  Work, — The  asphalt  used  in  the  work  was  all  of  the 
Alcatraz  brand.  Two  grades  were  employed;  the  L  (liquid),  and  XXX 
(paving  cement).  The  first  is  a  natural  liquid  asphalt,  and  the  second 
is  the  product  of  refining  the  natural  rock  asphalt  with  about  20^  of 
the  liquid  as  a  flux.  Both  grades  are  now  placed  upon  the  market  in 
barrels  holding  about  400  lbs.  As  a  rule  no  asphalt  was  applied  to  the 
concrete  until  the  latter  had  been  in  place  fully  two  weeks,  and  was 
well  dried  on  the  surface,  though  some  slight  variation  from  this  rule 
was  unavoidable  by  reason  of  the  work  being  overtaken  by  the  fall 
rains  before  completion.  On  the  bottom  was  first  applied  a  coat  of 
the  L  grade,  which  was  followed  by  a  coat  of  the  XXX  paving  cement. 
On  the  slopes  none  of  the  L  grade  was  used  by  reason  of  the  tendency 
to  creep,  which  a  soft  underlying:  coat  always  produces,  and  so  often 
mars  the  appearance  of  work  on  reservoir  slopes.  The  author,  after 
a  considerable  experience  in  using  asphalt  in  different  ways  as  a  reser- 
voir lining,  is  disposed  to  believe  that  any  advantages  possessed  by 
a  soft  coat  over  a  harder  one,  as  a  first  application,  is  more  fancied 
than  real.  At  the  proper  temperature,  the  harder  grade  runs  just 
as  readily,  and  enters  all  crevices  just  as  surely  when  applied, 
and  if  the  masonry  be  entirely  dry  and  cl,ean,  and  preferably  a  little 
rough,  it  adheres  more  tenaciously  than  the  liquid.  The  only  superior- 
ity possessed  by  the  latter  as  a  first  coat  is  that  if  it  must  be  applied 
on  a  damp  surface,  it  will  adhere  where  the  other  will  not. 
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All  dnst  was  oarefullj  swept  from  the  concrete,  as  it  effectually  pre- 
yents  any  bond,  and  the  asphalt  was  applied  with  mops  made  from 
twine  used  in  the  local  salmon  fisheries.  The  mops  were  served  from 
large  sheet-iron  buckets,  which  were  kept  filled  by  attendants,  who 
carried  asphalt  from  two  large  kettles  holding  about  3  000  lbs.  each, 
in  which  it  was  melted  and  kept  at  the  proper  temperature.  The  bricks 
used  on  the  slopes  were  about  half  yitrified  and  half  common,  the 
contractors  being  disappointed  at  the  last  moment  in  the  delivery  of 
the  requisite  number  of  the  former.  As  laid  they  were  submerged 
in  a  bucket  of  hot  asphalt,  and  placed  in  position  on  the  slope  by 
means  of  iron  tongs.  Sufficient  asphalt  always  streamed  from  the 
brick  to  fill  entirely  all  irreg^arities  beneath  it.  A  push  joint  was 
made,  much  as  when  laying  brick  in  cement  mortar,  but  much  more 
expeditiously.  For  the  sake  of  close  joints  and  consequent  economy 
in  the  use  of  the  asphalt,  it  proved  very  important  to  keep  the 
temperature  high  enough  for  the  asphalt  to  run  like  water,  which  is 
the  manner  in  which  it  should  always  be  used  to  secure  the  best 
results.  Common  laborers  could,  with  a  little  practice,  when  well 
supplied  with  materials,  readily  lay  an  average  of  2  300  bricks  in  10 
hours.  The  finished  coat  of  asphalt  followed  as  speedily  after  the 
brick  laying  as  possible,  in  order  to  avoid  delay  from  rain,  as  the 
water  standing  in  unfilled  joints  dried  out  very  slowly.  In  apply- 
ing this  coat  an  effort  was  made  to  fill  all  joints,  and  where  this 
could  not  be  done  with  hot  asphalt  on  a  slope,  a  rich  mastic  of  sand 
and  asphalt  was  used.  This  much  improved  the  appearance  of  the 
work,  as  the  brick  were  quite  rough  and  somewhat  irregular  in  shape. 
The  connecting  joint  between  the  top  of  the  lining  and  the  base  of 
the  parapet  wall  was  also  run  full  of  asphalt.  A  final  smoothing  was 
given  the  finished  surface  by  going  over  the  slopes  with  hot  irons. 
Although  the  general  appearance  of  the  surface  was  by  this  means 
much  improved,  the  author  is  rather  loath  to  trust  hot  iron  in  the 
hands  of  common  laborers  on  an  asphalt  surface.  Unless  most  care- 
fully watched,  overheating  and  consequent  serious  injury  are  almost 
certain  to  occur.  When  this  lining  had  been  exposed  to  the  rays  of  the 
sun  for  a  considerable  time,  there  was  a  very  noticeable  sliding  of  the 
brick  on  the  slope,  and  a  consequent  closing  up  of  the  joints,  crowding 
out  the  asphalt  where  they  were  thick  by  reason  of  the  asphalt  having 
been  used  too  cold  on  days  that  were  too  windy  to  permit  it  being 
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maintained  at  a  proper  temperature.  As  a  oonseqnenoe,  openings  were 
produced  between  the  brick  lining  and  the  wall  at  the  top  of  the  slope, 
which  were  filled  with  mastic.  The  footing  course  of  brick  was  pre- 
Tented  from  sliding  by  being  set  into  the  concrete  of  the  bottom  lining. 
After  a  few  weeks  all  motion  ceased  entirely. 

In  order  to  secure  the  best  results  possible,  all  asphalt  work  should 
be  performed  during  the  dry  summer  months.  Such  was  the  plan  for 
the  Astoria  work,  but  the  delay  in  beginning  carried  the  date  of  com- 
pletion over  into  jbhe  rainy  season.  By  careful  management  in  keep- 
ing the  work  in  proper  shape  for  speedy  drying,  no  especial  difficulty 
was  experienced  except  with  the  brick.  Although  they  were  housed 
at  the  reservoir,  and  piled  and  fired  when  rained  on  during  transpor- 
tation, sufficient  moisture  was  apparently  absorbed  from  the  air  to 
produce  by  evaporation  small  bubbles  or  blisters  on  the  surface  when 
dipped  in  the  hot  asphalt.  No  similar  difficulty  was  experienced  with 
brick  laid  during  the  dry  weather.  This  defect  is  one  of  apx>earance 
rather  than  reality,  and  is  but  temporary,  as  the  steam  soon  condenses 
and  the  bubble  collapses.  Although  the  adhesion  between  the  brick 
and  the  asphalt  is  sometimes  destroyed  over  the  limited  area  covered 
by  these  bubbles,  the  effect  is  simply  to  permit  these  brick  to  become 
more  quickly  saturated  than  would  otherwise  be  the  case.  It  must 
not  be  assumed,  as  has  been  so  often  stated,  that  asphalt  renders  any- 
thing wholly  impervious  to  water,  or  is  of  itself  impervious.  On  the 
contrary  it  may  be  readily  demonstrated  by  a  simple  experiment  that 
a  brick  thoroughly  coated  and  recoated  will  in  time  absorb  as  much 
water  as  an  uncoated  one.  The  advantage  of  the  asphalt  lies  in  its 
retarding  effect  on  the  passage  of  water  ;  it  does  pot  exclude  it. 

Cast  of  AsphaU  Work. — Tables  Nos.  1  to  7,  inclusive,  showinfir  the 
amount,  cost  and  distribution  of  both  labor  and  materials  employed 
in  the  asphalt  work,  are  prepared  in  a  way  that  is  believed  to  make  the 
probable  cost  of  other  similar  work  easily  determinable.  In  view  of 
the  interest  which  the  use  of  this  material  as  a  reservoir  lining  is  very 
properly  creating  among  engineers,  especially  in  the  East,  this  presen- 
tation may  not  be  untimely. 

Iron  Fence. — On  top  of  the  coping  which  surmounts  the  parapet 
wall  is  erected  an  iron  picket  fence  5  ft.  in  height,  having  pickets  i  in. 
square,  spaced  4  ins.  between  centers.  The  rails  are  small  channel 
irons  2  ins.  in  width.     No  attempt  is  made  at  omameotation.     The 
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panels  are  8  ft.  in  length,  and  at  the  end  of  each  a  post  picket  extends 
4  ins.  into  the  stone.  Each  post  is  braced  from-  the  face  of  the  wall, 
the  brace  also  haying  a  tie  fastening  into  the  top  of  the  wall,  making 
three  drilled  holes  necessary  for  each  panel.  The  panels  are  supported 
half  way  between  the  posts.  Both  supports  and  braces  are  made  ad- 
instable  by  means  of  movable  clips  and  set  screws,  rendering  possible 
the  securing  of  perfect  line  and  grade.  All  joints  were  made  with  lead 
and  calked.  This  fence  was  designed  and  made  by  the  Van  Dom  Iron 
Works,  of  Gleyeland,  and  was  erected  by  day  labor  under  the  super- 
vision of  one  of  the  assistant  engineers,  without  a  foreman,  at  a  cost  of 
$985  40  for  a  total  length  of  917.2  lin.  ft 

Aerating  Fountain.— At  the  center  of  the  reservoir  is  a  12-in.  entry 
pipe  leading  from  a  connection  with  the  gravity  conduit  in  the  power 
house,  and  passing  up  through  a  concrete  pedestal.  It  terminates  a 
little  above  the  surface  of  the  water  in  a  brass  fountain  head,  having 
about  300  holes,  ranging  in  size  from  iV  to  -ff  in.  in  diameter,  arranged 
in  concentric  rings  with  the  larger  at  the  center,  and  gradually  diverg- 
ing from  the  perpendicular  to  an  extreme  angle  of  85^  on  the  outer 
circle.  Through  this  the  water  may  be  turned  from  the  pipe  line, 
when  not  used  for  the  development  of  power,  and  the  reserve  head  may 
be  used  in  the  formation  of  an  aerating  fountain.  Its  construction 
was  a  natural  consequence  of  having  a  reserve  head  for  power  develop- 
ment. It  proved  a  very  ornamental  feature,  and  is  expected  to  be 
useful  in  securing  aeration  and  free  circulation  in  the  water,  which  is 
necessarily  heavily  charged  with  vegetable  matter,  and,  when  allowed 
to  stand  in  a  reservoir  without  circulation  for  a  considerable  time  in 
the  summer,  has  developed  very  offensive  qualities. 

At  the  foot  of  the  fountain  pedestal,  in  the  12-in.  supply  pipe,  is  a 
stop  gate,  and  a  double  nozzle  fire-hose  connection  for  the  purpose  of 
securing  streams  for  cleaning  out  the  reservoir. 

Total  Co8t  of  Reservoir, — The  total  cost  of  the  reserfoir,  exclusive  of 
iron  fixtures,  which  are  included  in  the  cost  of  the  gate  and  power 
house,  is  summarized  in  Table  No.  8. 

Reservoir  Leakage. — ^When  first  filled,  careful  observations  were 
made  to  determine  the  rate  of  leakage  from  the  reservoir.  The  depth 
of  water  was  about  14  ft. ;  the  time  elapsing  between  the  observations 
was  68  hours.  As  the  air  was  in  a  state  of  saturation  all  the  time  there 
was  no  occasion  to  make  deductions  for  evaporation.     The  rainfall 
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record  was  taken  frbm  the  reports  of  the  local  signal  service.     The  re- 
sults were  as  follows  : 

Total  rainfall 7  384  on.  ft. 

Total  quantity  retained 2  253      ** 

Total  leakage 5  136      ** 

Tolal  leakage  in  gallons  in  24  hours . .  13  553  galls. 
Total  leakage  in  gallons  in  24  hours  per  1 000  sq.  ft.  of  lining 
submerged,  ^2.1  galls. 

Assuming  the  absence  of  evaporation,  and  that  the  rate  of  leakage 
is  uniform  for  all  depths,  it  would  require  a  term  of  years  for  the  reser- 
voir to  empty  itself  in  this  way,  since  the  average  rainfall  is  75  ins. 
For  a  new  reservoir  filled  for  the  first  time,  and  with  consequently  no 
opportunity  for  sedimentation,  the  results  are  gratifying.  A  second 
experiment  of  similar  nature,  made  a  few  days  later,  gave  results 
identical  with  the  preceding. 

Thb  Fowbb  and  Gate  Hou8b. 

There  is  a  surplus  fall  in  the  mile  of  14-in.  steel  pipe  at  the  end  of 
the  conduit,  which  is  to  be  used  for  the  development  of  power  by 
Pelton  wheels  for  the  operation  of  an  electric  plant  for  the  illumina- 
tion of  the  streets  and  public  buildings,  and  for  pumping  a  water  sup- 
ply to  the  districts  not  capable  of  being  supplied  directly  by  gravity. 
The  Building. — The  gate  house  for  controlling  the  water  at  the  reser- 
voir and  the  power  house  for  the  light  and  pumping  plant  have  been 
united  in  one  building  of  basalt  masonry,  with  cut  face  stones  laid  ran- 
dom, and  rubble  backing.  It  has  a  copper  roof,  is  sealed  throughout 
the  lower  story  with  red  wood,  finished  in  the  natural  grain,  and  has 
three  living  rooms  finished  off  upstairs  for  the  residence  of  the  keeper. 
The  end  enclosing  the  gate  well  is  semi-circular  in  form.  The  building 
as  a  whole  presents  a  pleasing  effect,  which  should  be  credited  to  Mr. 
J.  £.  Ferguson,  the  architect. 

'  Arrangement  of  Power-Bouse  Fittingg,  — The  arrangement  of  the  power- 
house appliances  may  be  readily  understood  from  the  plan  (see  Fig  3). 
The  water  passes  directly  through  the  building  to  the  fountain  in 
the  reservoir.  "When  the  power  is  utilized  for  work,  the  fountain  is 
cut  out  and  the  water  discharged  through  the  nozzles  of  either  of  the 
Felton  wheels.     The  tail  water  is  conducted  the  length  of  the  building 
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in  a  concrete  channel  under  the  floor  and  discharged  into  a  14-in.  pipe 
leading  into  the  gate  well.  It  will  also  be  noticed  that  provision  is 
made  for  connecting  the  snotion  of  the  pnmp  to  be  installed  later 
directly  to  the  pipe  under  the  same  pressure  as  the  nozzle  operating 


the  wheel  which  is  to  drive  the  pump,  thus  diminishing  by  that 
amount  the  work  necessary  to  be  done  in  elevating  the  desired  amount 
of  water,  which  will  never  exceed  200  000  galls,  in  24  hours.  When 
the  flow  at  the  power-house  is  entirely  stopped  for  any  reason,  and  the 
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water  allowed  to  waste  through  the  overflow  at  the  head  of  the  14-in. 
line,  a  4-iii.  relief  valve  disoharging  into  the  tail  race  affords  a  safe- 
guard against  any  ram  likely  to  be  produced  in  the  closing  of  the 
gates. 

The  Gate  WeS. — Fig.  3  gives  a  very  good  idea  of  the  general 
arrangement  of  the  gate  well.  It  is  22  ft.  in  clear  diameter,  and  is 
lined  with  2  ft.  of  concrete.  In  the  center  of  the  well  is  a  steel  tank  8 
ft.  in  diameter  and  21  ft.  in  height,  bnilt  of  i-in.  plate.  This  tank  has 
pipe  connections  with  the  reservoir,  the  distribution  and  the  sewer, 
and  indirectly  with  the  tail  race  from  the  Pelton  wheels,  through 
which  the  flow  of  the  pipe  line  can  also  be  turned  independently  of 
the  wheels.  All  surplus  water  passes  through  this  tank  to  the  waste 
through  the  open  stand-pipe,  the  top  of  which  stands  at  low-water 
mark  for  a  full  reservoir. 

From  the  arrangement  of  connections  and  gates,  it  will  be  seen  that 
the  reservoir  or  the  tank  may  be  temporarily  cut  out  without  affecting  the 
supply  to  the  distribution.  The  overflow  is  always  operative  whether 
the  reservoir  is  in  use  or  not,  and  the  fresh  water  from  the  pipe  line 
will  always  first  meet  the  demand  from  the  distribution,  until  the  sup- 
ply is  exceeded,  when  the  reservoir  is  drawn  upon  for  the  deficiency. 
A  cylindrical  brass  screen,  not  shown  in  the  drawing,  is  inverted  over 
the  distribution  supply  pipe  in  the  tank.  This  screen  can  be  cleaned 
at  any  time  by  reversing  the  flow  through  it.  Two  feet  of  concrete  is 
placed  in  the  bottom  of  the  well,  enclosing  the  fittings,  and  constitut- 
ing the  bottom  of  the  tank.  An  independent  drain  pipe  provides  for 
the  discharge  of  all  seepage  water  from  the  well.  A  spiral  iron  stair- 
way, supported  on  the  wall  by  brackets,  affords  a  convenient  means  of 
entering  the  well,  while  the  tank  may  be  entered  from  above  by  a 
stationary  iron  ladder  down  the  inside.  All  gates  are  operated  from 
above  by  means  of  hand  wheels  supported  on  vertical  gas-pipe  shafting. 

The  total  cost  to  the  city  of  the  buildings  and  fittings  was  810  177  25. 

The  Tunnel. 

The  tunnel  through  which  the  distributing  system  connects  with 
the  new  reservoir  extends  directly  north  from  the  gate  house  through 
the  intervening  ridge,  and  is  about  1  200  ft.  in  length.  Of  this  dis- 
tance, the  first  300  ft.  from  the  gate  house  averages  about  20  ft.  in 
depth  below  the  surface,  and  was  tunneled  by  the  contractor  in  prefer- 
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ence  to  digging  open  trench.  The  remaining  900  ft.,  except  for  a  por- 
tion which  is  through  solid  rock,  is  lined  with  concrete  and  terminates 
in  a  manhole  at  each  end. 

EoeoavcUion. — The  300  ft.  at  the  south  end,  which  was  afterward  re- 
filled, was  driyen  through  a  rather  soft  argillaceous  yellow  and  blue 
shale.  The  remainder,  with  the  exception  of  about  250  ft.  of  solid 
rock  near  the  center  of  the  tunnel,  was  through  an  exceedingly  hard, 
compact  black  shieJe,  which  required  powder  for  its  removal  and  rapidly 
disintegrated  when  exposed  to  the  air.  Timbering  was  necessary  every- 
where except  in  the  solid  rock  section,  and  consisted  of  6  x  6-in.  poets 
and  caps,  2  x  12-in.  sills  and  2-in.  lagging.  The  posts  were  usually 
spaced  2  ft.  between  centers,  and  were  not  infrequently  crushed  in  by 
the  swelling  of  the  material,  in  places  where  there  was  apparently  no 
tendency  to  cave.  In  places  where  water  penetrated  in  considerable 
quantities,  the  disintegration  was 
so  rapid  that  the  tunneling  was 
done  with  great  difficulty,  and 
though  timbering  was  kept  close 
up,  several  bad  caves  occurred. 

The  rock  was  very  hard  basalt, 
and  was  worked  entirely  by  hand. 
Air  was  supplied  by  an  exhaust 
fan  operated  by  an  electric  motor 
taking  current  from  the  wire  of 
an  electric  street  railway.  Driving 
was  usually  conducted  from  both  ends.  The  section  driven  through- 
out was  5  ft.  5  ins.  in  width  by  6  ft.  in  height. 

Lining. — It  was  the  original  intention  to  put  in  a  lining  of  brick 
with  vertical  sides  and  arched  top,  but  the  material  penetrated  proved 
disappointingly  unstable,  and  the  completion  of  the  tunnel  driving 
was  so  long  delayed  by  reason  of  the  quantity  and  hardness  of  the  rock 
encountered,  and  by  the  failure  of  the  original  contractors,  that  the 
work  of  lining  was  necessarily  performed  long  after  the  heavy  fall  and 
winter  rain  had  rendered  the  ground  very  treacherous,  so  that  it  was 
found  inexpedient  to  remove  all  the  timbers  in  very  many  places.  It 
was  accordingly  determined  to  use  a  strong  concrete  section  for  the 
lining,  and  leave  in  much  of  the  timbering.  Fig.  4  shows  the  form 
of  section  adopted,  and  the  disposition'  made  of  the  posts  in  order  to 
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seoore  a  snffioient  thicluiess  of  concrete  between  them  and  the  forms 
without  remoTing  them,  the  earth  being  dug  away  from  behind  them 
at  the  foot  of  each,  and  the  poet  pushed  back  out  of  the  way.  The 
forms  were  bnilt  in  4-ft.  sections  for  the  sides,  and  2-ft.  lengths  for  the 
top,  and  were  held  in  position  b j  1  x  4-in.  bracing  on  the  inside. 
The  concrete  was  well  rammed  into  all  crevices,  except  at  the  upper 
comers,  and  where  considerable  caves  existed,  which  were  filled  back 
of  the  concrete  with  the  excavated  material.  The  proportions  used  in 
the  concrete  were  the  same  as  those  used  in  the  reservoir  work,  with 
the  exception  that  the  screenings  were  not  removed  from  the  rock. 
The  work  of  lining  in  the  north  end  was  much  delayed  by  reason  of  the 
large  amount  of  digging  necessary  in  securing  proper  line  and  grade, 
this  matter  having  been  very  carelessly  looked  after  by  the  men  doing 
the  driving.  The  work  in  its  completed  condition  is  in  a  very  satis- 
factory shape,  which  result  has  been  secured  only  by  most  untiring 
supervision. 

Cost — The  work  passed  through  many  vicissitudes,  being  at  differ- 
ent times  under  the  management  of  three  different  contractors  and 
subcontractors.  The  excavation  in  the  softer  materials  was  not  well 
handled.  The  rock  excavation  and  concrete  work  were  well  managed, 
and  the  cost  very  carefully  kept.  The  cost  of  the  tunnel  to  the  con- 
tractors and  to  the  city  is  given  in  Table  No.  9. 

Tunnel  Pipe. — The  main  supply  pipe  from  the  new  reservoir  to  a  con- 
nection with  the  high-service  distribution  is  18  ins.  in  diameter.  That 
in  the  part  of  the  tunnel  which  was  refilled,  and  that  which  lies  with- 
out the  tunnel  to  the  north,  is  of  cast  iron  f)  in.  thick,  while  the  por- 
tion lying  within  the  permanent  tunnel  is  wood-stave  pipe.  Little 
room  was  left  in  the  concreted  section  for  the  building  of  pipe,  but  it 
was  accomplished  without  difficulty,  the  gang  making  an  average  of 
132  ft.  a  day. 

DlSTREBUTINO  SYSTEM. 

The  distributing  system  as  at  present  arranged  is  divided  into  a  low 
and  a  high  service,  the  low  being  supplied  from  the  small  reservoir  of 
500  000  galls,  capacity  built  by  the  Columbia  Water  Company  at  a 
flow-line  elevation  of  167  ft. ;  and  the  high  service  being  supplied  from 
the  new  reservoir  previously  described. .    . 

The  New  Service, — The  street  mains  in  the  low  service  range  in  size 
from  6  ins.  to  14  ins.,  and  in  their  arrangement  and  size  are  designed  to 
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secure  a  delivery  in  case  of  fire  in  any  of  the  business  portions  of  the 
city  of  2  000  galls,  per  minnte,  in  addition  to  the  ordinary  domestic 
consumption,  at  an  effective  pressure  of  80  lbs.  at  the  hydrant  noz- 
zles.   Fart  of  the  pipe  is  cast  iron,  and  part  steel  kalamein  pipe. 

Astoria  has  no  sea  wall,  and  many  of  the  streets  in  the  business  part 
of  the  town  are  supported  on  pile  trestles  about  18  ft  high.  •  On 
these  streets  the  kalamein  pipe  is  used  by  reason  of  its  lightness  and 
greater  adaptability  to  withstanding  vibration  than  the  cast  iron. 
Wherever  supporting  ground  exists,  cast-iron  pipe  is  used.  The 
kalamein  pipe  is  supported  below  the  street  surface  on  timbers  dapped 
into  and  bolted  to  the  piles,  and  is  boxed  with  2-in.  lumber,  the 
box  for  the  12-in.  pipe  being  made  without  a  cover.  The  gauges  are 
the  customary  standards  used  by  the  manufacturers  of  this  class  of 
pipe  :  6-in.,  No.  Hi  ;  8-in.,  No.  lOi  ;  10-in.,  No.  10,  and  12-in.,  No.  8. 

The  hydrants  on  these  streets  are  connected  with  the  street  mains 
by  a  section  of  similar  pipe,  having  a  cast  flange  attached  to  each 
end,  the  pipe  being  expanded  like  boiler  tubes  with  a  hammer  to  fit  the 
slightly  rounded  inner  edge  of  the  flange,  thus  removing  any  possi- 
bility of  the  hydrant  being  pushed  off  by  the  pressure,  while  a  lead 
joint  provided  at  the  outer  end  of  the  flange  makes  the  connection 
water  tight.  The  cast-iron  pipe  is  all  of  the  hub  and  spigot  type  of 
the  following  thicknesses  : 

Diameter,  inches 14  12  10         8  6 

Thickness,      ««.....         f  \}  f         A         i 

At  the  foundry  frequent  tests  of  the  quality  of  the  metal  were  made 

by  the  inspector  with  the  following  results  : 

PoondflpAr 
■qoAreineh. 

Test  piece,  1  in.  square Least  strength 18  500 

Greatest    «     29  500 

Average     **      22  000 

Test  piece,  If  in.  round Least         **      19  000 

Greatest    "      82  000 

Average    **      26  500 

Test  bars  1x2  ins.,  24  ins.  between  supports,  load  applied  at 
center. 

Breaking  load.  Dtfleoiion. 

Least 2  000  lbs.  i  in. 

Greatest 2  700   **  |  ** 

Average 2  230  **  ^  ** 


Digitized  by  VjOOQIC 


ADAMS  ON  ASTORIA  WATER-WORKS. 


41 


All  pipes  wdre  tested  to  300  lbs.  pressure,  and  well  hammered 
during  the  process.  Asphaltum  was  used  for  coating.  The  special 
castings  were  all  made  after  special  drawings,  thus  dispensing  with 
the  unnecessary  length  and  weight  of  most  foundry  patterns.  Pipes 
were  laid  with  3  ft.  of  earth  cover,  and  with  2  ins.  of  lead  in  the 
joints. 

The  High  Service. — ^The  old  pipe  taken  up  from  the  gravity  line  of 
the  old  works  and  from  the  old  distribution  is  largely  used  for  the 
high  service.  The  former  is  lap- welded  wrought  iron  supplied  with 
the  Converse  lock  joint,  and  the  latter  is  principally  cast  iron  of  the 
ordinary  hub  and  spigot  type,  of  a  thickness  suitable  for  about  150  ft. 
head.     The  pipe  for  this  service  ranges  from  6  to  10  ins.  in  size.     Be- 


Flo.  5. 

fore  laying  it  was  all  cleaned  with  steel  wire  brushes,  tested  under  hy- 
drostatic pressure,  and  recoated  with  asphalt. 

Hydrcmis  and  G'otetf.—The  gates  are  so  distributed  as  to  permit  a 
Hne  to  be  cut  out  without  disturbing  the  rest.  On  the  trestled 
streets^  beside  being  placed  at  intersections,  they  are  put  in  every  two 
blocks  as  a  safeguard  against  loss  of  pressure  by  the  falling  of 
street  mains  in  event  of  an  extended  conflagration.  All  were  tested 
to  300  lbs.  pressure,  and  are  provided  with  adjustable  cast-iron  gate 
boxes.  The  hydrants  have  6-in.  connections  with  street  mains,  and 
5-in.  clear  valve  openings,  and  are  provided  with  two  2i-in.  hoze 
nozzles,  and  a  5-in.  steamer  nozzle.  They  also  were  tested  to  300  lbs. 
pressure. 
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FlsanbUSHp  JointB, — In  some  seftlMBs  of  the  town  the  ground  is  of 
a  very  sliding  character,  the  street  improvemwitu  at  some  of  these 
points  being  gradnallj  pushed  out  of  line  as  much  as  2  'fi.  in  a  year. 
In  the  lajing  of  the  street  mains,  these  sections  have  usually  been 
avoided.  It  was  necessary,  however,  that  about  1 000  ft.  of  ground  of 
this  character  be  crossed  with  a  12-in.  pipe.  To  meet  the  difficulty,  a 
combination  slip  and  flexible  joint  was  devised,  shown  in  Fig.  5.  These 
were  distributed  at  intervals  of  about  200  ft,  and  the  pipe  enclosed 
for  a  distance  of  50  ft.  on  each  side  with  a  covered  wooden  box,  con- 
siderably larger  than  the  pipe,  in  order  to  give  room  for  motion,  with- 
out the  pipe  having  to  take  the  weight  and  friction  of  the  earth.  The 
ball  and  socket  joint  is  patterned  after  the  New  York  City  standard, 
and  was  so  nicely  turned  that  when  stood  on  end,  the  lead  space  held 
water  wholly  without  leakage. 

Fire  OcUes, — Mention  has  been  made  that  in  case  of  fire,  the  press- 
ure is  secured  through  the  high  service  from  the  new  reservoir,  by  the 
opening  of  two  fire  g^tes  which  connect  the  low  with  the  high  service 
at  two  extreme  points,  and  by  automatically  cutting  out  the  lower 
reservoir  by  means  of  a  check  valve  in  its  supply  pipe.  These  fire 
gates  are  of  the  ordinary  Ludlow  piston  lift  type,  one  14  ins.  and  the 
other  10  ins.  in  diameter,  and  are  both  opened  and  closed  from  the  cen- 
tral fire  station  by  opening  and  closing  an  ordinary  stop-cock  at  the  end 
of  a  line  of  ordinary  |-in.  service  pipe  leading  to  a  patented  governor 
attached  to  each  of  the  gates.  This  governor  was  especially  designed 
by  the  author  to  meet  the  conditions  here  existing,  where  the  lower 
reservoir  elevation  was  sufficient  for  ordinary  domestic  consumption, 
but  insufficient  for  a  really  good  fire  protection  directly  from  the 
hydrants,  while  the  upper  reservoir  was  at  a  suitable  elevation  for  a 
first-class  fire  pressure,  118  lbs.,  but  objectionably  high  for  domestic 
use.  The  device  is  suited  for  operating  from  a  distance  any  piston  lift 
gate  working  in  a  pipe  under  pressure.  It  would  seem  to  be  an 
economical  and  efficient  arrangement  for  the  speedy  closing  of  gates  in 
large  principal  supply  mains  in  case  of  disastrous  breaks  such  as  not 
infrequently  occur.  It  has  worked  in  the  present  instance  without  any 
failure  from  the  beginning,  and  has  proved  very  certain  in  action.  Its 
operation  is  simple,  and  is  readily  followed  by  the  aid  of  Fig.  6.  A 
is  connected  with  the  pressure  pipe  or  main  in  which  the  gate  is 
placed  which  is  to  bo  operated  by  the  governor,  B  with  the  lower  end  of 
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Fxo.  6. 
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the  gate  ojlinder,  G  with  the  waste,  D  with  the  upper  end  of  the 
cylinder,  with  a  T  connection,  in  one  branch  of  which  is  connected  the 
small  pipe  0  leading  to  the  fire  station  from  which  the  gate  is  to  be 
operated.  At  the  end  of  this  pipe  is  placed  a  stop-cock  .or  other  con- 
venient means  of  opening  and  closing  this  pipe.  Under  normal  condi- 
tions the  pipe  is  closed,  the  water  has  free  access  from  the  pressure 
pipe  P  through  /I,  R  and  D  to  the  upper  end  of  the  gate  cylinder,  thus 
acting  on  the  gate  piston  and  keeping  the  gate  closed.  There  being 
an  equilibrium  of  pressure  in  the  two  ends  of  the  governor  cylinder, 
the  spring  O  keeps  the  piston  at  the  lower  end  of  the  cylinder.  When 
it  is  desired  to  open  the  gate,  the  pipe  at  the  fire  station  is  opened,  re- 
leasing the  pressure  at  D,  causing  the  governor  piston  to  be  thrown  to 
the  upper  end  of  the  cylinder,  which  act  closes  D  and  opens  B  to  the 
passage  of  the  water  from  A.  The  water  acts  on  the  lower  end  of  the 
gate  piston,  causing  the  piston  to  rise  and  the  gate  to  open,  while  the 
water  from  the  upper  end  of  the  gate  cylinder  passes  off  through  the 
pipe  0  at  the  fire  station.  By  closing  the  pipe  at  the  fire  station, 
equilibrium  is  again  g^radually  restored  between  the  two  ends  of  the 
governor  cylinder  through  the  opening  E,  when  the  spring  O  throws 
the  piston  to  the  lower  end  of  the  cylinder,  releasing  the  water  from 
the  lower  end  of  the  gate  cylinder  through  the  pipes  and  movable  port 
B,  0  and  F,  leaving  the  gate  free  to  close  with  the  pressure  again 
restored  to  the  upper  end  of  its  lift  cylinder.  By  reversing  the  con- 
nections, it  will  be  seen  that  a  gate  can  be  always  kept  open  instead  of 
closed  while  the -cock  at  the  controlling  station  is  kept  closed.  As  set 
up,  a  pair  of  li-in.  flanges  holding  a  wire  screen  are  inserted  in  the 
pipe  A  to  prevent  any  obstruction  getting  into  the  opening  E, 

CJONCIiUSION. 

In  concluding  this  paper,  no  instructive  lessons  can  be  recorded 
which  are  drawn  from  any  failures  unanticipated  or  otherwise,  since 
in  every  particular  the  work  has  been  free  from  experiences  of  such  a 
nature,  and  has  in  all  respects  accomplished  all  that  was  either  prom- 
ised or  anticipated.  This  result  the  author  feels  should  be  very  largely 
attributed  to  that  wisdom  which  secured  as  commissioners  men  of 
sound  judgment,  good  business  sagacity  and  sterling  integrity,  and 
which  removed  them  as  a  body  beyond  the  pale  of  political  influence. 
Not  the  least  of  their  acts  of  wisdom  which  contributed  to  the  success 
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of  the  work  was  their  recognition  of  the  responBibility  which  rested 
upon  the  chief  engineer,  bj  leaving  him  entirely  nntrammeled  in  the 
selection  of  his  assistants  and  the  managing  of  his  department.  This 
leads  the  author  to  the  pleasant  task  of  here  recording  his  sincere  grat- 
itnde  to  the  eng^eers  associated  with  him,  for  their  manifestation  of 
high  ability,  untiring  energy,  and  loyal  co-operation  in  securing  the 
largest  measure  of  success  possible.  Among  those  to  whom  he  is  much 
indebted  are  James  D.  Schuyler,  M.  Am.  Soc.  C.  E.,  who  reported  on 
the  plans  for  the  work  in  the  fall  of  1894,  and  to  whom  he  is  under 
obligations  for  many  excellent  suggestions ;  B.  C.  Qemmell,  M.  Am. 
Soc.  0.  K,  who,  as  a  partner,  was  associated  with  the  author  in  the 
early  preliminary  work  on  plans  and  specifications  ;  A.  S.  Biffle,  M. 
Am.  Soc.  0.  E.,  mechanical  assistant  on  construction,  and  assistant 
engineer  in  charge  of  reservoir,  gate  and  power  house,  and  tunnel ;  J. 
F.  Case,  assistant  engineer  in  charge  of  pipe  line  and  head  works ; 
George  A.  Shields,  shop  and  foundry  inspector  and  assistant  eng^eer 
in  charge  of  the  distributing  system,  and  Lars  Bergsvik,  in  charge  of 
construction  surveys. 


TABLE  No.  1. — Cost  of  Asphalt  Coat  on  Slope  Concbbtb— 
29  637  Sq.  Ft. 


Labob. 

Total. 

Total  coflt. 

Total  coat  per 

Honn. 

Rate. 

aqaare  foot. 

BnUdiiun.  sbeds.  eto 

$6.00 
18.M 
18.72 
11.036 
7.426 

$0.000168 

SDreadlna 

91 

91.6 
78.5 
49.6 

At  fo.ao 

••     0.16 
••     0.16 
••     0.16 

0.000614 

SmM..';.... ;:....;;.;.. !....;. 

0.000A62 

Atten^iiice 

0.000872 

SWWplng     ,,r-.T^,, ■,,■,*■,, Tt-r-f^T-f 

0.000261 

905.6 

QUAHTXmt. 


Aaphalt 

19  243  Iba. 
9.6  tona. 
1.0  cord. 

••    0.01225 
"     0.4700 
••     2.60 

236.729 
4.600 
2.600 

0.007960 

Haul 

0.000162 

Fael ' 

0.000084 

Tt>tala 

$298,102 

$0.010068 

$657.94 

$0.02222*2 
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TABLE  No.  2. — Cost  of  First  Coat  of  AspHAiiT  on  Conoretb 
Bottom— 34  454  Sq.  Ft. 


Lab  IE. 


BaUdlog 
Spreading.. 
B^ng.... 
▲ttondanoe 
Sweeping . , 


TOTAZ^ 


Hoars. 


26 
S8 

87 
48 
44 


Matsual. 


162 
QUAHTll'IBI. 


B*te. 


At  $0.20 
••  0.20 
•'  0.16 
••  0.16 
"     0.16 


TbUlooirt. 


$6  00 

760 
6  66 

646 

660 


ToUl  coet  per 
■qaaro  foot. 


$0.000146 
0.000210 
0.000161 
0.000186 
0.000191 


AMphMli 

jUmL 

1    18  4901be. 

1      9.ti6tone. 

'*     0.01226 
••     0.470 
"     2.60 

236  60 
486 
260 

0.006678 
0.000126 

Fnel 

1       I.OAord. 

0.000078 

1 

ToUl  coet 

$264  66 

$0.007681 

OantrMtor*!  prloe 

1 - 

$766  68 

$0.0222222 

TABLE  No.  3. — Cost  of  Sboomd  Coat  of  Asphai/t  on  Bottom — 
34  154  Sq.  Ft. 


Labob. 


Baildiog  shede. 
Spreading 


Atteadence.. 
Sweeping .... 
Foremfto 


Total. 


Honre. 


Matkbial. 


86 

80 

62.6 

44.6 

17.6 

QUAMTXTUBi. 


At  $0.16 
"  0.16 
"  0.15 
••  0.16 
"     0.26 


Total  ooet 


$6  00 
626 
460 
7  88 
6  68 
4  38 


Total  ooet  per 
sqnue  foot. 


$0.000146 
0.000168 
0.000182 
0.000280 
0.000196 
0.000128 


Aepbelt 

19  691  Ibe. 
9.8  tons. 
1.0  cord. 

"    0.01226 
"    0.470 
"     2.60 

289  99 
4  61 
260 

0  007019 

Haul 

0.000184 

Pnel 

0.000078 

Total  oost 

$280  79 

$0.008210 

Contraotor*!  price 

$769  90 

$0.022222 
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TABLE  No.  4. — Goer  of  Latbio  on  Slops  Bbiok  Dipped  in  AaPHAi/r 
—132  000  Bbick,  29  687  Sq.  Ft. 


TOTAU 


Honn. 


lUte. 


Totol  cost. 


Total  coot 
per  ••  M." 


UnkMuttag  briek  ftom  barge., 
At  wharf 


HaiiI  and  storage  at  tbe 
TOlr 

lAjlDg 

Attendance 

Briding  aaphatt 


290 

2i 
16U 
140 
129.6 
661 
1841 
220 

96 


At  $0.16 

••  0.26 

*•  0.86 

'*  0.66 

••  0.16 

•*  0.16 

••  0.16 

••  0.15 

••  0.26 


$49  00 

162  48 

84  Iff 

201  16 

88  00 

24  00 


IfAXmiAX.. 


2  969.6 
QUABTITIBa. 


$0.87122 

1.15478 

0.68760 
1.62337 
0.24990 
0.18180 


Briokat 

••     7.00 
••     0.1i26 
••     0.47 

924  00 

1148  81 

21  96 

7.00000 

Aaphalt 

98  872  lbs. 
46.7  tons. 

8.68616 

••     haul 

0.16628 

Total  ooet 

$2  683  49 

$19.96066 

Contraotprloe | 

67  0001 
76  000) 

$2  600  60 

(  $2160 
}     17  00 

TABLE  No.  6.— Cost  of  Abphaia*  FnoBHiNa  Coat  on  Bbiok  Slope 
Lining,  29  687  Sq.  Ft. 


Labob. 

ToxaIh 

Total  cost. 

Total  cost  per 

Hours. 

Bate. 

square  f out. 

Bonding  sheds,  etc 

$6  00 

14  86 
10  99 
21  68 

800 

15  00 

$0.000168 
0.000486 

Spreading '. 

96.76 
78.26 
144.60 
20 
60 

At  $0.16 
••    0.16 
••    0.16 
"    0.16 
"    0.26 

^Mm^r"^^';^ 

0.000371 

Attendance 

0.000782 

Sweenlnff 

0.000101 

FOreoian 

0.000606 

898.6 

Mateual. 


QnAMTiTias. 


Asphalt 

Haul 

26  280  lbs. 
12.6  tons. 
1.0  cord. 

"    0.01226 
"    0.47 
••    2.60 

809  07 
692 
260 

0.010425 
0.000199 

Foal 

0.000084 

Totals 

$887  62 

$0.018070 

Oontrsct  price. 

$667  94 
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TABLE  No.  6. — Oosr  of  FhiLIno  with  Mastio  Cbetiobs  ik  Fdoshkd 
Bhiok  SiiOPb,  29  637  Sq.  Ft. 


Labob. 

TbTAZ.. 

TdtaleoBt. 

Total  ooet  per 

Bonn. 

Bate. 

■qnare  foot. 

Attendmnoe  and  iweeping 

Foreman 

146 

180 

66 

80 

At  $0.16 
•    0.18 
••    0.16 
"     0.26 

$91  90 

19  60 

8  40 

760 

$0.000788 
0.000667 
0.000386 
0.000960 

862 

Matkriai.. 


QUAjraXTIBS. 


JLq>balt 

••     haul 

9  818  Ibi. 
1.4  tone. 
1.0  cord. 

••    0.01226 
"    0.47 
'•    2.60 

84  48 
066 
960 

0.001164 
0.000099 

iTuel 

0.000064 

Total  ooet , 

$87  99 

$0,008 

Oontraotor*!  price  Inolnded  with  coating. 


TABLE  No.  7.— Cost  of  Ironino  SiiOpb,  29  637  Sq.  Ft. 


Labob. 

Totai.. 

Total  coat. 

Total  ooet  per 

Honrt. 

Bate. 

square  foot. 

Ironen..... 

29.66 
76 

84.6 
49.6 

At  $0.16 
"    0.16 
••    0.16 
••    0.26 

$44  88 

11  26 

6  18 

19  87 

$0.001496 
0.000880 

Heaters 

Sweeping  and  attendance 

0.000174 

Foreman 

0.000418 

464.6 

Matxbzal. 


QuAirmxBs. 


Irons 

Fnel 

90 
1.0  cord 

••    1.60 
"    9.60 

80  00 
960 

0.001019 
0  000064 

$105  68 

$0.003564 

Oontraotor's  price  included  with  coating. 
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TABLE  No.  a— Coot  of  thb  Bbsebvoib.     Oapacttt,  6203000  Gajjlb. 


iTsm. 

Amount. 

Total 

oontraot 

prioe. 

Total 

cost  to 

oontraetor. 

AddiUonal 

cost  to 

oity. 

Total 
actual 
ooat. 

IzoftTfttlon. . . . . . . ........ 

49  640  en.  yds. 
608.8   "      •• 
678.2    ••      •• 
18.0   ••      •• 
12  6   "      " 
841.64  squares 
3.00        •• 
29  687.0   sq.   ft. 
29  687  0    ••      " 
81464.0    "      " 
84164.0    ••      •• 

182  0        M 
29  6S7.0   sq.    ft. 
29  687.0    ••      " 
289.0   cu.yd8. 
917.2   lln.ft. 

$7  481  00 

2111  66 

2  378  70 

68  00 

44  10 

$8  87199 

1816  19 

1761  88 

69  11 

84  41 

129  68 

4  07 

298  10 

887  62 

264  66 

280  79 

2  638  49 

87  92 

106  68 

1804  78 

'iiioiii' 

1790  06 
44  10 

80  87 

264  80 

246 

$8  371  09 

Oonorete  on  atope 

••        ••  bottom. 

In  p«lMtal.... 

"        -  tnnnel 

Cement  ooaUng,  bottom.. 

pedeataL 

lat  coat  asphalt  alope  .... 

8  618  94 
3  662  78 

118  21 
66  28 

884  48 

667*9i' 

tS&7  94 

766  68 

768  90 

2600  60 

663 
296  10 

V 

887  62 

1st    ••       ••        bottom... 

264  66 

Jd     -       ••          •' 

280  79 

Briek  lining 

2688  49 

Maatio  on  briek  lining. . . 
Ironing  slope 

87  92 

*" '1446*00* 

106  68 

Puapet  wall 

476  68 

966  40 

86  28 

17  40 

1780  81 

Iron  fence 

986  40 

SipraDpinff  bank 

36  28 

Fixing  road » . 

17  40 

(leaning  up 

69  82 

86  00 

64  18 

288  00 

69  82 

Qrading  around  reeerroir 

800.0   on.  yd*. 

120  00 

86  00 

OfBce  bnildlngs,  ete 

64  18 

W^ter  anpply  and  main. . 

288  00 

Total 

$18  929  21 

$18  046  96 

$6  840  68 

$28  887  40 

TABLE  No.  9.— Cost  op  Tuknel. 


Burtb  exoaTatlon 

Timbering 

Eerth  ezoaration,  north  approach. 
Barth  exoaTation,  south  approach. 

Gleaning  and  relagging 

BockezoaTatlon 

Concrete  lining 


Total,  cost. 


QuanUties. 


968.6  cu.  yds. 
167.0  ou.  yds. 


296.7  en.  yds. 
668.6       •• 


Total  cost  to 
contractors. 


$1796  48 

687  38 

87  00 

120  67 

16  60 

8280  68 

2  262  27 


$8  039  88 


Total  con- 
tract price. 


$968  60 
887  00 
167  00 


619  28 
8  881  00 


$6  867  78 


Additional 
cost  to  city. 


$1161  80 


$1 161  80 
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DISCUSSION. 


Mr.  Herlng.  Rudolph  HsBiNa,  M.  Am.  Boo.  C.  E. — A  commendable  feature  of 
the  work  described  in  the  paper  is  the  high  degree  of  thoroughness 
that  was  not  only  proposed  but  apparently  attained  in  all  the  import- 
ant details.  It  is  also  to  be  commended  that  an  accurate  test  was 
made  of  the  leakage  of  the  reservoir  and  the  carrying  capacity  of  the 
pipe  line  before  they  had  been  brought  into  use,  which,  unfortHuately, 
is  not  always  done.  Owing  to  these  early  measurements,  it  will  be  a 
simple  manner  to  observe  any  gradual  change  in  the  capacity  of  the 
pipe  and  to  indicate  the  true  causes  for  it. 

It  is  interesting  to  see  the  comparative  results  obtained  in  the  flow 
through  wooden  stave  and  steel  pipes.  The  Kutter  coefficient  found 
from  the  former  by  experiment,  namely,  n =0.00985,  is  less  than  that  ob- 
tained by  the  Darcy-Bazin  formula  in  a  semi-circular  channel  of  planed 
boards  nearly  5  ft,  in  diameter,  which  is  about  n  =  0.0118;  but  it  equals 
almost  exactly  their  result  obtained  in  a  small  rectangular  channel, 
4  ins.  wide,  where  it  is  n  =  0.0097.  When  9,  high  degree  of  smooth- 
ness exists  in  small  channels  or  pipes,  the  coefficient  varies  much  more 
rapidly  than  in  rough  channels;  that  is,  a  very  slight  change  in  the 
character  of  the  surface  makes  a  material  difference  in  the  flow.  It  is 
therefore  especially  important  in  such  cases  to  have  an  actual  measure- 
ment if  possible,  and  not  to  depend  solely  upon  formulas  for  very  close 
results. 

The  steel  plates  were  apparently  made  of  sheets  4  ft.  in  length. 
These  plates  were  No.  10  and  No.  12,  fi.  W.  G.,  and  therefore  0.134 
and  0.109  in.  in  thickness,  and  were  riveted  with  lapped  joints  in 
alternating  large  and  small  courses,  the  latter  having  the  full  nominal 
diameter  of  the  pipe.  Every  eighth  course  was  made  slightly  conical. 
Straight  seams  were  double  riveted,  and  round  seams  single  riveted. 
For  this  pipe  the  Eutter  coefficient  was  found  to  be  n  =  0.0111. 
Hamilton  Smith,  Jr. ,  M.  Am.  Soc.  C.  E. ,  obtained  for  riveted  pipe  of 
similar  diameter  and  thickness  of  plate  n  =  0.010  to  0.011.  The 
greater  friction  in  the  steel  pipe  than  in  the  wooden  stave  pipe  is 
undoubtedly  due  to  the  projecting  plates  at  the  joints  and  to  the  rivet 
heads.  The  smoothness  of  the  surface  of  the  two  materials  does  not 
differ  much. 

The  importance  of  the  projections  due  to  the  thickness  of  the  plates, 
as  affecting  the  resistance,  and  as  represented  by  the  Eutter  coefficient 
w,  is  again  shown  by  this  new  gauging.  Here  the  projections  are 
0.134  and  0.109  in.,  and  n  is  found  to  be  0.0111.  In  the  East  Jersey 
Water  Company's  pipe,  about  4  ft.  in  diameter,  the  projections  are 
0.25  to  0.375  in.,  and  n  averages  0.0148.  In  the  wrought-iron  riveted 
flume  at  Holyoke,  Mass.,  about  8^  ft.  in  diameter,  the  projections  are 
0.36  in.,  and  n  equals  0.016. 
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The  speaker  was  glad  to  see  the  continned  use  of  stave  pipe  Mr.  Herlnfr 
advocated,  because  it  was  certainly,  at  least  for  the  Pacific  coast,  an 
excellent  construction.  It  seems  to  outlast  steel  and  iron,  from  the 
fact  that  the  pressure  of  water  from  the  interior  causes  the  pipe  to  be 
continually  saturated,  and  this  seems  to  preserve  it  from  rot,  which  is 
not  the  case  with  wood  under  other  conditions.  For  that  reason  it 
has  been  suggested  on  the  Pacific  coast  not  to  coat  the  pipe  either 
inside  or  outside.  It  has  been  found  there  that  if  the  stave  pipes 
were  coated  on  either  or  both  sides  they  were  more  apt  to  rot  than  if  they 
were  left  in  a  natural  condition,  because  the  coating  would  prevent  the 
water  from  penetrating  the  wood  as  freely  as  necessary.  It  was  assumed 
in  a  case  that  the  speaker  was  familiar  with,  that  such  uncoated  stave 
pipes  would  last  at  least  twenty-five  or  thirty  years,  but  no  actual  ex- 
perience has,  of  course,  been  had  with  it  for  that  length  of  time. 

In  referring  to  the  asphalt  lining  of  the  reservoir,  the  speaker 
approved  of  the  author's  reasoning,  having  been  careful  to  base  his 
recommendations  on  the  very  latest  results  arrived  at  on  the  Pacific 
coast,  where  a  number  of  asphalt-lined  reservoirs  of  many  different 
constructions  have  been  built.  For  the  slopes,  where  the  trouble 
usually  occurs,  the  author's  recommendation  was  probably  the  best 
for  the  purpose,  and  one  likely  to  give  satisfaction  also  in  the  East, 
namely,  first  giving  a  coating  of  asphalt,  then  placing  a  layer  of  bricks 
laid  fiat  upon  it  after  they  have  been  dipped  in  asphalt,  and  finally 
putting  on  another  coating  to  fill  up  the  joints.  A  very  thin  coat  of 
asphalt  or  asphalt-concrete  also  appears  to  be  satisfactory  in  similar 
cases.  The  brick  lining  was  recently  adopted  as  the  best  lining  for 
the  slopes  of  the  Queen  Lane  Reservoir  in  Philadelphia. 


CORRESPONDENCE. 


Edmund  B.  WEfiPiON,  M.  Am.  Soo.  0.  E. — As  the  writer  has  ad-  Mr.  Weston, 
vocated  the  use  of  Darcy's  formula,*  he  is  pleased  to  see  the  close 
agreement  between  the  experimental  results  given  in  the  paper  for  the 
16-rn.  steel  pipe,  and  results  that  he  has  computed  by  Darcy's  for- 
mula. The  latter  would  give,  considering  the  discharge  and  length 
given  by  the  author  (6.369  and  1  000),  a  loss  of  head  due  to  friction  of 
5.1291,  instead  of  the  experimental  result  5.0023,  or  about  2.5^  more; 
and  taking  into  account  the  friction  head  and  length  given  by  the 
author  (5.0023  and  1 000),  the  formula  would  give  a  discharge  of  6.2898 
instead  of  the  experimental  result  6.369,  or  about  1.2b%  less.  As 
will  be  seen  by  these  figures,  there  is  but  a  very  slight  difference  be- 
tween the  results  obtained  by  Darcy*s  formula  and  the  experimental 
results,  and  the  variation  is  upon  the  safe  side. 

*  Transactions,  Vol.  xxil,  p.  1. 
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Mr.RusMU.  S.  Bent  Bussell,  M.  Am.  Soc.  C.  E.— -The  kind  of  reservoir  lining 
used  at  Astoria  may  properly  be  compared  with  the  lining  used  for 
the  bottom  of  the  new  settling  basins  at  St.  Louis.  There  are  six  of 
these  basins  each  670  ft.  by  400  ft.,  and  from  11  i  to  18  ft.  in  depth  of 
water  when  full.  They  have  been  in  continuous  use  for  over  a  year. 
The  floor  of  these  basins  consists  of  18  ins.  of  clay  puddle  protected 
by  6  ins.  of  concrete,  which  was  laid  in  blocks  7  ft.  square,  with  a  i- 
in.  joint.  These  joints  were  filled  with  a  composition  of  equal  parts 
of  No.  6  paving  pitch  and  powdered  carbonate  of  lime.  This  compo- 
sition becomes  quite  soft  under  the  summer  sun,  but  is  always  some- 
what hard  when  submerged. 

The  basins  are  surrounded  by  heavy  masonry  walls,  which  rest  on 
compressible  earth.  Since  completion  the  walls  have  settled  consid- 
erably, several  inches  in  some  places.  This  sinking  of  the  walls  seems 
to  result  in  distortion  of  the  adjoining  bottom,  as  the  blocks  nearest 
the  walls  are  found  to  have  settled,  and  in  some  places  they  are 
cracked.  Where  the  floor  block  has  settled  much,  the  pitch  joint  7 
ft.  from  the  wall  is  found  to  have  opened.  Away  from  the  walls,  and 
usually  adjoining  walls  that  have  not  settled,  the  floor  lining  has 
proved  a  success  so  far.  The  joint  filling  rises  when  the  blocks  are 
warm  and  goes  back  when  they  are  cool,  as  described  by  the  author. 
The  floor  lining  seems  to  have  adjusted  itself  perfectly  to  all  ordinary 
inequalities  of  settlement. 

These  basins  will  probably  be  repaired  by  taking  up  the  floor 
blocks  that  have  settled  badly,  and  replacing  them  with  blocks  7  ft. 
by  2  ft.  and  8  ins.  deep,  laid  with  their  major  axis  parallel  to  the  wall. 
The  joints  will  be  filled  with  a  somewhat  stiffer  composition,  probably 
equal  parts  of  No.  6  paving  pitch,  carbonate  of  lime,  and  clean,  dry 
river  sand.  It  is  thought  that  the  narrower  blocks  and  greater  number 
of  joints  will  provide  for  all  further  settlement  that  may  take  place. 

In  operation  these  basins  are  drained  and  cleaned  four  or  five  times 
a  year,  and  the  bottom  is  thus  exposed  to  more  severe  treatment  than 
is  the  bottom  of  an  ordinary  service  reservoir. 

From  this  experience,  the  writer  is  inclined  to  fear  that  floor  blocks 
20  ft.  square,  as  described  in  the  paper,  might  prove  a  failure  on 
ground  at  all  unstable.  It  seems  questionable,  too,  whether  the  coat- 
ing of  asphalt  on  top  of  the  blocks  would  be  much  protection  in  case 
of  broken  blocks  or  distorted  joints.  As  the  coating  adheres  to  the 
top  of  the  floor  block,  the  strain  on  the  coating  would  be  concentrated 
over  the  joint  or  crack,  and  the  continuity  of  the  coating  would 
be  greatly  endangered.  These  suggestions  are  based  on  the  assump- 
tion that  the  pitch  composition  and  asphalt  act  in  much  the  same 
way,  as  would  seem  probable  from  the  nature  of  the  two  materials. 

Mr.  Harlow.  James  H.  Hablow,  M.  Am.  Soc.  C.  E.  —The  writer's  experience 
leads  him  to  doubt  the  correctness  of  the  views  expressed  in  the  fol- 
lowing quotation  from  the  paper: 
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''The  author  holds  in  the  mnch- discussed  question  to  which  this  Mr.  Haiiow. 
gives  rise,  that  though  a  private  person  or  company  mav  often  with 
creditable  discretion  discard  a  bid  that  is  too  low,  jet  in  handling  the 
funds  of  a  municipality,  if  the  proposal  is  strictlj  formal,  and  the 
securities  satisfactory,  the  administrator  of  such  funds  cannot,  with 
due  propriety  and  proper  regard  for  the  wishes  of  the  public  whom 
it  serves,  discard  such  a  bid." 

The  writer  cannot  see  how  it  is  more  creditable  for  a  municipality 
to  obtain  something  for  nothing,  or  something  for  less  than  its  value, 
than  for  a  private  individual  The  contractor  may  make  a  mistake  in 
his  bid  for  any  given  work,  but  when  this  mistake  is  self-evident,  such 
bids  should  be  rejected.  An  engineer  can  be  more  lenient  in  the 
enforcement  of  the  detail  specifications  when  the  contractor  is  making 
money.  If  the  contractor  is  losing  money,  he  urges  with  a  good  deal 
of  force  that  leniency  granted  on  one  point  should  be  granted  on  other 
points  where  the  engineer  should  carry  out  the  exact  wording  of  the 
specifications. 

An  example  is  afforded  by  the  case  of  a  borough  in  the  vicinity  of 
Pittsburg,  where  about  ten  years  ago  the  municipality  decided  to  con- 
struct water- works.  The  borough's  engineer  prepared  the  necessary 
specifications  and  plans,  and  bids  were  asked  for.  The  proposition  of 
the  lowest  bidder  was  from  a  party  who  had  considerable  previous 
experience  in  the  construction  of  railroad  embankments  and  culverts. 
He  was  a  rather  ignorant  man,  with  no  experience  on  work  similar  to 
that  on  which  he  had  now  bid.  The  second  lowest  bidder  was  a  man 
with  much  experience  in  the  construction  of  water- works,  and  whose  bid 
▼as  about  $4  000  above  that  of  the  lowest  bidder.  As  to  the  financial 
responsibility,  the  second  party  stood  better.  Both  parties  were  able 
to  give  suitable  bonds. 

The  engineer  reported  against  awarding  the  contract  to  the  lowest 
bidder,  his  argument  being  that  the  bid  was  entirely  too  low.  The 
Borough  Council  decided  to  award  it  to  the  lowest  bidder,  believing  that 
in  case  of  loss  it  would  not  fall  upon  the  borough,  for  it  had  sufficient 
bonds  to  compel  the  construction  of  the  works  as  designed.  After  the 
award  of  the  contract,  and  after  the  contractor  had  been  working  some 
weeks,  the  work  began  to  drag.  Complaints  were  heard  that  the  work 
was  not  properly  managed,  and  the  laborers  were  not  being  paid  the 
full  amounts  due  them;  and  soon  it  became  necessary  to  forfeit  the 
contract,  and  the  bondsmen  were  called  upon  to  complete  the  work. 
This  they  did.  The  report  is,  that  the  bondsmen  divided  up  the  cost 
of  several  thousand  dollars  between  them.  So  far  as  the  borough  was 
concerned,  the  work  was  completed,  and  to  the  satisfaction  of  the 
engineer  and  other  officials. 

Several  of  the  bondsmen  lived  in  this  borough.  One  of  them  was 
crippled  in  his  business  by  the  withdrawal  of  his  share  of  the  expense 
on  account  of  the  contract;  the  result  was  that  he  failed.     Accord- 
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Mr.  Harlow,  ing  to  newspaper  reports,  labor  bills  to  the  amotmt  of  some  $1  500 
were  outstanding,  and  attempts  were  made  to  collect  from  the  borough, 
and,  finding  this  could  not  be  done,  an  attempt  was  then  made  on  the 
bondsmen.  The  writer  does  not  know  exactly  how  this  point  was  set- 
tled, but  his  impression  is  that  these  laborers  never  received  their 
money,  the  bondsmen  claiming  that  while  they  were  responsible  to  the 
borough  for  the  satisfactory  completion  of  the  work,  they  were  not 
responsible  to  the  laborers  or  for  material  furnished  the  contractor 
prior  to  their  assumption  of  the  work.  A  number  of  these  laborers 
were  residents  of  the  borough. 

Some  two  or  three  years  after  this,  the  writer  was  called  upon  to 
design  a  water  supply  system  for  the  adjacent  borough,  and  during 
his  investigations  there  became  acquainted  with  a  number  of  men  who 
had  furnished  material  to  the  contractor  mentioned  previously.  These 
claims  had  never  been  settled.  They  varied  from  3800  for  cement 
down  to  375  and  350  for  sand  and  other  materials.  The  aggregate  of 
the  bills  that  the  writer  found  was  something  in  the  neighborhood  of 
32  500.     These  material  men  resided  in  the  borough. 

It  has  always  been  a  question  to  the  writer  whether  the  borough 
was  justified  in  the  awarding  of  this  contract  to  the  party  it  did,  re- 
membering that  the  borough  is  made  up  of  individuals,  and  a  number 
of  these  individuals  had  to  pay  the  difference  in  the  cost. 

The  author  says  that  *'  by  a  combination  of  circumstances,  fortunate 
to  the  city,  the  works  have  been  completed  at  a  remarkably  small 
cost. "  From  what  precedes  this  item,  has  not  a  considerable  differ- 
ence been  paid,  not  by  the  city  as  a  city,  but  by  individual  and  inno- 
cent inhabitants  of  the  city  ?  This  is  apparently  the  fact,  f or[the  reason 
that  the  city  apparently  paid  something  over  34  500  in  excess  of  the 
contract  price  for  the  reservoir. 
Mr.Qould.  E.  Sherman  Gk)nLD,  M.  Am.  Soc.  C.  E. — The  gaugings  on  page  4 
show  a  steady  diminution  in  the  minimum  fiow  during  the  four  years 
of  observatioiis.  In  1893  the  flow  above  the  mouth  of  Cedar  Creek  was 
2  646  000  galls,  per  24  hours,  and  in  Cedar  Creek  718  000  galls,  per  24 
hours.  These  two  flows  combined,  as  the  writer  understands  it,  would  be 
the  amount  furnished  by  the  stream  at  the  point  of  diversion,  and  would 
aggregate  3  364  000  galls,  per  24  hours.  This  is  not  an  encouraging 
outlook  for  a  supply  of  4  000  000  galls,  per  24  hours,  with  a  storage  of 
only  50  000  000  galls.,  or  only  enough  for  about  12  days*  consumption. 

All  that  is  said  about  the  wooden  pipe  is  of  great  importance.  This 
kind  of  conduit  can  evidently  be  used  only  under  light  pressures,  say 
100  lbs.  per  square  inch  as  a  maximum.  This  materially  limits  its 
availability.  It  is  to  be  regretted  that  more  details,  with  a  longitu- 
dinal section  through  the  joints,  were  not  given  of  the  steel  pipe,  which 
seems  to  be  of  a  somewhat  unusual  type. 

The  increased  flow  in  the  wooden  pipes  was  to  be  looked  for,  owing 
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to  the  greater  regalaritj.  of  its  interior  surface.  Had  a  steel  pipe  been  Mr.  Gould, 
used  in  its  place,  with  the  given  grade,  a  diameter  of  abont  19  ins. 
would  have  been  required,  so  the  gain  is  only  abont  5%  in  favor  of  the 
wood.  A  qnerj  naturally  arises  as  to  the  diameter  of  the  wooden  pipe 
being  strictly  18  ins.  It  must  be  difficult  to  ascertain  the  exact  work- 
ing diameter  of  such  a  pipe.  The  hydraulic  grade  line  of  the  steel 
pipe  seems  to  have  been  less  satisfactorily  determined  than  that  of  the 
wooden  one,  for,  on  account  of  its  greater  height  above  the  pipe  line, 
no  stand  pipes  were  placed  upon  it.  Taking  the  data  as  given  by  the 
author,  the  flow  is  large  for  a  pipe  of  that  character  and  diameter. 
Here,  too,  there  must  be  some  difficulty  as  to  true  diameter,  because, 
for  one  thing,  the  longitudinal  lap  joint  in  so  small  a  pipe  is  a  confusing 
element. 

The  proportions  of  the  concrete  seem  to  have  been  in  round  num- 
bers, 1  cement,  0.8  sand,  4  gravel  and  7  broken  stone.  This  seems  a 
rather  lean  mixture  for  hydraulic  work,  but  the  cement  being  good 
Portland,  there  is  no  doubt  that,  with  careful  mixing  and  placing,  sat- 
isfactory results  could  be  confidently  anticipated.  It  is  stated  that 
1  558  barrels  were  used  to  make  1  282  cu.  yds.  of  concrete.  This  makes, 
including  plastering  and  waste,  nearly  1:}^  barrels  per  cubic  yard,  which 
represents  good,  honest  work  under  the  above  proportions.  The  quantity 
put  in  per  day  on  the  bottom,  2.35  cu.  yds.  per  man,  if  by  per  man  **  all 
told  **  is  meant,  is  a  very  high  average  and  represents  smart  work. 

Were  the  joints  really  *'  expansion  "  joints;  that  is,  did  the  asphalt 
filling  them  compress  and  dilate  after  the  fashion  of  india-rubber?  If 
the  underlying  concrete  contracted  and  expanded,  what  effect  did  this 
movement  have  upon  the  sheet  of  asphalt  spread  over  the  surface? 
To  the  writer's  mind,  one  of  the  great  advantages  of  concrete  consists 
of  its  being  used  in  a  continuous  mass.  When  building  the  Palatine 
Beservoir  at  Havana,  Cuba,  a  few  years  ago,  he  had  occasion  to  use  con- 
crete as  a  bottom  lining  upon  a  fairly  large  scale.  This  was  a  double 
reservoir,  the  bottom  surface  of  each  compartment  being  of  about 
60  000  sq.  ft.  The  thickness  of  the  layer  of  concrete  was  about  1  ft. 
Imported  Portland  cement  was  used,  the  proportion  being  one  part 
of  cement,  three  of  sand,  and  six  of  broken  stone.  The  sheet  was 
spread  continuously  without  joints,  and  never  showed  signs  of  any 
material  movement.  The  work  was  of  the  best  character,  and  the  fin- 
ished concrete  kept  constantly  moist  for  a  long  time — perhaps  a  week 
or  two,  or  even  longer-- after  being  laid.  Constant  wetting  of  all 
masonry  was  insisted  upon.  After  a  month  or  two  the  concrete  resisted 
the  action  of  a  sharp  pick.  It  is  true  that  the  range  of  temperature  to 
which  it  was  exposed  was  probably  much  smaller  than  at  Astoria,  but 
the  result  was  so  perfect  in  every  respect  that  the  writer  would  need 
strong  proof  to  convince  him  of  the  expediency  of  foregoing  the  great 
advantage  of  keeping  his  floor  absolutely  continuous. 
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Mr.  Riffle.  Frakklin  Biffle,  M.  Am.  Soc.  C.  E. — ^In  defending  the  action  of 
the  Water  Commission  in  awarding  the  contract  for  divisions  1,  2,  3 
and  7  to  the  lowest  bidder,  theanthor  makes  the  following  explanatory 
statements: 

First, — The  proposal  was  ••  formal  in  the  last  degree." 

Second. — The  contractor  was  **  determined  to  have  his  rights  recog- 
nized at  any  cost.'* 

Third. — ^Although  **a  private  person  or  company  may  often,  with 
creditable  discretion,  discard  a  bid  that  is  too  low,  the  administrator 
of  public  fnnds  cannot  with  due  propriety  and  proper  regard  for  the 
wishes  of  the  pnblic    *    *    *    discard  snch  a  bid." 

The  first  two  statements  convey  the  impression  that  the  contractor's 
<* rights"  called  so  londly  for  recognition  that  the  Commission  was 
legally  powerless  to  exercise  any  discretion  in  the  matter.  The  writer, 
being  acquainted  with  the  facts,  is  of  the  opinion  that  the  contractor 
had  no  rights  to  enforce,  either  legal  or  moral.  He  had  become  hope- 
lessly involved  in  a  paving  contract  in  a  neighboring  city  only  a  few 
months  before,  and  deemed  it  expedient,  prior  to  submitting  a  proposal 
at  Astoria,  to  incorporate  under  a  new  name.  The  engineer  had,  with 
commendable  foresight,  introduced  into  his  specifications  the  following 
provisos,  which  are  singularly  applicable  to  the  case  in  hand: 

**  The  Water  Commission  reserves  the  right  to  reject  any  or  all  bids, 
or  parts  of  bids,  which  they  may  not  deem  advantageous  to  the  city. " 

**  No  proposal  will  be  accepted  from  any  firm  or  person  known 
either  to  the  Commission  or  the  engineer  to  be  in  arrears  on  other  con- 
tracts, or  to  have  failed  in  other  contracts  to  comply  with  the  specifi- 
,       cations,  and  fulfill  his  contracts." 

Just  why  these  excellent  stipulations  were  waived  by  the  Commis- 
sion is  not  apparent,  unless  the  explanation  be  found  in  the  author's 
last  statement.  Here  he  virtually  takes  the  untenable  position  that 
conservative  business  methods  cannot  with  propriety  be  employed  in 
the  administration  of  public  affairs.  He  assumes  that  such  a  procedure 
is  contrary  to  **the  wishes  of  the  public."  The  defence  becomes 
weaker  still  when  it  is  considered  that  the  Astoria  Water  Commission 
was  composed  of  representative  business  men,  and  was  clothed  by  the 
State  legislature  with  large  discretionary  powers.  The  practice  of  indis- 
criminately awarding  contracts  to  the  lowest  bidder  promotes  incom- 
petency and  rascality.  In  the  case  under  discussion  the  contractor, 
having  nothing  to  lose,  could  well  afford  to  take  chances  which  a  re- 
sponsible contractor  dare  not  take.  So  long  as  he  could  satisfy  his 
creditors  with  partial  payments  he  would  be  able  to  appropriate  a 
good  portion  of  each  monthly  payment  received  from  the  city  to  his 
individual  use.  This  was  actually  done.  In  the  end  he  was  better  off 
financially  than  if  he  had  failed  to  secure  the  contract. 

It  is  to  the  engineer,  rather  than  the  average  municipal  board  or 
commission,  that  one  would  naturally  look  to  advocate  the  rejection 
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of  xmdesirable  bids.  He  is  presumed  to  know  the  difficulty  of  obtain-  Mr.  BifBe. 
ing  good  results  when  the  contractor  is  losing  money,  to  say  nothing 
of  the  probability  of  vexatious  and  expensive  complications,  which  may 
entail  a  serious  loss  upon  the  city.  The  writer  holds,  therefore,  that 
it  should  be  the  duty  of  the  engineer  of  either  a  public  or  private 
enterprise  to  determine  which  one  of  the  several  bids  received  is  the 
lowest  and  the  best,  and  to  urge  its  acceptance  without  fear  or  favor. 

The  location  of  the  pipe  line  was  evidently  made  with  great  care, 
and  the  result  certainly  justifies  the  painstaking  methods  employed. 
In  a  country  such  as  that  described  by  the  author  a  carefully  surveyed 
preliminary  line,  supplemented  by  an  accurate  contour  map,  is  almost 
an  absolute  necessity.  Without  it  an  intelligent,  economical  location 
is  practically  impossible. 

The  expense,  however  large,  is  fully  justified.  The  advantage  of  a 
contour  map  as  an  aid  to  location  is  clearly  pointed  out  in  the  author's 
statement  that  the  length  of  the  line  as  finally  located  is  one  mile  shorter 
than  the  preliminary  line,  a  saving  in  distance  of  about  10  per  cent. 

The  location  of  the  Astoria  reservoir  is  known  to  the  writer  as 
having  been  made  only  after  considerable  investigation.  At  Astoria 
the  hillsides  in  many  places  consist  of  unstable  material,  which  has 
a  tendency  to  slide  when  saturated  with  water  during  the  rainy 
season.  Excavations  disturb  the  equilibrium  of  these  hillsides  to 
such  an  extent  that  the  most  serious  consequences  often  ensue.  The  . 
engineers  who  had  charge  of  the  construction  of  the  Oregon  Bailway 
and  Navigation  Company's  lines,  and  the  Cascade  Division  of  the 
Northern  Pacific  Bailway  were  given  much  trouble  by  slides,  and 
although  these  roads  have  been  in  operation  for  a  number  of  years, 
each  successive  rainy  season  brings  a  recurrence  of  the  evil.  This 
feature  of  the  hillsides  of  this  section  of  the  Pacific  Coast  is  so 
thoroughly  understood  by  most  of  its  residents,  that  the  construction 
of  two  of  Portland's  large  reservoirs  in  a  ravine,  one  side  of  which  was 
clearly  unstable,  occasioned  considerable  comment.  As  was  reason- 
ably predicted  the  hillside  began  to  slide  before  the  completion  of 
the  work,  and  although  eighteen  months  have  elapsed  since  their 
completion,  the  reservoirs  have  been  undergoing  repairs  during  this 
period  at  a  large  expense.  It  is  but  fair  to  add  that,  although  the 
construction  was  under  the  charge  of  one  of  the  most  prominent  en- 
gineers of  the  Pacific  Coast,  he  was  in  no  way  responsible  for  the 
selection  of  the  sites. 

The  Astoria  reservoir  site  was  selected  by  the  author  about  the 
same  time  as  the  Portland  reservoirs  were  located.  His  attention 
being  called  soon  after  to  the  sliding  character  of  the  ground  in  the 
immediate  vicinity,  he  began  a  thorough  investigation  which  ended  in 
the  rejection  of  his  first  choice,  and  in  the  selection  of  a  site  in  another 
portion  of  the  city  where  there  was  no  question  as  to  stability.     The 


Digitized  by  VjOOQIC 


58  CORRESPONDBNCE  ON  ASTORIA  WATBR-WORKS. 

Mr.  Riffle,  author  stated  to  the  writer  that  in  making  the  change  he  was  guided 
by  his  own  judgment,  supplemented  by  the  opinions  of  local  men  of 
inteUigence  who  knew  much  more  about  the  peculiarities  of  the 
country  from  long  residence  than  he  did.  Such  a  spirit  is  highly 
commendable,  and  stands  out  in  sharp  contrast  with  the  practice  of 
engineers  who  consider  it  beneath  their  professional  dignity  to  make  use 
of  knowledge  obtained  from  what  they  choose  to  term  humble  sources. 

The  writer  does  not  believe  that  the  publication  of  the  cost  of 
work  in  detail,  as  has  been  attempted  by  the  author,  is  attended  with 
beneficial  results.  While  engineers  of  experience  fully  appreciate  the 
fact  that  local  conditions  must  be  taken  into  consideration  in  applying 
the  cost  figures  obtained  in  any  locality  to  another  locality,  incom- 
petent and  inexperienced  engineei*s  are  very  apt  to  be  misled  by  such 
figures.  It  must  also  be  borne  in  mind  that  the  bare  cost  of  labor  is 
but  one  item  in  the  cost  of  work  to  the  contractor,  and  although  it  is 
usually  the  largest  item,  it  often  falls  far  short  of  the  total  cost. 
Office  and  traveling  expenses,  freight  charges,  depreciation  of  plant, 
etc.,  are  items  that  oftentimes  assume  large  proportions,  and  are 
strictly  chargeable  to  the  cost  of  the  work.  Without  these  items, 
tables  such  as  those  included  in  the  paper  under  discussion,  are  mis- 
leading for  the  purpose  of  estimating  the  cost  of  work.  While  an 
experienced  engineer  would  undoubtedly  add  a  liberal  percentage  for 
.  items  not  included  in  the  tables,  an  incompetent  engineer  would  un- 
hesitatingly appropriate  them  verbatim. 
Mr.  HeDoy.  David  C.  Hbnnt,  M.  Am.  Soc.  C.  E. — ^In  describing  the  details  of 
the  Astoria  stave  pipe,  the  author  calls  attention  to  the  difficulty  ex- 
perienced in  obtaining  fir  staves  of  a  quality  suitable  for  pipe  con- 
struction. Douglas  fir  is  a  very  superior  wood  in  respect  to  strength, 
sti&ess  and  straightness  of  g^ain,  and  has  the  further  advantage  of 
being  cheap  and  readily  obtainable  in  large  quantities  free  from  knots. 
Yet  it  possesses  qualities  which  render  it  less  desirable  for  use  in 
stave  pipe  than  would  at  first  appear.  It  is  subject  to  considerable 
shrinkage  and  checking,  which  is  of  importance  when  finished  staves 
are  to  be  shipped  and  hauled  long  distances  and  left  exposed  some  time 
along  the  pipe  trench.  It  was  a  fortunate  circumstance  in  Astoria 
that  the  pipe  line  runs  for  its  entire  length  through  the  thick  woods, 
where  the  staves  were  protected  from  the  sun  and  wind. 

Another  disadvantage  of  fir  is  that  its  grain  is  not  so  close  as  that 
of  other  woods,  such  as  cypress  and  redwood,  necessitating  great  care 
in  the  selection  of  the  staves  used  in  heavy  pressure  pipe,  to  prevent 
percolation.  The  principal  disadvantage  is,  however,  that  pitch  seams 
are  so  common  that  a  certain  percentage  is  permitted,  even  in  the 
ordinary  clear  grade  as  occurring  in  the  market,  and  that  to  obtain  fir 
absolutely  free  from  pitch  seams  requires  a  weeding-out  process  from 
beginning  to  end,  very  discouraging  to  the  proprietor  of  the  mill,  and 
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most  difScnlt  to  carry  through  without  compromise.  A  pitch  seam  is  Mr.  Httnny. 
caused  by  the  accumulation  of  pitch  between  two  annular  rings; 
therefore  it  is  not  necessarily  objectionable  in  a  bastard  grain  stave, 
unless  too  large.  In  a  quarter-sawed  stave  a  pitch  seam  showing  on 
both  sides  is  sure  to  cause  a  leak.  If  it  shows  on  one  side  only,  and 
penetrates  but  little,  no  leakage  would  result  from  it;  but  the  depth 
of  penetration  cannot  be  definitely  ascertained,  except  by  sawing  the 
piece  in  two.  Of  two  pitch  seams,  similar  in  appearance  and  permit- 
ting the  insertion  of  a  knife  point  to  the  same  depth,  one  will  often  be 
found  to  be  shallow  and  the  other  to  go  nearly  through. 

Bigid  requirements  and  inspection  of  the  wood  necessarily  lead  to 
a  higher  price  of  the  pipe,  to  which  there  is,  with  some  engineers,  a 
dangerous  tendency  to  object,  seemingly  from  a  desire  to  make  the 
saving  resulting  from  the  use  of  stave  pipe  unduly  large. 

The  specifications  under  which  the  Astoria  wooden  pipe  was  built 
prescribe  in  detail  the  character  of  all  materials  to  be  used,  as  well 
as  their  quantities  and  dimensions,  and  provide  that  all  work  shall  be 
done  in  a  manner  satisfactory  to  the  engineer.  Finally  there  occurs 
in  the  specifications  the  following  clause: 

*'  In  the  erection  and  filling  of  pipe  g^eat  care  must  be  exercised  by 
the  contractor  to  prevent  overstraining  of  the  bands.  The  final  test 
of  the  satisfactory  fulfillment  of  the  above  requirements  shall  be  that 
no  band  on  being  removed  from  the  pipe,  after  the  latter  has  been 
subjected  to  its  natural  working  pressure  for  at  least  thirty  consecu- 
tive days,  shall  show  any  appreciable  fixed  increase  in  its  original 
length;  and  the  failure  of  b%  of  the  bands  examined  to  meet  this 
requirement,  shall  be  deemed  sufficient  grounds  for  the  rejection 
of  the  entire  work,  until  such  defects  have  been  entirely  repaired  in  a 
manner  satisfactory  to  the  engineer." 

It  will  be  observed  from  this,  that  after  the  contractor  shall  have 
furnished  the  materials  and  performed  the  work  in  all  respects  as  re- 
quired by  the  engineer,  he  is  still  liable  to  have  his  entire  work 
rejected  although  the  pipe  line  should  prove  to  be  entirely  tight. 

The  experiments  mentioned  by  the  author  on  page  18  were  under- 
taken to  determine  the  extent  of  the  risk  involved.  The  results  were 
satisfactory,  in  that  they  indicate  that  the  highest  strain  that  could  be 
produced  by  continued  cinching  of  the  band  on  the  kiln-dried  section 
of  pipe  is  well  within  the  elastic  limit  of  the  steel,  and  that  there  is  a 
tendency  for  this  strain  to  drop  back  speedily  to  the  safe  limit  of  about 
one-fourth  the  ultimate  strength  of  the  bands.  This  is  due  rather  to  a 
yielding  of  the  fiber  under  the  round  band  than  to  lack  of  compressive 
strength  of  the  wood  in  the  direction  of  its  width.  It  should  be  under- 
stood that  a  wooden  pipe,  when  properly  built,  has  its  bands  cinched 
and  hammered  into  the  wood  until  a  width  of  bearing  is  procured 
about  equal  to  the  radius  of  the  band,  which  may  be  done  without  in- 
juring the  fiber. 

A  lineal  inch  of  a  ^-in.  band,  as  was  used  in  the  experiment,  has  a 
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Mr.  Henny.  bearing  on  the  wood  of  about  i  sq.  in.  A  strain  on  the  band  of 
4  750  lbs.  indicates  a  pressure  per  lineal  inch  of  band  on  the  wood  of 
458  lbs.,  or  about  1  832  lbs.  per  square  inch  of  bearing,  which,  as  might 
have  been  expected,  could  not  be  permanently  sustained  by  water- 
soaked  fir,  regardless  of  the  simultaneous  tendency  of  the  wood  to 
swell,  and  this  sufficiently  accounts  for  the  gradual  reduction  of  the 
strain  as  recorded. 

The  limit  of  compressive  strength  of  the  staves  in  the  direction  of 
their  width  was  not  reached  in  any  of  the  experiments  mentioned;  and 
hence  the  author's  conclusions  on  this  point  and  on  the  consequent 
limit  of  safe  pressure  in  wooden  pipe  construction  are  believed  to  be 
very  conservative. 

The  author  states  that  yellow  fir  is  a  hard  and  rather  unyielding 
material.  This  statement  is  probably  intended  to  apply  to  the  wood 
when  perfectly  dry,  for  the  writer  has  found  that  fir,  when  partly 
green,  can  be  readily  tsompressed,  as  was  proved  in  the  cinching  of  the 
Astoria  pipe.  The  cinching  is  intended  to  be  carried  on  to  a  point 
where  the  width  of  the  stave  is  forcibly  reduced  to  a  lesser  width  than 
would  have  resulted  from  shrinkage  in  drying,  and  this  could  be  ac- 
complished where  the  banding  was  close.  Where  the  bands  are  spaced 
far  apart,  continued  indentation  of  the  band  rather  than  further  reduc- 
tion of  the  width  of  the  stave  results.  Light-banded  pipe,  if  it  is  to 
be  tight  upon  first  filling,  should  be  back-filled  immediately  after  cinch- 
ing, or,  if  not  to  be  covered,  should  be  recinched  just  before  fiUing. 

The  author  states  that  the  wooden  pipe  at  Astoria  was  entirely  tight 
from  the  beginning,  and  that  this  is  contrary  to  the  usual  experience 
with  stave  pipe.  While  such  absolute  tightness  at  first  filling  as  was  here 
attained  may  be  exceptional,  the  writer  believes  it  to  be  entirely  within 
the  bounds  of  skilful  workmanship  and  inspection  to  avoid  from  the 
start  practically  all  causes  of  leakage. 

The  author's  measurements  of  the  actual  amount  of  leakage  of  the 
Astoria  conduit  are  very  instructive,  especially  as  they  illustrate  the 
comparative  tightness  of  the  wooden  and  the  steel  pipe  in  this  in- 
stance. They  are  of  the  more  value  because  the  opportunity  of  taking 
accurate  measurements  of  leakage  of  pipe  lines  is  usually  either  lack- 
ing or  allowed  to  remain  unimproved. 

In  determining  upon  a  diameter  of  18  ins.  for  wooden  pipe,  the  au- 
thor had  in  view  the  advantage  of  rendering  the  inside  of  the  pipe  ac- 
cessible for  purposes  of  construction  and  inspection.  As  final  inspec- 
tion is  done  from  the  outside,  the  main  advantage  lies  in  the  ease  of 
rounding  the  pipe  out  from  the  inside.  In  this  connection  it  may  be 
stated  that  in  his  recent  practice  the  writer  has  used,  on  pipe  smaller 
than  18  ins. ,  rounding-out  machines,  of  simple  construction,  inserted 
in  the  pipe  and  operated  from  its  open  end,  which  perform  their  work 
as  perfectly  as  can  be  done  by  an  inside  man  with  a  mallet.     While 
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the  oonstruotional  adyantage  is  the  only  reason  advanced  for  the  dif-  Mr.  Henny. 
ference  in  the  diameters  of  the  wooden  and  the  steel  pipe,  it  appears 
that  the  anthor  has  incidentally  put  into  practice  the  economical  prin- 
ciple in  the  design  of  long  pipe  lines  with  greatly  varying  pressures, 
which  demands  the  saving  of  available  head  on  the  cheaper  or  light 
pressure  portions  of  the  line  and  its  concentration  upon  the  more  ex- 
pensive or  heavy  pressure  portions,  and  it  is  believed  that  an  actual 
saving  has  resulted  in  this  case  from  the  adoption  of  a  broken  grade  line. 

The  author's  experiments  on  frictional  loss  are  a  welcome  and 
needed  addition  to  engineering  knowledge,  valuable  especially  on  ac- 
count of  the  accuracy  with  which  both  the  hydraulic  grade  line  and 
the  flow  have  been  ascertained;  The  close  agreement  between  the  as- 
sumed and  the  measured  hydraulic  grade  lines  is  remarkable.  The 
coefficient  of  roughness  of  0.01  usually  assumed  for  wooden  stave  pipe 
is  shown  in  this  case  to  have  been  slightly  in  error  on  the  safe  side.  It 
may  be  appropriate  to  state  here  that  on  the  wooden  pipe  line  at  As- 
toria there  are,  in  addition  to  a  succession  of  sweeping  horizontal  and 
vertical  curves,  twenty -seven  cast-iron  bends,  with  a  radius  of  curva- 
ture of  5  ft.,  and  with  an  average  central  angle  of  about  31°,  con- 
ditions more  unfavorable  than  are  usually  met  with. 

The  reservoir  at  Astoria  is  located  on  the  top  of  a  knoll  on  the  side 
of  a  range  of  hills  away  from  the  Columbia  River  and  the  city.  If  this 
location  was  selected  to  guard  against  danger  of  landslides,  which, 
owing  to  the  geological  formation  in  connection  with  the  copious  rain- 
fall during  the  winter  season,  are  rather  common  in  the  northwestern 
portion  of  Oregon,  the  extra  expense  of  a  tunnel,  which  is  necessitated, 
was  most  wisely  incurred.  Experience  with  two  new  reservoirs  in  a 
neighboring  city,  completed  since  the  location  of  the  Astoria  reservoir 
was  decided  upon,  indicates  that  neither  extreme  care  in  construction 
nor  the  exercise  of  every  practicable  precaution  in  strengthening  the 
lining  or  sub-draining  the  slopes  is  adequate  to  prevent  failure  of  a 
reservoir  built  in  sliding  ground. 

It  has  become  rather  customary  on  the  Pacific  Coast  to  make  water 
power  development  an  incidental  part  of  work  in  connection  with 
gravity  pipe  lines  originally  intended  for  domestic  supply  only.  The 
writer  questions  the  wisdom  of  this,  in  some  cases,  and  believes  that 
the  difference  in  cost  of  the  work  with  and  without  this  addition  is  not 
always  ascertained,  and  a  comparison  of  the  resulting  cost  of  water 
power  with  that  of  steam  power  is  often  deemed  superfluous.  He 
mentions  this,  not  because  of  a  doubt  that  such  comparison  has  been 
made  in  this  instance  and  the  extra  outlay  has  seemed  justifiable,  but 
because  comparative  figures  would  be  interesting,  especially  consider- 
ing the  cheapness  of  fuel  in  Astoria. 

The  detailed  statements  of  the  actual  cost  of  portions  of  the  work 
add  materially  to  the  value  of  the  paper.  As  they  are  based,  however, 
on  the  reports  of  timekeepers,  and  in  the  nature  of  the  case  cannot 
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Mr.  H«niiy.  take  into  aoconnt  the  many  misoeUaneons  and  unavoidable  expenses 
of  the  contractor,  which,  at  times  exceed  the  percentage  ordinarily  esti- 
mated by  the  eng^eer  for  contractor's  profit,  they  necessarily  under- 
state the  real  cost  of  the  work  by  an  unknown  amount,  and  if  made  the 
basis  for  future  estimates  it  is  evident  that  their  use  cannot  dispense 
with  experience  and  good  judgment. 

Mr.  AdamB.  Abthttb  L.  Adams,  M.  Am.  Soc.  C.  E.— The  author  is  pleased  that 
the  action  of  expansion  joints  in  concrete  construction,  as  described 
in  connection  with  the  Astoria  reservoir,  has  been  verified  by  Mr. 
Russell  in  his  observation  of  somewhat  similar  joints  in  the  St.  Louis 
settling  basins,  especially  since  Mr.  Gould  seriously  questions  that 
the  joints  act  as  described.  The  purpose  of  the  joints  in  the  reservoir 
bottom  was  to  prevent  temperature  cracking  rather  than  to  anticipate 
any  considerable  settlement,  and  for  this  purpose  a  joint  every  20  ft. 
seems  sufficient.  The  thin  coating  of  asphalt  applied  to  the  finished 
bottom  concrete  is  intended  as  an  additional  safeguard  against  crack- 
ing from  a  similar  cause,  besides  rendering  the  bottom  less  pervious 
to  water.  Such  a  coating  cannot  be  expected  to  maintain  its  con- 
tinuity in  case  of  very  serious  breaking  up  of  the  underlying  concrete. 
A  course  of  brick  dipped  in  asphalt  and  laid  on  top  of  the  concrete,  as 
was  done  on  the  slopes,  would  doubtless  prove  much  more  eflfective 
under  trying  conditions.  The  author  is  much  interested  to  learn 
through  Mr.  Hering*s  comments  that  the  slopes  of  the  Queen  Lane 
Eeservoir  at  Philadelphia  are  to  be  treated  in  a  manner  similar  to  the 
Astoria  work,  especially  as  he  knows  that  the  engineers  charged  with 
the  former  work  have  given  much  time  to  the  investigation  of  different 
types  of  asphalt  linings,  and  have  doubtless  had  to  do  much  sifting  in 
the  determination  of  the  actual  facts  relating  to  the  matter. 

Regarding  the  proportions  used  in  making  the  concrete,  the  writer 
is  not  disposed  to  agree  with  Mr.  Gould  in  pronouncing  the  composi- 
tion a  lean  mixture.  The  apparent  scarcity  of  sand  has  been  accounted 
for  by  the  presence  of  a  large  amount  in  the  gravel  used.  The  size  of 
this  gravel  varied  from  that  of  a  pea  to  fine  sand.  The  volume  of  the 
voids  in  the  sand  and  gravel  was  carefully  determined,  and  the 
requisite  amount  of  cement  thus  ascertained.  In  reality,  the  propor- 
tion of  sand  to  cement  was  little  in  excess  of  two  to  one.  The  result- 
ing large  saving  in  cement  was  accomplished  by  the  use  of  gravel  in 
addition  to  the  broken  stone,  an  economy  overlooked  by  many  engi- 
neers; and  the  proportion  of  cement  to  voids  was  doubtless  greater 
than  in  the  three-to-one  mixture  which  Mr.  Gould  speaks  of  having 
used  so  successfully  at  Havana,  Cuba.  The  resulting  concrete  was 
excellent  in  quality,  and  could  be  picked  with  the  greatest  difficulty 
after  being  in  place  ten  days.  The  honesty  of  the  contractor  in  the 
use  of  the  cement  was  no  doubt  due  to  its  being  furnished  by  the  city. 
Mr.  Gould's  statement  that  the  stave  pipe  shows  but  5%  advantage 
over  the  riveted  pipe,  because  this  amount  of  increase  in  the  diameter 
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of  a  riveted  pipe  would  give  a  carrying  capacity  equal  to  the  stave  Bfr.  Adttms. 
pipe,  seems  rather  unfair  to  the  latter,  since  any  increase  in  diameter 
renders  necessary  a  proportional  increase  in  the  thickness  of  the  metal 
also,  if  the  same  factor  of  safety  is  to  be  preserved.  The  ratios  of 
their  respective  carrying  capacities  for  similar  diameters,  as  determined 
by  use  of  the  experimental  value  deduced  for  the  factor  n  for  each  class 
of  pipe,  would  express  their  real  relation  much  more  correctly,  and  in 
this  case  would  show  an  advantage  of  12%  in  favor  of  the  stave  pipe. 

Mr.  Henny  calls  attention  to  the  probable  economy  resulting  from 
the  use  of  a  broken  hydraulic  grade  line  instead  of  a  uniform  diameter 
of  pipe.  With  steel  pipe  there  may  often  be  effected  a  considerable 
saving  in  this  way  when  dealing  with  light  pressures  and  pipes  of 
moderate  diameters,  in  which  cases  the  requisite  thickness  of  metal 
is  determined  by  structural  requirements  rather  than  the  pressure. 
Under  these  conditions  an  increase  of  diameter  and  an  incidental 
saving  in  fall  can  be  accomplished  without  increase  in  the  thickness 
of  the  plate;  and  the  head  thus  saved  may  be  used,  as  Mr.  Henny 
suggests,  in  decreasing  the  diameter  where  the  pressure  is  the  con- 
trolling factor  in  determining  the  thickness  of  the  metal.  Though  true 
to  a  less  degree  than  in  the  case  of  steel,  wrought-iron  or  cast-iron  pipes, 
this  reasoning  is  also  applicable  to  stave  pipe  and  applies  at  Astoria. 

The  development  of  power  from  the  pipe  line  was  wholly  incidental 
to  the  general  design,  which  was  controlled  by  other  considerations, 
principally  the  desire  to  supply  directly  by  gravity  three  of  the  four 
distributing  services  contemplated.  The  only  additional  expense 
incurred  by  the  power  appendage  was  due  to  the  fittings  and  building 
necessary  for  its  utilization. 

There  seems  to  be  some  difference  of  opinion  between  Mr.  BifQe 
and  Mr.  Henny  as  to  the  value  of  published  statements  of  cost  of  work 
in  general,  but  there  seems  to  be  no  disagreement  regarding  their  value 
to  those  who  know  how  to  use  them.  It  is  therefore  fortunate  in  the 
present  instance  that  the  tables  of  cost  have  been  submitted  to  the 
American  Society  of  Civil  Engineers. 

Mr.  Bifi9e  and  Mr.  Harlow  both  take  strong  exception  to  the 
author's  defence  of  awarding  contracts  to  the  lowest  bidder.  Mr. 
Rifle's  argument  would  in  the  case  in  hand  be  a  very  plausible  one, 
were  his  premise,  that  **  the  contractor  had  no  rights,  either  moral  or 
legal,  to  enforce,"  a  correct  one.  The  very  bad  previous  reputation 
which  he  gives  the  contracting  company  in  question,  based,  he  says,  on 
]>ersonal  knowledge,  was,  unfortunately  for  his  argument,  not  borne 
out  in  the  careful  investigation  made  by  the  Astoria  Water  Commis- 
sion previous  to  making  the  awards.  In  justice  to  the  contractor  in 
question,  it  may  be  said  that  these  damaging  facts  proved  to  have  very 
slight  foundation  when  divested  of  the  superstructure  imposed  by 
competing  contractors.  As  a  guarantee  of  the  company's  ability  to 
furnish  satisfactory  sureties  on  its  bonds,  it  had  deposited  with  its 
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Mr.  Adams,  bid  a  certified  check  for  $11  000,  altbongh  the  total  amount  of  the  con- 
tract awarded  it  aggregated  but  $50  000.  Whatever  the  final  outcome, 
it  seems  manifestly  unfair  to  designate  such  a  company  as  an  irrespon- 
sible bidder;  and  the  author,  after  carefully  weighing  all  facts,  was  in 
accord  with  the  Commission  in  determining  that  the  company  in  ques- 
tion did  not  clearly  belong  in  that  category,  and,  as  the  lowest  bid- 
der, had  rights  that  should  be  recognized.  Had  this  bid  been  rejected 
under  existing  circumstances  on  the  ground  of  irresponsibility  of  its 
signers,  and  the  work  awarded  at  a  higher  figure  to  other  parties,  the 
public  as  well  as  the  disappointed  contractor  could  very  properly 
have  demanded  sound  reasons  for  this  repudiation  of  all  that  is  im- 
plied in  the  advertising  of  work  to  be  let  to  the  lowest  responsible 
bidder,  and  the  requiring  of  certified  checks,  bonds,  etc.,  as  a  guar- 
antee of  that  responsibility.  If,  as  Mr.  Harlow  favors,  contractors 
are  not  to  be  awarded  work  because,  regardless  of  security  asked  and 
offered,  the  engineer  considers  the  bid  too  low,  then  the  whole  system 
of  competitive  bidding  and  of  requiring  gpiarantee  bonds  from  the 
party  to  whom  award  is  made,  is  but  foolishness,  since  the  requiring 
of  security  means  nothing.  Consistency  will  require  those  not  satisfied 
with  present  methods  of  public  contract  letting  to  advocate  radical 
fundamental  changes,  rather  than  to  wish  the  logical  sequences  of  those 
methods  ignored,  or  to  expect  engineers  in  charge  of  work  to  make 
themselves  unwelcome  and  self-constituted  guardians  of  the  private 
fortunes  of  contractors  and  their  sureties  who  are  so  bold  as  to  differ 
from  them  in  their  ideas  relative  to  the  probable  cost  of  work.  The 
author  believes  that  the  interests  of  contractors  of  unquestioned  re- 
sponsibility are  best  protected  against  men  of  doubtful  standing  by 
just  such  an  unswerving,  consistent  course  as  that  adopted  by  the 
Astoria  Water  Commission,  by  which  means,  without  in  any  way 
jeopardizing  the  city's  interests,  a  financially  irresponsible  contractor, 
should  he  prove  to  be  such,  would  be  speedily  and  permanently  dis- 
posed of  as  a  future  competitor.  At  Astoria,  thanks  to  the  exercise  of 
care  in  the  acceptance  of  bondsmen,  there  were  no  expensive  delays 
incident  to  the  contractor's  failure,  and  this  part  of  the  work  was  com- 
pleted sooner,  and  on  the  whole  with  less  trouble,  than  was  the  case 
with  certain  financially  very  responsible  contractors  on  other  parts  of 
the  work.  The  $4  500  **  additional  cost  to  the  city  "  above  that  earned 
by  the  contractor  on  the  reservoir  was  not,  as  Mr.  Harlow  suspects, 
used  in  settling  unpaid  bills  of  the  contractor,  but  was  the  price  paid 
for  the  cement  used  in  the  work. 

Owing  to  the  geological  formation  at  Astoria,  the  unstable  ground  all 
lies  upon  the  north  or  Columbia  River  side  of  the  peninsula,  while  on  the 
south  or  Youngs  Bay  side  the  material  is  of  a  wholly  stable  character. 
It  was  because  of  this  condition  that  the  reservoir  was  located  on  the 
south  side,  and  the  connection  accordingly  made  with  the  distribution 
by  means  of  the  tunnel. 
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WITH  DISCUSSIOlS. 


In  the  constmction  of  a  railroad  in  a  oonntr  j  where  sufficient  traf- 
fic is  already  in  existence  to  warrant  a  fair  return  on  the  contemplated 
ioTestment  and  where  capital  can  be  easily  procured,  the  main  object 
should  be  to  build  the  road  with  such  light  curves  and  grades  that  the 
operating  expenses  may  be  kept  down  to  the  lowest  limit,  almost 
regardless  of  first  cost,  as  long  as  the  interest  on  the  additional  capital 
required  does  not  exceed  the  saving  that  will  be  effected  in  the  operat- 
ing expenses  by  the  additional  outlay,  as  in  that  manner  the  line  will 
he  in  a  (Condition  to  face  active  competition.  On  the  other  hand, 
where  a  railroad  has  to  be  built  in  a  new  and  undeveloped  country  to 
accommodate  a  light  traffic  which  is  not  expected  to  increase  materially 
for  many  years  to  come,  and  where  capital  is  limited,  it  becomes 
necessary  to  adopt  sharper  curves  and  heavier  gradients  than  cus- 
tomary, if,  by  so  doing,  the  first  cost  of  construction  can  be  decreased 
to  such  an  amount  as  to  make  possible  an  enterprise  of  otherwise 
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prohibitory  cost.  The  purpose  of  this  paper  is  to  describe  a  railroad 
of  this  nature,  built  for  the  Caribbean  Manganese  Company  of  Bal- 
timore, Md.,  in  the  Department  of  Panama,  Republic  of  Colombia. 
The  main  line  of  the  road  at  present  in  operation  is  9  miles  long 
and  extends  from  the  harbor  of  Nombre  de  Dios  to  the  Nispero  and 
Soledad  manganese  mines.  The  Nombre  de  Dios  Harbor  is  on  the 
Caribbean  Sea,  about  40  miles  northeast  of  Colon. 

During  the  spring  of  1892  the  author  was  requested  to  make  pre- 
liminary surveys  and  estimates  for  a  railroad  from  the  mines  which  had 
recently  been  discovered,  to  the  nearest  and  most  appropriate  place  on 
the  coast  available  for  shipping  purposes.  An  examination  of  the 
coast  showed  that  there  were  only  two  places  to  be  considered,  Viento 
Frio  and  Nombre  de  Dios,  the  former  being  5  miles  east  of  the  latter. 
Both  were  inhabited  by  a  few  native  villagers  whose  only  communica- 
tion with  the  outside  world  was  by  means  of  their  canoes,  as  there 
was  no  vessel  running  to  either  locality,  except  an  occasional  trading 
schooner  which  would  stop  far  from  shore  and  take  in  a  small  load  of 
oocoanuts  or  ivory  nuts.  No  plans  or  chart  of  that  portion  of  the 
coast  having  ever  been  made,  approximate  hydrographic  surveys  of 
both  harbors  were  made  to  determine  their  future  possibilities  as  ship- 
ping ports.  The  investigation  revealed  that  Nombre  de  Dios  would 
make  a  fairly  good  port,  while  Viento  Frio  could  not  be  used  at  all 
unless  a  large  amount  of  coral  rock  was  blasted  and  dredged. 

A  general  exploration  or  reconnaiBsance  of  the  country  lying  be- 
tween the  mines  and  the  two  ports  was  then  made,  which  was  a  very 
difficult  undertaking,  as  the  country  was  covered  with  a  dense  forest  or 
thick  undergro'wth,  the  larger  portion  of  which  had  never  been  pene- 
trated, except,  perhaps,  by  a  few  natives.  There  were  no  roads  and  very 
few  footpaths.  The  investigations  had  to  be  carried  on  generally  by 
wading  and  following  up  the  streams  and  creeks,  by  ascending  to  the 
top  of  adjacent  hills  or  climbing  trees  at  convenient  localities  from 
which  to  ascertain  the  topog^raphy  of  the  surrounding  country.  It 
was  finally  decided  that  the  most  economical  route  for  the  railroad 
would  be  the  one  following  the  general  direction  of  the  Viento  Frio 
River,  as  it  was  discovered  that  between  the  mines  and  the  sea  there 
are  ranges  of  hills  running  parallel  to  the  coast  which  only  appeared 
to  flatten  out  when  they  approached  the  narrow  valley  formed  by  the 
Viento  Frio  River. 
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Preliminary  lines  were  then  run  from  Nombre  de  Dios  and  Viento 
Frio  to  Nispero  along  the  general  route  selected  by  the  reconnaissance. 
The  progress  of  this  survey  was  very  slow,  as  it  depended  almost 
entirely  on  the  progress  made  by  the  natives  in  cutting  out  the  line 
with  their  machetes  through  the  thick  undergrowth.  The  average  pro- 
gress varied  from  2  000  to  4  000  ft.  per  day.  Topography  was  taken 
on  both  sides  of  the  line,  covering  a  belt  of  country  from  200  to  500  ft. 
in  width.  The  whole  line  was  afterward  plotted  on  a  scale  of  400  ft.  to 
the  inch.  The  line  from  Viento  Frio  to  Nispero  turned  out  to  be  6^ 
miles  long,  and  the  one  from  Nombre  de  Dios  8^  miles.  The  former 
was  the  shorter  and  cheaper  line,  but  the  saving  in  its  cost  was  far 
from  compensating  for  the  large  expenditure  which  would  have  to  be 
made  to  improve  the  Viento  Frio  harbor.  For  that  reason  the  author, 
in  hia  report  made  to  the  company  in  July,  1892,  advised  against  the 
construction  of  that  line,  and,  after  weighing  all  considerations,  recom- 
mended the  construction  of  the  railroad  from  Nombre  de  Dios  as  the 
more  economical  line. 

During  the  latter  part  of  December  of  the  same  year  he  was  asked 
to  take  charge  of  the  work  to  be  carried  out  in  Colombia,  and  was  in- 
formed at  the  same  time  that  there  had  been  many  difficulties  in  obtain- 
ing the  right-of-way  to  Nombre  de  Dios,  so  the  company  was  forced  to 
build  the  railroad  to  Viento  Frio.  As  no  improvements  in  the  harbor 
were  contemplated,  the  ships  would  have  to  anchor  outside  and  receive 
their  cargoes  by  lighters.  During  some  portions  of  the  year  this  was 
possible,  as  the  dead  calm  prevailing  in  that  latitude  made  the  sea 
very  smooth,  but  at  other  times  the  .prevailing  trade  winds  made  the  sea 
so  rough  that  it  would  have  been  impossible  to  ship  at  all.  For  this 
reason  it  was  decided  to  send  only  a  few  shipments  from  Viento  Frio, 
in  the  hope  that  the  right-of-way  matter  would  be  settled  in  the  mean- 
while, and  then  proceed  to  Nombre  de  Dios. 

During  the  latter  portion  of  1892  Mr.  E.  G.  Williams  had  been  sent 
by  the  company  to  make  surveys  from  Viento  Frio  to  Nispero  along 
more  direct  routes;  but  his  estimates  proved  that  any  such  routes  would 
cost  twice  as  much  as  the  one  proposed  by  the  author. 

The  location  of  the  railroad  was  therefore  made  along  the  Viento 
Frio  Kiver  route,  and  it  was  started  during  the  first  week  of  Feb- 
ruary, 1893.  The  average  rate  was  in  the  neighborhood  of  a  quarter 
of  a  mile  per  day.     Although  the  plans  of  the  original  preliminary 
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were  carried  in  the  field  for  constant  consultation,  no  attempt  was  made 
to  follow  the  paper  location.  Maximtun  curves  of  40^,  146  ft.  radius, 
and  maximum  grades  of  5%  in  favor  of  traffic,  were  adopted,  so  as  to 
reduce  to  a  minimum  the  amount  of  excavation  to  be  made.  The 
only  adverse  grades  were  some  short  ones  of  1  and  li  per  cent.  As  it 
was  only  in  the  last  mile  that  the  natural  level  of  the  country  rose 
very  rapidly,  it  was  possible  to  concentrate  all  the  heavy  grades  in  that 
portion  of  the  line,  which  made  operating  very  convenient,  as  by 
placing  a  switch  at  the  foot  of  the  grade  the  locomotive  can  haul  to  it 
a  large  number  of  empty  cars  and  from  there  to  the  mines  make  as 
many  trips  as  the  number  of  sections  into  which  it  is  found  necessary 
to  divide  the  train. 

The  country  being  broken  by  a  large  number  of  gulches  and  creeks, 
a  corresponding  number  of  small  bridges  was  required  to  cross  them. 
All  the  drainage  of  the  portion  of  the  country  under  consideration  is 
carried  to  the  sea  through  the  Viento  Frio  River.  This  has  a  very 
moderate  velocity  in  ordinary  stages ,  and  is  only  from  40  to  80  ft.  in 
width,  but  during  the  rainy  season  and  in  time  of  flood,  like  most  of 
the  tropical  streams,  carries  a  large  volume  of  water  with  a  correspond- 
ing increase  in  velocity.  The  located  line  crossed  this  river  twice,  and 
its  tributary,  the  Mamey,  four  times.  In  all  these  cases  it  was  found 
cheaper  to  bridge  across  than  to  keep  on  the  same  side,  as  either  the 
increase  in  the  length  of  the  line  resulting  from  following  the  windings 
of  the  stream  or  the  increase  in  excavation  due  to  the  much  rougher 
mountain  side  would  have  added  considerably  to  the  expense  of  con- 
struction. In  locating  the  line  along  the  side  hills  it  was  fitted  as 
close  as  possible  to  the  natural  formation  of  the  ground,  and  it  was 
placed  in  cuttings  so  that  the  whole  road-bed  would  rest  on  solid 
ground,  as  no  embankment  could  have  stood  on  the  steep  side  hills, 
washed  at  the  bottom  by  a  stream  that  would  carry  away  any  embank- 
ment, not  formed  of  broken  rock,  which  would  come  within  the  limits 
of  its  high-water  mark. 

After  the  location  was  completed  the  older  estimate  was  revised  and 
a  new  and  careful  estimate  was  made  of  the  cost  of  constructing  the 
railroad  from  Viento  Frio  to  Nispero,  including  the  equipment  neces- 
sary to  begin  operations  at  the  mines,  as  well  as  the  lighters  required 
at  the  port  for  shipping  the  ore.  This  estimate  had  to  be  approved 
by  the  Board  of  Directors  of  the  company  in  Baltimore  before  any 
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work  of  constmction  could  be  started,  but  while  waiting  for  further 
orders,  the  clearing  and  grubbing  of  the  line  was  executed  and  work 
suspended  in  May.  Construction  was  finally  started  in  January,  1894. 
It  was  found  that  the  right-of-way  which  had  been  cleared  and  grubbed 
seven  months  previous  was  covered  with  luxuriant  vegetation,  attain- 
ing in  places  heights  of  5  to  7  ft.  Borne  of  the  center  stakes  furnished 
proof  of  the  extreme  vitality  of  the  vegetation  in  that  portion  of  the 
tropics,  as  they  seemed  to  have  been  imbued  with  new  life  and  were 
covered  with  g^reen  leaves. 

After  the  clearing  had  been  performed  several  places  were  found  in 
going  over  the  line,  as  is  usually  the  case,  where  improvements  could 
be  made  in  the  alignment,  and  changes  were  made  accordingly, 
although  not  as  many  as  desirable,  because  the  work  of  grading 
was  pushed  so  rapidly  as  to  give  the  engineering  corps  no  time  for 
making  minor  changes.  The  last  mile,  however,  comprising  the  most 
difficult  portion  of  the  work,  was  gone  over.  The  previous  work  was 
platted  to  a  scale  of  100  ft.  to  the  inch.  A  new  location  was  made  on 
paper,  and  trial  lines  following  the  paper  location  closely  though  not 
exactly  were  afterward  run  on  the  ground  until  the  result  was  as 
satisfactory  as  the  nature  of  the  country  would  allow. 

It  was  believed  that  the  cargo  of  material,  comprising  rails  and 
fittings  for  6^  miles  of  track,  timber,  cars,  a  locomotive  and  other 
items,  would  arrive  about  May  1st  at  Viento  Frio,  but  various  causes 
delayed  the  accumulation  of  sufficient  rails  and  timber  to  begin  work 
until  about  August  1st,  when  track-laying  and  bridge-building  were 
started. 

The  bridgework  was  a  source  of  considerable  trouble,  as  the  chief 
carpenter  expected  from  the  United  States  never  arrived.  None  of 
the  so-called  carpenters  engaged  in  the  neighborhood  could  under- 
stand or  work  from  plans,  and  their  workmanship  was  so  poor  that, 
even  after  laying  out  the  whole  work  for  them,  they  had  to  be  watched 
closely  to  keep  them  from  spoiling  the  timber.  It  was  not  until  after 
half  of  the  work  had  been  accomplished  in  this  manner  that  a  few 
fairly  good  carpenters  were  secured;  the  work  then  proceeded  at  a 
better  rate  and  with  little  interruption. 

Owing  to  these  difficulties,  it  soon  became  evident  that  the  first 
shipment  of  ore  could  not  be  sent  from  Viento  Frio  about  the  middle 
of  September,  as  had  been  expected,  and  if  the  shipping  was  delayed 
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rainy  season  had  settled  in,  that  fevers  began  to  ^spread,  and  a  month 
later  there  was  not  an  employee,  native  or  foreign,  who  had  escaped 
them.  The  Jamaica  negroes  suffered  less  from  their  effects  than  any 
of  the  other  laborers.  These  fevers  were  of  a  malarial  nature,  and  re- 
turned at  intervals  of  four  to  five  weeks,  according  to  the  individuaL 
They  did  not  assume  a  malignant  nature  and  no  fatalities  resulted  from 
them,  but  they  were  a  source  of  considerable  annoyance  and  directly 
or  indirectly  caused  frequent  interruptions  in  the  work.  Whenever 
«  work  of  this  nature  is  performed  in  the  tropics  more  or  lees  fever  is  apt 
to  develop;  it  cannot  be  avoided,  but  with  good  care  and  by  the  en- 
forcement of  sanitary  regulations,  it  can  be  prevented  from  developing 
into  a  dangerous  epidemic.  This  trying  period  only  lasts  during 
construction. 

Handling  Ore. — The  main  manganese  ore  deposit  lies  in  the  distriof 
enclosed  by  creeks  A  and  E,  Fig.  1.  The  former  is  in  what  is  called 
the  Nispero  mine,  and  the  latter  in  the  Soledad.  The  distance  between 
both  creeks  is  about  half  a  mile.  From  both  the  Nispero  and  Soledad 
terminals  of  the  railroad  the  ground  rises  very  rapidly  toward  the  sum- 
mit marked  Sin  the  plan.  This  point  is  about  2  000  ft.  horizontally 
from  the  Nispero  terminal  of  the  railroad  and  500  ft.  above  it.  The 
flanks  of  the  mountain  are  cut  up  by  several  narrow  g^alches  and 
ravines.  For  the  transportation  of  the  ore  to  the  railroad  cars,  iron 
side-dumping  mining  cars  of  about  ^  cu.  yd.  capacity  are  used,  run- 
ning on  light  portable  track.  The  first  track  laid  started  from  the 
top  of  the  ore  pocket  at  the  Nispero  terminal  of  the  railroad.  It  was 
built  along  the  side  hill  with  a  light  rising  grade  of  from  li  to  2%,  so 
as  to  allow  the  loaded  cars  to  go  down  almost  by  themselves  and  at 
the  same  time  alloW  the  empty  cars  to  be  pushed  up  without  much 
exertion.  Similar  lines  were  graded  and  laid  at  vertical  intervals  of 
25,  50  or  more  feet,  as  the  distribution  of  the  ore  required  them. 
Connecting  all  these  lines  there  is  an  inclined  gravity  plane  with  a 
grade  of  30%,  and  as  the  loaded  car  goes  down,  it  pulls  up  the  empty 
one.  The  mining  cars  are  loaded  at  each  different  level  and  pushed 
to  the  inclined  plane,  where  they  are  hooked  to  the  end  of  the  rope 
and  let  down  to  the  lower  level,  when  they  are  unhooked  and  pushed 
to  the  ore  pocket  and  their  contents  dumped. 

In  several  cases  where  bodies,  of  ore  prevented  direct  communica- 
tion for  some  time  between  the  side  lines  and  the  inclined  plane,  the 
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can,  instead  of  going  down  the  incline,  dumped  their  contents  into  a 
chnte  with  an  inclination  of  45^  to  allow  the  ore  to  roll  down  to  the 
bottom,  where  by  lowering  the  gate  its  contents  dropped  into  the  car 
standing  at  that  lower  level  or  into  empty  cars  standing  on  the  incline. 
This  system  has  not  been  extended  to  more  than  150  ft.  above  the 
Nispero  railroad  terminal,  as  the  mining  operations  are  confined 
to  that  belt,  but  the  same  general  system  could  be  extended  to 
cover  the  whole  deposit  and  by  close  attention  to  details  the  niun- 
ber  of  handlings  of  the  ore  could  be  reduced  to  a  minimum.  After 
the  work  becomes  higher  more  economy  in  operation  would  probably 
result  from  using  two  self-dumping  cars  on  the  gravity  incline  and 
confining  each  car  to  its  own  level.  The  author  believes  that  the  use 
of  a  wire  cable  tramway  in  this  case,  beside  involving  a  larger  expendi- 
ture in  first  cost,  would  not  offer  any  economy  in  operation,  considering 
the  wide  belt  over  which  the  ore  is  spread. 

The  ore  pockets  at  the  Nispero  terminal  of  the  railroad  hold  about 
75  ions  of  ore,  and  those  at  the  Soledad  terminal  about  200  tons.  The 
inclination  given  to  the  bottom  of  the  ore  pockets,  floored  with  3-in. 
planks,  was  45^,  as  this  was  found  to  allow  the  ore  to  slide  down  with- 
out sticking  to  the  plank.  Both  ore  pockets  are  provided  with  enough 
chutes  to  allow  four  or  five  railroad  cars  to  be  loaded  at  once.  Plate 
m.  Fig,  2,  shows  a  portion  of  a  train  carrying  50  tons  of  manganese 
ore,  coming  down  the  5^  grade. 

The  natural  conditions  of  Nombre  de  Dios  Harbor  were  very 
favorable  for  building  a  wharf  at  a  small  expenditure,  as  the  deep 
water  coming  very  close  to  the  shore,  which  is  of  coral  formation, 
allows  the  construction  of  a  wharf  with  its  length  parallel  to  the  shore 
and  from  only  30  to  50  ft.  wide.  Its  length  is  about  200  ft.  The 
steamers  can  load  at  the  wharf  as  much  as  they  can  carry  on  a  17-ft. 
draft,  which  generally  varies  from  1 300  to  1 800  tons.  To  send  a  larger 
cargo  the  remaining  portion  is  lightered  to  the  steamer,  which  must 
anchor  about  1  500  ft.  from  the  wharf.  At  the  port  terminal  of  the 
railroad  the  ore  is  dumped  off  the  cars  from  a  trestle  10  ft.  high  run- 
ning nearly  parallel  with  the  wharf  and  about  100  ft.  from  it.  The 
manganese  is  loaded  in  ore  buckets  carried  on  small  car  trucks  which 
are  pushed  on  rails  to  the  side  of  the  steamer,  where  she  lifts  them 
with  her  own  winches.  In  this  manner  by  using  sixteen  buckets,  it 
was  possible  to  handle  400  tons  per  day  of  10  hours,  by  loading  through 
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two  hatches  at  the  same  time.  By  a  few  oontemplated  improvements 
the  ra^  of  loading  per  day  could  be  increased* 

The  first  locomotive  m  use  weighed  26 000 lbs.,  distributed  over  two 
pairs  of  driving  wheels  measuring  90  ins.  in  diameter.  The  cylinders 
were  10  ins.  in  diameter  by  14-in.  stroke.  The  wheel  base  was  5  ft. 
3  ins.  No  difficulty  was  encountered  in  running  around  the  sharp 
curves  with  this  locomotive,  and  after  a  year  of  constant  use  it  did 
not  show  any  effects  of  hard  usage.  Many,  but  not  all,  the  iO^  curves 
are  provided  with  inner  guard  rails. 

Water  is  pumped  to  a  water  tank  in  the  lower  portion  of  the  line 
by  means  of  a  Bider  hot-air  engine,  which  proved  very  serviceable,  as 
there  is  no  boiler  to  look  after  and  it  needs  very  little  care  and  skill  to 
run  it.  Both  of  these  considerations  are  very  important  factors  in  those 
countries  where  skilled  labor  is  difficult  to  find  and  comes  very  high. 
The  pump  in  question  has  a  capacity  of  400  galls,  an  hour  and  has 
been  in  use  for  over  a  year  and  a  half  without  giving  any  trouble. 

Cost, — In  giving  the  cost  of  the  various  items  of  the  work  already 
mentioned,  no  portion  of  the  engineering  or  other  general  expenses 
were  charged  to  them. 

The  average  cost  of  the  railroad  constructed  from  Viento  Frio 
to  Nispero  was  $12  000  per  mile,  the  average  for  the  Nombre  de  Bios 
branch  was  $6  800  per  mile,  including  the  cost  of  the  wharf,  of  buildings 
and  dwellings  erected  at  Nombre  de  IHos,  and  the  improvements  at  the 
port  terminal.  The  cost  of  the  10}  miles  of  railroad  built  and  equipped 
averaged  $13  400  per  mile.  This  included,  beside  the  equipment  of 
the  railroad  proper,  thirty  mining  cars  and  k  inile  of  portable  track 
for  the  mines,  as  well  as  some  harbor  equipment,  such  as  four  30-ton 
coppered  wooden  lighters,  two  iron  buoys,  two  hoisting  engines  and 
derricks  for  the  wharf.  The  cost  of  the  wharf,  buildings,  etc.,  is  also 
included,  as  well  as  that  of  the  ore  bins,  and  in  fact  all  expenses  in- 
curred, whether  in  South  America  or  Baltimore,  in  placing  the  entire 
property  in  working  order  from  the  time  the  author  was  authorized 
to  begin  construction  in  January,  1894,  to  December,  1895. 

The  heaviest  work,  as  well  as  the  most  expensive  portion  of  the  rail- 
road, was  the  last  half  mile,  which  cost  $9  000.  The  amount  of  material 
handled  in  the  grading  of  this  section  was  22  000  cu.  yds. 

The  actual  cost  of  the  railroad  from  Viento  Frio  to  Nispero,  includ- 
ing equipment  for  railroad,  mines  and  harbor,  turned  out  to  be  only 
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ll%  greater  than  the  estimates  made  bj  Mr.  R  G.  Williams  and  the 
author  in  the  spring  of  1893,  to  which  reference  has  already  been  made. 
It  is  fair  to  state,  however,  that  the  unit  prices  did  not  agree.  Some 
of  the  items,  like  grading,  ties  and  bridge  buildings,  came  out  lower  than 
had  been  estimated  r  but  on  the  other  hand,  the  general  expenses  and 
oontingenoj  accounts  were  higher.  The  excesses  an^  deficiencies,  how- 
eyer,  more  or  less  compensated  each  other,  with  the  final  result  stated. 
Changes  were  also  made  in  the  work  and  equipment,  but  they  compen- 
sated each  other  and  had  no  effect  on  the  final  result. 

In  making  estimates  for  work  to  be  performed  in  the  tropics  it  must 
be  borne  in  mind  that  in  starting  enterprises  in  these  countries  many 
expenses  have  to  be  incurred  that  would  be  foreign  to  a  similar  enter- 
prise in  the  United  States.  It  is  true  that  labor  is  generally  cheaper 
per  day,  but  not  so  in  yiew  of  the  amount  of  work  it  accomplishes,  with 
few  exceptions  in  some  particular  lines  which  do  not  count  for  much  in 
the  long  run.  A  doctor  must  be  kept  on  the  ground.  The  hospital 
account  must  be  considered  as  well  as  its  indirect  effect  in  contribut- 
ing to  lengthen  out  the  work  and  decreasing  the  value  of  physical 
exertion.  Due  allowances  must  be  ma,de  for  the  transportation  of  the 
material  to  the  nearest  port  and  also  for  local  transportation,  which 
is  generally  very  poor.  There  are  also  many  other  minor  considera- 
tions in|ierent  to  all  new  enterprises  in  a  new  country,  which,  if  not 
fully  provided  for,  will  overrun  the  estimated  contingency  account. 

The  author  is  pleased  to  acknowledge  the  valuable  co-operation 
of  the  engineers  associated  with  him  in  this  work.  He  has  already 
mentioned  the  connection  of  Mr.  £.  G.  Williams  with  the  early  stages 
of  the  work,  with  whose  able  co-operation  the  first  location  of  the 
railroad  from  Viento  Frio  was  made.  For  all  the  work  performed  and 
described  in  this  paper  from  the  time  construction  was  inaugurated, 
the  writer  is  indebted  to  Messrs.  B.  M.  Arango  and  C.  C.  Arosemena. 
Both  were  connected  with  the  company  from  January,  1894,  the 
former  having  been  Principal  Assistant  Engineer  to  January,  1895, 
and  the  latter  from  that  date  to  July  of  the  same  year. 
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Kr.  Cummlngs  BoBERT  A.  OuMMiNOS,  Assoc.  M.  Am.  Boc.  C.  £. — ^In  recent  work 
with  unskilled  labor  in  a  semi-tropical  region,  under  similar  conditions 
to  those  described  in  the  paper,  the  method  of  paying  the  men  bi- 
weekly at  a  fixed  rate  per  day  was  too  much  of  an  innovation  to  satisfy 
the  natives.  Daily  and  monthly  payments  were  tried  with  equal  in- 
convenience to  employer  and  employee.  Finally  task  work  was 
adopted  and  considered  satisfactory  by  the  men,  although  not  entirely 
so  by  their  employer,  as  little  economy  resulted.  Then  a  system  of  re- 
wards for  rapid  and  efficient  task  work  was  introduced,  the  rewards 
being  inexpensive  things  regarded  as  luxuries  by  the  men,  and  in  this 
way  a  saving  of  10^  to  50%^  was  effected,  the  gain  depending  in  part 
on  the  individual  and  in  part  on  the  nature  of  the  award. 

In  making  preliminary  surveys  through  such  heavily  timbered 
regions  as  described  by  the  author,  the  writer  has  recently  obtained 
very  satisfactory  results  by  using  a  surveyor's  compass  and  a  100-ft. 
chain  for  running  angle  and  grade  lines,  and  by  using  a  clinometer  for 
cross-section  work.  On  these  surveys,  which  extended  several  miles 
through  dense  woods  and  swamps,  the  writer  acted  as  his  own  instru- 
mentman,  with  natives  as  chainmen.  The  work  checked  up  quite 
accurately  for  the  purposes  of  the  survey. 

With  regard  to  the  slides  that  are  stated  in  the  paper  to  have  oc- 
curred in  the  cuts  after  construction  was  completed,  the  writer  has 
found  that  the  heavy  clays  from  which  a  seepage  of  water  took  place 
were  invariably  troublesome,  and  required  a  slope  in  some  cases  of  four 
to  one,  depending  on  the  degree  of  saturation.  When  the  clay  was 
stiff  and  contained  a  normal  amount  of  moisture,  a  nearly  vertical  cut 
was  preferable,  being  less  exposed  to  the  elements.  The  dry  cuts 
usually  left  by  steam  shovels  maintain  themselves  and  are  frequently 
found  unchanged  after  the  lapse  of  a  considerable  period,  which  is 
thought  to  be  due  largely  to  the  verticality  of  the  slopes. 

As  supplementary  to  the  author's  notes  concerning  timber,  it  may 
be  stated  that  the  torregia  taxi/olia,  or  stinking  cedar,  found  along  the 
Appalachicola  Kiver  in  Florida,  has  a  wood  remarkably  durable  when 
exposed  to  the  warm,  humid  climate  of  the  district.  The  life  of  fat 
yellow  pine  is  but  six  or  seven  years,  whereas  this  cedar  is  unappre- 
ciably  affected  in  the  same  length  of  time.  A  bottom  rail  in  a  worm 
fence  dividing  a  swamp  from  hummock  land,  which  was  removed  after 
being  in  place  38  years,  was  still  in  good  condition. 
Mr.  Gould.  E.  Sherman  GouijD,  M.  Am.  Soc.  C.  E. — ^As  the  author  truly  re- 
marks, the  aim  in  the  construction  of  such  roads  as  he  describes  is  to 
have  the  line  established,  and  trains  running  over  it,  as  quickly  and 
cheaply  as  possible,  consistently  with  reasonably  permanent  installa- 
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tkmB.    In  the  case  of  the  road  described  in  the  paper,  the  amonnt  Mr.  QonUL 

of  traffic  could  be  estimated  in  advance  more  easily  and  accurately 

tiian  in  the  general  case  of  a  road  built  to  deyelop  a  business  not 

already  existing.     With  the  latter  class  of  lines,  cheap  and  rapid 

construction  is  highly  desirable  in  order  that  the  paying  possibilities 

of  the  roads  may  be  demonstrated.    It  is  generally  difficult  to  raise 

the  money  for  a  projected  road  the  profits  of  which  exist  only  in 

the  prospectus  of  the  promoters.     If  even  a  temporary  line  can  be 

laid  and  operafced  with  large  earnings,  there  will  be  far  less  difficulty 

in  placing  bonds  for  improyements  and  extensions  than  in  attempting 

to  bond  a  mere  concession  for  a  road  not  yet  built. 

It  is  to  be  regretted  that  sufficient  time  has  not  elapsed  to  determine 
the  relative  durability  of  the  native  timber  and  Georgia  pine.  One 
serious  difficulty  in  making  preliminary  estimates  on  such  work  as  that 
described  in  the  paper  is  due  to  the  meager  information  concerning 
the  cost  of  timber,  particularly  ties.  It  is  hard  to  arrive  at  a  reason- 
ably accurate  estimate  of  the  cost  of  the  native  timber,  even  from  in- 
formation obtained  on  the  ground,  because  when  the  time  comes  for 
making  contracts  prices  may  be  expected  to  vary  considerably  from 
those  given  first.  The  author  states  that  ties  of  native  timber  averaged 
25  cents  apiece,  which  is  remarkably  low,  but  it  appears  many  decayed 
very  rapidly,  so  it  is  fair  to  conclude  they  were  of  inferior  wood.  On 
the  other  hand  he  says  lignum  vitee  ties  on  the  Panama  Bailroad  cost 
as  high  as  $1  80  per  tie,  which  price,  in  connection  with  their  gprpat 
weight  and  the  cost  of  boring  holes  in  them  for  spikes,  makes  their 
use  very  expensive.  If  it  is  found  that  ties  of  Southern  pine,  either  in 
an  untreated  state  or  creosoted,  will  resist  the  attack  of  tropical  ants 
for  even  two  or  three  years,  this  knowledge  will  greatly  facilitate  the 
making  of  correct  estimates  for  such  roads. 

The  author  indicates  correctly  that  estimating  on  work  to  be  done 
in  the  tropics  is  quite  different  from  figuring  the  cost  of  similar  work  in 
the  United  States.  It  requires  considerable  experience,  the  introduc- 
tion of  a  libera]  estimate  for  contingencies,  or  both,  to  provide  for  the 
unforeseen  conditions  sure  to  be  found,  and  it  is  best  to  make  allow- 
ances for  these  from  the  outset. 

JoBfi  B.  ViLiiAix>N,  Assoc.  M.  Am.  Soc.  0.  E. — ^It  is  generally  con-  Mr.  yuialon. 
sidered  by  people  living  in  temperate  climates  that  the  moon  does  not 
exert  any  influence  on  timber,  and  that  the  belief  in  this  influence,  so 
common  in  tropical  countries,  is  only  a  superstition  held  by  un- 
educated classes.  The  following  remarks  show  that  the  belief  is  not 
a  superstition,  but  knowledge  gained  from  actual  observation: 

A  few  y^ars  ago  while  the  writer  was  engaged  on  the  Antioquia 
Bailroad,  in  the  United  States  of  Colombia,  it  was  necessary  to  pass 
through  country  where  water  was  scarce  and  unfit  for  drinking. 
Under  these  circumstances  it  was  customary  to  search  for  a  large 
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Mr.  VUlAlon.  speoieB  of  bamboo  about  8  to  10  ins.  in  diameter  and  2  ft.  from  joint 
to  joint.  If  the  moon  was  in  the  first  half,  plenty  of  water  was  always 
to  be  had  by  making  a  hole  just  above  a  joint,  so  as  to  empty  the 
space  within  the  cane  between  that  joint  and  the  next  above.  When 
no  water  was  to  be  had  from  the  bamboo  in  this  locality,  the  moon 
was  invariably  in  its  last  quarter.  To  secure  drinking  water  in  other 
localities  along  the  same  railroad,  a  species  of  vine  about  3  or  4  ins. 
in  diameter  was  cut  into  pieces  about  3  ft.  long;  if  this  was  done  dur- 
ing the  first  half  of  the  moon  one  or  two  glasses  of  sweet  pinkish  sap 
was  obtained,  although  the  yield  was  very  slight  during  the  last 
quarter  of  the  moon.  The  writer  had  a  similar  experience  with 
another  vine  in  Cuba. 

It  is  a  well-known  fact  in  Cuba  and  Colombia  that  bamboo,  vines 
and  various  relatively  soft  woods,  when  cut  during  the  first  half  of 
the  moon  do  not  last  over  six  months  on  account  of  the  rapid  fer- 
mentation of  the  sap,  while  if  cut  during  the  last  quarter  they  remain 
for  years  in  very  good  condition.  The  durability  of  timber  cut  dur- 
ing the  waning  moon  depends  greatly  on  its  age;  it  lasts  longest  when 
neither  too  young  nor  too  old.  The  same  effect  is  clearly  seen  in  the- 
case  of  structural  timbers;  the  soft  part  containing  the  most  sap  is 
the  first  to  decay,  if  cut  during  the  first  half  of  the  moon,  while  the 
heart  is  attacked  more  slowly.  Timber  felled  during  the  last  quarter 
lasts  a  very  long  time.  Not  only  is  the  wood  subject  to  this  influence 
of  the  moon,  but  leaves,  stems  and  other  parts  of  the  tree. 

The  palm  is  one  of  the  most  useful  trees  in  the  tropics;  many  por- 
tions are  employed  in  the  construction  of  country  houses,  the  outer 
part  is  used  for  boards,  its  leaves  serve  for  thatch,  and  the  leaf  stalks 
are  used  to  cover  the  outside  of  houses,  for  packing  tobacco  in  bales, 
and  for  many  domestic  purposes.  It  is  always  the  case  that  if  the 
tree  is  foiled  or  the  leaves  cut  during  the  first  half  of  the  moon,  only 
a  few  months  of  serviceability  are  to  be  had,  while  if  cut  during  the 
last  quarter  a  service  of  ten  or  twelve  years  may  be  expected.  The 
writer  is  reliably  informed  that  in  one  instance  a  thatch  made  of 
palm  leaves  cut  during  the  last  quarter  of  the  moon  was  in  good  con- 
dition 32  years  after  it  was  placed. 

This  practice  of  timber  felling  is  so  general  in  the  tropics,  and  is 
so  decidedly  approved  by  all  classes,  that  in  all  contracts  and  speci- 
fications a  clause  is  generally  inserted  requiring  the  timber  to  be  felled 
during  the  waning  of  the  moon;  when  not  so  stated,  it  is  always 
understood.  In  some  cases  the  timber  is  felled  one  or  two  years  in 
advance,  not  only  to  have  it  well  seasoned  before  use,  but  also  to 
detect,  by  its  decay,  if  it  has  been  felled  during  the  first  half  of  the 
moon.  Mr.  J.  M.  Fernandez,  in  his  book  on  Cuban  agriculture, 
states  that  the  felling  of  trees  during  the  last  half  of  the  moon  is 
clearly  required  by  experience  in  such  matters  on  the  island,  and 
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reoommendB  doing  this  work  during  the  last  quarter.      It  should  also  Mr.  VlUftlon. 
be  remarked  that  in  an  order  to  the  French  Forestry  Commissioners, 
Napoleon  I  directed  the  felling  of  trees  for  naval  timber  to  be  done 
only  between  November  1st  and  March  15th,  and  during  the  waning 
moon. 

These  facts  warrant  the  following  conclusions: 

First, — In  the  tropics  the  moon  exerts  an  influence  on  the  circula- 
tion of  the  sap  in  trees,  there  being  the  least  circulation  while  the 
moon  is  waning. 

Second, — ^In  the  tropics,  where  the  difference  between  the  seasons 
is  hardly  noticeable,  the  circulation  of  the  sap  is  continuous,  the  rate 
varying  with  the  quarter  of  the  moon. 

ITnTxL — It  being  the  universal  practice  to  fell  trees  for  timber 
when  the  wood  contains  the  least  sap,  it  follows  that  the  tropical 
practice  of  doing  this  work  during  the  waning  moon  is  fully  justified, 
and  agrees  with  the  practice  in  more  temperate  climates  of  doing  the 
same  work  during  the  winter. 

E.  J.  Chibas,  Assoc.  M.  Am.  Soc.  C.  E.— The  remarks  made  by  Mr.  CMbM. 
Mr.  Gummings  concerning  slides  and  the  stability  of  slopes  in  clay 
cuts  agree  with  the  observations  of  the  author.  Two  of  the  slides  oil 
the  road  described  in  the  paper  were  not  due  to  the  character  of  the 
clay  itself,  however,  but  to  the  presence  of  a  thin,  inclined  layer  of 
permeable  material  embedded  in  it.  After  heavy  rains,  water  passed 
through  this  layer  and  seemed  to  give  it  somewhat  the  character  of  a 
lubricating  material,  causing  the  upper  bed  of  clay  to  slide  over  the 
lower  practically  motionless  mass.  The  layer  of  permeable  material 
was  only  a  few  inches  thick,  and  could  be  traced  easily  along  the  sides 
of  the  cut. 

Mr.  Villalon's  observations  concerning  the  influence  of  the  differ- 
ent phases  of  the  moon  on  the  circulation  of  sap  in  tropical  plants 
substantiates  the  author's  statement  in  the  footnote  on  page  77.  It 
might  be  added  that  persons  engaged  in  the  rubber  industry  in  Colom- 
bia always  tap  the  rubber  trees  during  the  period  preceding  the  full 
moon.  They  claim  repeated  experience  has  taught  them  that  the  sap 
is  then  more  abundant,  and  that  they  obtain  more  than  if  the  opera- 
tions were  carried  on  during  the  waning  moon.  All  agree  that  to  ob- 
tain the  best  timber  trees  should  be  felled  when  the  vegetation  is  at 
rest.  In  temperate  countries  this  happens  during  midsummer  and 
midwinter,  and,  therefore,  these  two  periods  are  selected  for  such 
work.  In  the  tropics,  where  there  is  no  appreciable  difference  in 
temperature  throughout  the  year,  the  seasons  seem  to  have  little  in- 
fluence on  the  circulation  of  the  sap,  the  minimum  quantity  being 
found  about  once  a  month.  This  condition  of  minimum  circulation 
appears  to  coincide  always  with  the  waning  moon,  so  it  is  fair  to  con- 
clude that  the  moon  exerts  a  certain  influence  on  the  circulation  of  the 
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Mr.  Ghlbas.  sap.  Since  the  paper  wm  written  the  anthor  has  been  informed  thai 
the  practice  of  felling  trees  for  timber  dnring  the  waning  moon  is  not 
confined  to  the  tropics,  bnt  is  also  followed  to  some  extent  in  parts  of 
Southern  Enrope,  particularly  in  Italy. 

With  reference  to  Mr.  Cbuld's  remarks,  the  author  would  state  that 
ties  of  Southern  pine  will  last  for  two  or  three  years  in  the  Bepublic 
of  Colombia,  and  at  least  double  that  time  if  they  are  creosoted.  As 
none  of  the  available  timber  around  Nombre  de  Dios  had  been  em- 
ployed for  ties,  it  was  necessary  to  experiment  with  several  kinds. 
Some  proved  to  be  of  a  poor  quality  and  decayed  within  a  year,  but 
from  all  appearances  a  large  majority  will  probably  outlast  the  more 
costly  Southern  pine. 
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THE  CONDITION  OP  STEEL  IN  BRIDGE  PINS. 


By  A.  C.  CuMNiNOHAM,  M.  Am.  Soo.  C.  E. 
Pbbsentbd  at  the  Annual  CJonvkntion,  1896. 


WITH  DISCUSSION. 

The  engineer  who  receives  a  report  of  a  large  number  of  tests  from 
plates,  angles  and  other  shapes  used  in  his  bridge,  which  indicates  an 
excellent  material,  may  naturally  suppose  that  his  bridge  pins,  made 
under  the  same  specification,  and  perhaps  from  the  same  casts  of  steel, 
are  of  the  same  excellent  quality.  That  such  is  not  the  case  will  be 
demonstrated. 

A  few  years  ago  it  was  customary  to  accept  bridge  pins,  and  also 
other  materia],  on  the  result  of  a  test  made  on  a  specially  rolled  |-in. 
round  rod.  The  apparent  simplicity  and  convenience  of  this  method 
of  testing  was  what  led  to  its  adoption,  but  it  did  not  take  long  to 
demonstrate  its  inconvenience,  and  the  fact  that  the  steel  was  often  in 
finished  shapes  before  the  test  rods  were  rolled.  This  resulted  in 
the  substitution  of  tests  from  the  finished  material,  with  or  without 
the  round  tests  as  a  matter  of  record,  and  this  substitution  soon  dem- 
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onstrated  that  a  small  roimd  test  was  not  an  aoonrate  indication  of  the 
condition  of  steel  in  other  shapes. 

Very  naturallj  this  replacement  of  round  tests  by  tests  from  fin- 
ished material  led  engineers  to  ask  for  tests  from  finished  pins,  but 
such  requests  did  not  meet  with  encouragement  from  manufacturers, 
who  opposed  them  on  the  grounds  of  expense  and  time.  The  engineer 
finally  prevailed,  however,  and  pins  began  to  be  tested,  with  results 
startling  to  some  and  disagreeable  to  others.  The  test  from  finished 
pins  is  now  an  established,  though  not  a  popular,  custom. 

Bridge  pins  are  of  two  general  classes,  rolled  and  forged,  and  the 
change  from  one  class  to  the  other  takes  place  at  a  diameter  of  about 
6  ins.  An  ingot  is  rolled  down  to  a  bloom  of  convenient  size,  and  this 
bloom  is  rolled  or  forged  to  the  size  ordered. 

In  the  case  of  rolled  pins  the  main  consideration  of  the  roller  is  to 
finish  the  pin  truly  round  and  of  the  required  diameter  and  not  break 
his  rolls.  This  last  consideration  leads  him  to  have  the  bloom  heated 
as  hot  as  may  be  without  burning,  and  in  consequence  it  happens  fre- 
quently that  some  blooms  are  too  hot  and  are  burnt  or  overheated^ 
Six-inch  pins  are  often  finished  so  hot  that  a  bar  25  ft.  long  can  be  cut 
into  18-in.  lengths  on  the  hot  saw.  It  will  be  seen  from  this  that  heat 
treatment  and  finishing  temperature  are  refinements  which  stop  short 
of  rolled  pins.  These  are  generally  made  from  the  smallest  blooms 
that  are  suited  to  the  rolls  and  will  finish  to  given  diameters,  and 
are  finished  very  hot.  In  consequence,  they  lack  work,  both  in  reduc- 
tion of  section  and  finishing  temperature,  and  are  likely  to  be  coarsely 
crystalline  and  deficient  in  toughness  and  ductility,  if  not  absolutely 
brittle;  see  Tables  Nos.  2  and  8. 

The  main  reason  for  changing  from  rolled  to  forged  pins  at  a  diam- 
eter of  about  6  ins.  is  a  practical  one.  Existing  rolls  will  not  make  a 
much  larger  size,  and  in  the  lengths  in  which  they  are  rolled, 
they  become  difficult  to  handle.  In  making  forged  pins,  the  size  of 
bloom  is  again  the  important  consideration  for  the  manufacturer.  It 
must  not  be  too  large  for  the  hammerman  to  handle  conveniently  in 
the  heating  furnace  or  under  the  hammer,  and  the  result  is  that  many 
so-called  forged  pins  are  little  more  than  blooms  with  the  comers 
knocked  down.  The  weight,  power  and  size  of  the  hammer  used  for 
making  forged  pins  have  an  important  bearing  on  their  final  condi- 
tion.    For  a  small  hammer  a  small  bloom  must  be  used,  and  it  musi 
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be  made  yery  hot.  The  blow  from  the  small  hammer  on  a  large  bloom 
is  merely  a  sarfaoe  blow,  the  work  of  which  does  not  penetrate  the 
metal  to  any  extent. 

With  small  hammers  and  large  pins  there  is,  then,  a  highly  heated 
bloom,  the  shape  of  which  is  changed  to  a  round  by  sliding 'the  exte- 
rior over  the  interior  withont  working  the  latter,  and  with  the  result 
of  frequently  rupturing  the  interior  portions,  especially  if  the  bloom 
is  not  uniformly  heated.  The  larger  the  hammer  used  for  making 
forged  pins,  the  better  will  be  the  results;  larger  blooms  can  be  used, 
the  work  of  the  blow  will  penetrate  deeper,  they  can  be  forged  at  a 
lower  heat,  and  some  attention  can  be  given  to  the  finishing  tempera- 
ture. 

When  pins  first  began  to  be  tested,  it  was  quickly  discovered  that 
the  test  nearest  to  the  surface  of  the  pin  gave  the  best  results,  and 
that  there  was  a  constant  falling  off  of  quality  as  the  test  approached 
the  center.  It  was  also  discovered  that  the  size  and  shape  of  the  test 
piece  affected  the  results.  Of  two  test  pieces  cut  near  the  surface  of  a 
pin,  one  |  in.  in  diameter,  and  the  other  1  in.,  the  former  will  give  the 
better  results,  and  a  flat,  thin  test  piece  in  the  line  of  a  chord  will  give 
better  results  than  either  of  the  round  pieces. 

The  most  marked  difference  between  the  tests  from  pins  and  tests 
from  shapes  or  plates  is  in  the  reduction  of  area  and  the  appearance 
of  the  fracture.  While  the  teat  piece  from  the  surface  of  a  pin  may 
give  a  fair  reduction  of  area  with  a  fine,  silky  fracture,  as  the  center  is 
approached  the  reduction  becomes  decidedly  less,  and  the  fracture 
grows  more  coarse,  irregular  and  cokey,  until  it  may  finally  termi- 
nate with  a  crystalline  fracture  and  little  or  no  reduction.  This 
change  of  appearance  and  loss  of  reduction  indicates  lack  of  work,  too 
much  heat,  or  both. 

When  pins  are  tested  strictly  with  a  view  to  ascertaining  their 
quality,  and  not  for  the  purpose  of  getting  them  past  a  specification, 
it  is  found  that  forged  pins  are  better  than  rolled  pins,  and  that  the 
better  the  steel,  the  better  the  resulting  pin,  other  conditions  being 
the  same.  It  is  also  found  that  a  medium  hard  steel  of  about  70  000 
lbs.  ultimate  strength  will  give  better  results  than  a  soft  steel.  All 
pins  are  also  improved  by  annealing. 

From  a  consideration  of  Table  No.  1,  Cast  A,  it  will  be  seen  that 
even  with  an  excellent  quality  of  uniform  steel,  there  is  a  falling  off 
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of  ultimate  strength  and  physical  properties  as  the  center  is  ap- 
proached. This  may  be  ascribed  to  a  lack  of  work  and  a  high  finish- 
ing temperature.  Table  No.  1,  Cast  B,  shows  the  possibility  of 
having  highly  segregated  steel  in  a  pin.  In  this  pin  the  phosphoms 
and  sulphnr  have  doubled  from  the  outside  to  the  center,  and  from  an 
excellent  quality  of  steel  the  metal  changes  to  a  very  ordinary  quality. 
Had  the  cast  analysis  of  this  steel  shown  only  an  ordinary  quality  to 
start  with,  the  steel  at  the  center  of  this  pin  would  have  been 
dangerously  defective. 

Table  No.  2  showa  the  generally  poor  results  in  a  rolled  pin  made 
from  common  steel,  and  how  the  test  may  be  improved  by  annealing. 
It  may  fairly  be  assumed  that  the  pins  themselves  would  also  be  im- 
proved by  annealing.  In  this  table,  as  in  some  of  the  others,  there  is 
what  appears  to  be  a  paradox,  namely,  a  rise  in  ultimate  strength 
after  annealing.  This  is  undoubtedly  due  to  a  release  of  initial  stress 
in  the  original  pin  by  the  annealing.  A  rise  of  ultimate  strength,  and 
an  improvement  of  elongation,  reduction  and  appearance  of  fracture 
after  annealing  are  not  confined  to  pin  tests;  the  same  phenomena  are 
observed  in  eye-bars  and  other  heavy  sections.  The  initial  stress  may 
be  readily  caused  by  uneven  heating  or  cooling. 

Table  No.  3  shows  how  un-uniform  and  treacherous  it  is  possible 
for  rolled  pins  to  be.  This  steel  is  of  a  common  quality,  and  not  by 
any  means  as  poor  as  much  that  is  made.  The  analyses  from  the 
broken  end  indicate  that  it  was  approaching  the  zone  of  m«.TimiiTn 
segregation,  but  stopped  short  of  it.  From  this  table  the  improve- 
ment due  to  annealing  may  be  again  seen. 

Table  No.  4  shows  the  improvement  in  physical  properties  due  to 
annealing  the  test  piece,  and,  also,  to  even  a  crude  annealing  of  the 
pin  itself.  It  also  shows  that  a  good  analysis  does  not  alone  insure 
good  results.  The  blooms  from  which  these  pins  were  forged  were  so 
small  that  they  received  but  little  work,  and  were  finished  at  a  high 
heat. 

From  the  foregoing  it  may  be  seen  that  bridge  pins,  even  when 
made  from  a  superior  quality  of  steel,  are  not  in  a  uniform  condition; 
that  the  interior  portions  show  a  lack  of  work,  and  may  show  excessive 
segregation,  which  in  steel  of  common  quality  is  liable  to  reach  a 
dangerous  amount;  it  is  also  shown  that  pins  are  improved  by 
annealing. 
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Tlie  following  8i>ecifloation  is  Bubmitted  as  being  likely  to  prootire 
as  good  bridge  pins  as  can  be  had  in  common  practice: 

Bridge  pins  shall  be  made  of  open-hearth  steel. 

If  made  of  acid  steel,  the  oast  analysis  shall  show  not  more  than 
0.06^  of  phosphorus,  nor  more  than  0.08^  of  snlphnr.  If  made  of 
basic  steel  the  cast  analysis  shall  show  not  more  than  0.08JP^  of 
phosphorus,  nor  more  than  0.08X  of  snlphnr.    • 

The  manganese  for  either  steel  shall  be  not  less  than  0.5^,  nor 
more  than  0.8  per  cent. 

The  smallest  diameter  of  the  final  bloom  or  ingot  to  be  made  into 
pins  shall  be  at  least  l^X  greater  than  the  diameter  of  the  pin. 

All  pins  shall  be  stamped  with  the  cast  nnmber  of  the  steel  from 
which  they  are  made,  and  shall  be  stamped  with  consecntiye  numbers 
from  the  bottom  of  the  ingot  to  the  top. 

After  pins  have  been  manufactured  to  diameter,  they  shall  be 
slowly  and  uniformly  heated  to  a  dark  red  heat  in  a  suitable  furnace, 
and  left  to  cool  slowly  for  a  period  of  not  less  than  24  hours. 

Tests  cut  from  near  the  surface  of  annealed  pins,  and  of  a  sectional 
area  of  not  lees  than  ^  sq.  in.  shall  haye  an  ultimate  strength  of  not  less 
than  60  000,  nor  more  than  70  000  lbs.,  per  square  inch,  an  elastic  limit 
of  not  less  than  one-half  the  ultimate  strength,  an  elongation  in  8  ins. 
of  not  less  than  20X>  and  a  reduction  of  area  at  fracture  of  not  less 
than  40  i>er  cent. 

Tests  cut  from  near  the  center  of  pins  shall  comply  with  the  above 
requirements,  except  that  a  fall  of  5  000  lbs.  in  ultimate  strength,  and 
a  fall  of  6%  in  reduction  of  area,  will  be  allowed. 

The  fractures  of  all  pin  tests  shall  be  free  from  granulation. 

Analysis  of  drillings  taken  from  near  the  surface  of  pins  shall  not 
exceed  the  limits  of  the  cast  analysis  by  more  than  lO^t  and,  when 
taken  from  near  the  center,  shall  not  exceed  said  limits  by  more  than 
50  per  cent. 

Tests  and  analyses  shall  be  made  on  such  pins  as  the  engineer  shall 
designate. 
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TABLE  No.  I.^Tbsts  fbom  Aom  Open-Hbabth  Steel  Pins. 

Nomenclature  for  Fractures. — 0.,  Cup;  Ck.,  Cokey;  Cr.,  Crystalline; 
L,  Irregular;  S.,  Silky. 


OBxaaoAL  Tmt. 

Tbvt  Fbom 

PBmOAI.TUT. 

Oabt. 

Streee.  poondt 
per  aqnue  Inch. 

"sns^. 

0. 

P. 

Mn. 

a 

1 

1 

Nature  of 
freetore. 

j^ 

.32 
.32 
.22 
.38 
.22 
.94 
.28 
.88 

.061 
.049 
.060 
.068 
.053 
.063 
.062 
.106 

.89 
.80 
.40 
.89 
.40 
.44 
.i5 
.47 

.081 
.080 
.081 
.086 
.038 
.038 
.089 
.078 

Oast  aiudygit. 

B    '- 

lO-in.  forged  pin  No.  1. 

No.  2. 

"       "    No.  8. 

OMt  AOAlyill 

87  780 
87  800 
86  670 

63  660 
68  780 
66  140 

90.7 
19.3 
93.6 

60.6 

1  48.0 

87.7 

««    «« 

-     L 

8-in.  forged  pin  No.  1. 

"       -       •*    No   3. 

••     No.  8. 

89  830 
41700 
41100 

60  640 
66  300 
74  860 

30.3 
18.7 
10.0 

63.9 
88.7 
11.3 

S.L 

Ck.L 

Cr. 

DitflTam  of  relatiTe  position  of  test  pieces  in  pins.  Pieces  were  turned  to 
9^iD.  diMneter,  end  drillings  for  snslysts  were  taken  f^om  tbem  after  break- 
ing. Tests  A  were  all  from  the  same  pin,  and  tests  B  were  all  f^m  a  second 
pin. 


TABLE  No.  2. — Tests  of  Acid  Bessemeb  Stbel  Pins. 
Nomenclature  for  Fractures. — C,  Cup;  Gr.,  Granular;  S.,  Silky. 


TB8T  Fbom 

Phxbioa^  Txbt. 

Cast. 

Stress.     Pounds 
per  square  inch. 

Percentage  of  strain. 

Nature  of 
fracture. 

Elastic. 

Ultl. 

ElongaUon 

Reduction 

mate. 

in  8  ins. 

of  area. 

A..... 

6}"  rolled  pin. 

86  610 

63  910 

20.0 

17.7 

Or. 

Not  treated. 

•« 

87  960 

68  830 

2'J.O 

69.4 

8.  A. 

Annealed  in  lime. 

B 

6|" 

87M)U 

60  820 

18.2 

11.8 

Or. 

Not  treated. 

88  080 

60  360 

38.0 

61.1 

S.>^0. 

Annealed  in  lime. 

0 

«           « 

88100 

67  480 

8.7 

16.0 

Gr. 

i« 

«<          «i 

41180 

63  800 

36.3 

63.3 

S.C. 

D.... 

•(           «< 

88  900 

68120 

8.0 

8.7 

Gr. 

Not  treated. 

"..... 

«          «« 

39190 

62160 

36.0 

69.8 

&A. 

Annealed  in  Uma. 

The  abore  pins  were  made  from  an  ordinary  quality  of  steel,  the  chemical  composition 
of  which  is  unknown. 

The  Arst  test  in  each  group  was  cut  fh>m  the  pin  as  it  was  Anlshed  at  the  rolls;  the  second 
test  was  cut  from  the  same  pin  and  annealed  in  lime.  The  appearance  of  the  ftaotures  of 
annealed  test  pieces  was  excellent. 
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DISC  USSION, 


Mr.  Metcalf.  WiLLiAM  Metcai^f,  Past-President  Am.  Soc.  C.  E. — The  paper  is  of 
great  yalue,  as  it  gives  important  information  which  engineers  cannot 
obtain  otherwise,  unless  they  are  familiar  with  the  practice  of  steel 
manufacture.  The  dimensions  and  right  use  of  the  rolls  and  the  ham- 
mers are  important  matters  in  making  pins  and  in  all  forging.  They 
may  be  large  enough,  but  the  work  done  may  be  too  light  to  penetrate 
the  mass  of  the  metal  as  it  should.  There  is  one  simple  means  by 
which  the  inspecting  engineer  can  always  determine  whether  the  work 
has  penetrated  the  mass  or  not.  If  the  finished  bar  or  forging  has 
concave  ends,  the  outside  material  has  simply  been  drawn  over  that 
inside,  the  work  has  not  penetrated  the  mass,  and  a  bad  state  of  affitirs 
results,  as  mentioned  in  the  paper,  from  too  little  rolling  or  too  little 
hammering.  When  a  bar  comes  out  practically  straight  or  rounded 
on  the  end,  the  work  done  upon  it  has  been  sufficient  to  penetrate  the 
softer  material  in  the  center.  When  the  ends  are  convex,  the  work  is 
complete  so  far  as  the  forging  or  rolling  goes. 

The  weight  of  the  hammer  is  very  important.  The  rule  in  ordinary 
practice  is  that  a  1  000-lb.  to  1  200-lb.  hammer  should  never  be  used 
on  a  section  larger  than  1^  ins.  square.  From  IJ^  to  3  ins.  a  2  000-lb. 
hammer  will  do  very  well.  Between  2  and  3  ins.  a  2  000-lb.  to  2  500-lb. 
hammer  ought  to  be  employed,  while  for  such  work  as  bridge  pins  up 
to  6  ins.  in  diameter,  a  hammer  weighing  at  least  3  tons  is  necessary 
to  do  the  work  properly. 

Bursting  is  a  more  serious  danger  than  piping  in  hammering  round 
pins.  If  a  piece  is  hammered  too  heavily  with  flat  dies,  the  center  is 
bound  to  burst.  This  effect  of  radial  work  is  emphasized  and  illus- 
trated in  the  Mannesmann  process  of  heavy  radial  rolling,  by  which 
means  a  hollow  tube  is  produced  from  a  solid  billet.  If  the  dies  are 
shaped  so  as  to  offer  three  supporting  surfaces  to  the  bar,  or  if  the 
piece  is  flrst  knocked  into  a  rough  octagon  and  then  swaged  in  grooved 
dies,  it  is  extremely  difficult  to  burst  a  pin.  Engineers  should  refuse 
to  accept  a  pin  forged  under  flat  dies,  since  it  requires  the  highest 
degree  of  skill  to  produce  a  sound  round  section  in  this  way. 

The  author  specifies  that  annealing  should  be  done  by  heating  the 
bar  to  a  dark  orange  red,  usually  called  cherry  red,  and  leaving  it  in 
the  furnace  for  24  hours.  This  is  a  dangerous  practice  for  the  reason 
that  it  is  not  always  sure  the  furnace  will  remain  at  its  final  heat  for 
this  time.  Radiation  may  make  the  furnace  still  hotter,  when  the 
long-continued  heating  with  slow  cooling  will  cause  a  separation  of' 
the  carbon  from  the  steel,  produce  a  granular  condition  of  the  metal 
and  weaken  the  steel  greatly.     It  is  preferable  and  all-important  in 


Digitized  by  VjOOQIC 


DISCUSSION  ON  STEEL   BRIDGE  PIKS.  101 

the  annealing  to  heat  the  bar  a  little  higher,  to  a  fair,  medium  orange  Mr.  Metoali. 
color,  and  the  moment  it  is  heated  through,  to  bury  it  in  either  warm 
ashes  or  sand,  where  it  will  oool  slowly.  After  a  pin  is  forged,  if  it 
be  heated  thoroughly  to  a  fair,  medium  orange  color,  about  1 100^ 
Fahr.,  all  of  the  coarse  grain  in  the  center  will  become  as  ftne  as  the 
finest  part  of  the  steel.  If  the  heat  is  uniform,  the  grain  will  be 
uniform.  If  a  piece  be  taken  from  the  fire  as  soon  as  it  is  heated 
through  uniformly  to  a  medium  orange  color  and  cooled  slowly,  it 
will  have  a  fine  grain  and  be  free  from  all  strains,  and  the  carbon  will 
remain  in  solution,  which  is  its  best  condition.  Long-continued  heat- 
ing of  any  steel  will  cause  carbon  to  separate  out  in  the  mass  into  a 
graphitic  form,  and  in  that  condition  it  is  of  no  more  use  than  so 
much  sand. 

Silicon  up  to  0.2%  may  be  allowed  because  of  its  value  in  reducing 
blow-holes;  but,  if  steel  be  sound,  the  lower  the  silicon  the  better,  as 
its  tendency  is  to  cause  brittleness.  There  need  never  be  any  good 
reason  for  more  than  0.2%  silicon,  and  there  ought  not  to  be  a  necessity 
for  so  much.  The  maximum  limit  of  manganese  should  be  0.5  and 
the  minimum  as  low  as  possible,  because  manganese  is  useful  only  as  a 
reducer  of  oxides;  it  is  not  otherwise  a  valuable  constituent  in  steel. 
In  a  specification  for  crank  pin  steel  for  locomotives,  there  occur  the 
same  chemical  limits  as  those  in  the  specification  given  in  the  paper, 
exoept  that  a  maximum  limit  is  provided  for  manganese,  but  the 
physical  specification  is  that  the  pins  shall  have  not  less  than  85  000 
lbs.  tensile  strength,  nor  less  than  15^  extension  in  8  ins.  There  is 
no  difficulty  in  making  open-hearth  steel  having  0.6  carbon  with 
95  000  lbs.  tensile  strength  and  15^  extension.  Such  steel  should  be 
annealed  to  give  it  uniformity.  If  crank  pins,  which  have  to  with- 
stand the  severe  strains  of  locomotive  service,  are  better  at  this  higher 
specification,  it  is  hard  to  see  why  bridge  pins,  which  are  not  sub- 
jected to  such  severe  strains,  would  not  be  better  if  made  under  similar 
specifications. 

Boring  the  pins  in  the  manner  specified  by  Past-President  Morison 
will  either  remove  the  burst  or  enable  the  defects  to  be  seen.  The 
removal  of  the  core  of  the  pins  in  this  way  does  not  weaken  the  steel. 
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CORRESPONDENCE. 


Mr.DeForest.  Geo.  T.  BbFobest,  Assoc.  M.  Am.  Soc.  C.  E. — The  writer  fully 
agrees  with  the  author  as  to  the  unreliability  of  reports  on  shape  tests 
showing  the  condition  of  steel  in  pins,  and  as  the  trouble  seems  to  be 
caused  by  the  manipulation  of  the  material  he  does  not  think  tests  of 
pin  material  particularly  valuable  except  in  that  they  show  quality 
rather  than  condition  of  material  used. 

A  few  years  ago  the  writer  had  an  experience  with  some  7  and  10-in. 
pins.  The  material  was  made  under  a  mild  steel  specification  (open- 
hearth  or  Bessemer)  with  an  ultimate  strength  of  60  000  to  68  000 
lbs. ;  elastic  limit,  87  500  lbs. ;  and  elongation,  22%;  steel  in  pins  to  be 
sound.  No  chemical  analysis  was  required.  These  pins  were,  of 
course,  forged,  and  while  the  writer  was  not  connected  with  the  in- 
spection at  the  mill,  he  knows  they  were  made  in  a  mill  where  there 
are  all  the  best  facilities,  both  for  heating  and  forging.  Apparently 
a  great  deal  of  work  was  put  on  them  as  they  were  nearly  perfect  as 
to  roundness. 

They  came  to  the  shop,  after  inspection  at  the  mill,  cut  by  saw  to 
approximate  lengths.  When  pins  were  turned  up  and  cut  to  length  in 
the  lathe  it  was  noticed  that  the  centers  were  badly  segregated  in 
about  one-quarter  of  the  7-in.  pins,  while  of  the  10*in.  pins  ^yb  out  of 
ten  were  in  this  condition,  in  some  cases  the  segregation  apparent  to  the 
eye  being  1  in.  in  diameter,  and  in  the  one  pin  experimented  on  by 
drilling  it  seemed  to  run  the  entire  length  of  the  pin. 

This  seems  to  show  the  utter  unreliability  for  showing  condition  of 
material  in  pins  of  the  ordinary  tests  and  inspections  at  the  mill,  and 
would  also  seem  to  indicate  the  necessity  of  separate  treatment  for 
each  pin,  namely,  a  very  thorough  surface  inspection  while  the  lathe 
work  is  going  on  in  addition  to  the  physical  and  chemical  analysis,  or 
better  still,  to  adopt  the  clause  in  the  specifications  of  one  eminent 
bridge  engineer  that  **all  pins  shall  be  drilled  through  their  axes," 
which  certainly  ought  to  show  the  condition  of  the  material  at  the 
center. 
Mr.  Morlson.  Geobge  S.  Mobison,  Past-President  Am.  Soc.  C.  E. — The  princi- 
pal point  developed  in  the  paper  is  one  which  is  very  important,  but  is 
not  new.  It  has  been  long  recognized  that  pins  do  not  receive  the 
work  in  manufacture  which  smaller  sections  do,  and  are,  therefore,  not 
as  uniform  and  good  a  material.  It  has  also  been  known  that  large 
rolled  pins  were  generally  of  inferior  character,  and  that  if  large  pins 
were  forged  under  light  hammers,  piping  was  usually  found  on  the 
axes. 

The  writer's  attention  was  called  to  the  existence  of  piping  in  pins 
some  years  ago,  and  a  little  reflection  showed  that  when  piping  did  not 


Digitized  by  VjOOQIC 


C0BRB6P0KDENCE  ON  STEEL  BRIDGE  PIK&  103 

actually  exist,  th^same  ciroumstanoes  which  had  produced  it  in  one  pin  Mr.  Moriion. 
were  likely  to  have  produced  a  very  inferior  material  at  the  center  of 
another  pin.  The  caae  is  analogous  to  steamship  shafts  where  the 
difficulty  is  removed  by  longitudinal  boring.  If  the  same  defects  and 
strains  exist  on  the  axis  of  a  bridge  pin  which  exist  on  the  axis  of  a 
large  shaft,  it  seemed  to  him  that  the  method  which  has  successfully  re- 
lieved this  difficulty  in  shafts  could  be  applied  with  advantage  to 
bridge  pins. 

Accordingly  he  incorporated  in  the  specifications  for  the  Cairo 
Bridge,  which  were  dated  March  2dd,  1887,  the  following  clause: 

''Steel  for  pins  shall  be  sound  and  entirely  free  from  piping.  All 
pins  more  than  4  ins.  in  diameter  shall  be  drilled  through  the  axes.  '* 

The  same  clause  was  inserted  in  the  specifications  for  the  Sioux 
City  and  the  Nebraska  City  Bridges,  which  were  built  about  the  same 
time,  as  well  as  in  the  specifications  for  the  Riparia  and  Jacksonville 
Bridges  which  were  built  a  year  or  two  later.  In  the  specifications  for 
the  Memphis  Bridge,  where  some  of  the  pins  were  exceptionally  large, 
the  following  clause  was  inserted: 

"  Steel  for  pins  shall  be  sound  and  entirely  free  from  piping.  All 
pins  in  the  main  trusses  shall  be  annealed  before  they  are  turned  and 
shall  be  drilled  through  the  axes." 

At  first,  manufacturers  objected  to  this  drilling,  but  the  diffi- 
culties disappesured  when  the  work  began.  The  first  manufacturer 
drilled  the  pin  ftrom  both  ends  and  exhibited  a  little  flat  disc  which 
came  out  on  the  completion  of  the  second  cut,  as  evidence  of  the  accu- 
racy of  his  work. 

The  hole  through  the  axis  was  used  to  pass  a  bolt  through  to  hold 
washers  at  the  ends  of  the  pin,  thus  avoiding  the  necessity  of  tapping 
the  pin  for  nuts.  This,  however,  is  not  a  necessary  feature  of  the 
drilled  pin,  and  nuis  of  the  common  form  can  be  used. 

The  writer's  experience  with  drilled  pins  has  been  such  as  to  con- 
vince him  of  the  importance  of  the  practice.  In  one  bridge  the  drill- 
ing revealed  a  great  deal  of  piping  and  caused  the  rejection  of  nearly 
all  the  pins  that  were  first  made.  It  appeared  that  these  pins  had 
been  forged  under  a  light  hammer  which  was  worked  with  a  large  steam 
pressure  on  the  downward  stroke,  and  wh^n  he  inquired  the  weight 
of  the  hammer,  an  equivalent  weight  was  given  to  him  instead  of  the 
real  weight,  the  force  of  the  steam  being  added  to  the  weight.  It  is  the 
mass  of  matter  in  the  hammer  and  not  the  force  of  the  blow  which 
determines  the  penetration  of  the  effect. 

The  writer  believes  that  a  proper  specification  would  contain  a  pro- 
vision fixing  a  minimum  weight  of  hammer  for  each  diameter  of  pin, 
but  he  has  not  yet  satisfied  himself  as  to  what  this  weight  should  be; 
it  should  probably  be  a  multiple  of  the  cube  of  the  diameter.  In  his 
latest  specifications  he  has  omitted  the  requirement  for  drilling  on  the 
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Mr.  Morison.  axis,  but  has  done  so  simply  because  it  seemed  to  him  a  feature  which 
was  more  properly  shown  on  the  plans  than  in  the  specifications.  In 
specifications  which  are  drawn  for  manufacturers  who  will  make  their 
own  plans  it  should  always  be  inserted. 

On  one  occasion  the  manufacturer  saw  ^t  to  drill  the  pins  with  a 
hollow  tool  which  left  a  solid  core  taken  directly  from  the  center  of 
the  pin;  this  manufacturer  has  a  very  heavy  steam  hammer  under 
which  these  pins  were  forged  and  no  defects  were  revealed  even  in  Hkvn^ 
core.  The  fact  that  such  a  core  can  be  made  without  serious  difficulty, 
the  manufacturer  in  this  case  doing  it  voluntarily  without  request, 
provides  a  method  for  testing  pins  in  the  most  rigid  way. 
Mr.  Cunning-  A.  C.  GmmiNOHAM,  M.  Am.  Soc.  C,  E. — The  correspondence  on  thi» 
^^'  subject  illustrates  in  a  forcible  manner  the  variation  in  results  due  to 

an  ordinary  specification  and  inspection,  and  a  special  specification 
rigidly  enforced. 

The  specification  quoted  by  Mr.  De  Forest  admits  any  of  the  gen- 
eral kinds  of  steel,  without  chemical  limitations,  with  a  moderate 
elongation  and  no  reduction  of  area.  It  is  the  kind  of  a  specification 
that  a  manufacturer  glances  at  but  once,  and  after  noting  on  the  order 
''  Use  stock  steel,  60  000  to  68  000,"  places  in  his  files  to  be  forgotten. 

Although  not  mentioned  by  Mr.  Morison,  his  specifications  con- 
tain, besides  the  special  requirements  for  pins  quoted,  chemical 
limitations  for  the  steel,  with  full,  complete  and  rigid  physical 
requirements.  This  is  the  kind  of  a  specification  that  the  manu- 
facturer keeps  in  his  pocket  for  constant  and  ready  reference. 

Under  the  first  specification  it  will  be  seen  that  from  one-quarter  to 
one-half  of  the  pins  sent  to  the  bridge  shop  show  visible  defects,  and 
what  their  chemical  defects  may  have  been  is  a  matter  of  conjecture. 
Under  the  second  set  of  specifications  there  were,  at  first,  objections 
on  the  part  of  manufacturers,  a  misleading  statement,  and  the  rejec- 
tion of  nearly  all  the  pins  that  were  first  made.  Then  follows  com- 
pliance with  the  requirements,  improvements  in  the  i*equirements 
themselves,  and  finally  the  manufacturer  voluntarily  doing  more  than 
was  required  of  him.  A  more  forcible  demonstration  of  the  value  of  a 
good  specification  and  rigid  supervision  could  not  well  be  found. 

As  the  matter  of  segregation  has  much  prominence  in  this  paper, 
it  may  be  well  to  describe  it  for  the  benefit  of  those  who  have  not 
given  it  attention  up  to  the  present  time;  it  is,  of  course,  not  new,  but 
is  very  important. 

When  steel  is  first  cast  into  an  ingot  mold  it  is  in  a  uniform  con- 
dition chemically,  provided  the  carbon,  manganese,  silicon,  or  what- 
ever else  may  have  been  added  to  it  when  it  was  tapped  from  the  fur- 
nace, has  been  thoroughly  mixed  with  it.  That  the  paper  sacks  of 
powdered  charcoal,  or  the  coarse  and  cold  chunks  of  spiegeleisen,  fer- 
ro-manganese  or  ferro-silicon  that  are  sometimes  thrown  or  shoveled 
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haphazard  into  the  ladle,  are  thoroughly  mixed  is  an  open  question,  Mr.  Cunning- 
and  irregularities  due  to  this  cause  must  not  be  confounded  with  seg-    *^' 
gregation. 

The  liquid  and  chemically  uniform  steel  in  the  ingot  mold  begins 
to  cool  and  solidify  from  the  'Outside  toward  the  axis,  from  the  bot- 
tom towards  the  top,  and,  to  a  less  extent,  from  the  top  downwards. 

When  this  process  of  cooling  and  solidifying  begins,  some  of  the 
substances  associated  with  the  steel  commence  to  move  toward  the  more 
liquid  portions,  to  segregate  or  separate  out.  Of  most  importance 
among  the  segregating  compounds  are  those  of  carbon,  phosphorus 
and  sulphur.  These  are  moying  in  the  lines  of  cooling  or  toward  the 
axifi  and  upper  part  of  the  ingot.  The  entire  amount  does  not  move ; 
some  is  retained  where  it  was  first  located,  and  the  increase  from  the 
first  solidified  portions  to  the  last  is  gpradual.  The  part  of  the  ingot 
which  sets  last  is  probably  shaped  somewhat  like  an  inverted  cone.  It 
is  on  the  axis  of  the  ingot  and  in  its  upper  third,  and  in  this  portion  . 
will  be  found  the  greatest  segregation. 

The  amount  of  segregation  which  takes  place  in  an  ingot  depends 
upon  its  size,  shape,  temperature  of  steel  when  cast,  rate  of  cooling, 
and  amount  of  segregating  compounds  contained  in  the  steel.  The 
quicker  the  steel  solidifies,  the  less  will  be  the  segregation.  The 
smaller  the  amount  of  segregating  compounds  in  the  steel,  the  less  the 
tendency  toward  segregation.  Segregation  is  not  always  found  and( 
when  found  is  not  always  excessive,  though  cases  have  been  noticed 
where  phosphorus  and  sulphur  have  doubled  or  even  more  between 
the  outside  of  an  ingot  and  the  axis. 

The  suggestions  contained  in  the  discussion  of  Mr.  Metcalf  are  of 
such  value  and  importance  that  it  will  be  well  to  incorporate  most  of 
them  in  the  specification. 

The  medium  orange  color  recommended  by  Mr.  Metcalf  for  anneal- 
ing is  the  heat  of  recalescence,  so  admirably  and  clearly  described  in  his 
new  work  ''Steel,"  at  which  steel  assumes  its  finest  grain  and  retains 
it  if  heated  no  higher.  Very  high  authorities  state  that  manganese  is 
not  only  a  reducer  of  oxides  in  steel,  but  is  a  neutralizer  of  the  ill 
eflects  of  phosphorus  and  sulphur,  by  preventing  the  coarse  crystal- 
ization  which  they  tend  to  produce;  also  that  it  makes  steel  more 
plastic  when  hot,  and  renders  it  capable  of  standing  high  heats  without 
injury.  The  book  by  H.  H.  Campbell,  M.  Am.  Soc.  C.  E.,  entitled 
**  Structural  Steel,'*  is  the  latest  authority  which  inclines  to  thene 
views  of  manganese. 

It  is  a  matter  of  history  that  steel  was  not  a  commercial  success 
until  manganese  was  incorporated  in  it.  It  is  also  a  matter  of  history 
that  in  the  early  manufacture  of  steel,  manganese  was  used  in  excess 
to  cover  up  bad  practice  and  bad  chemistry.  The  enemies  of  man- 
ganese call  it  a  **  cloak  for  sins,'*  but  they  also  want  a  little  in  steel; 
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Mr.  CuDDlag-  its  friends  might  as  consistently  call  it  a  poultice  for  evils,  but  at  the 
^^'  same  time  they  do  not  want  too  much. 

Manganese  makes  steel  l^rittle,  especially  when  quenched  or  hard- 
ened, but  tlie  upper  limit  in  this  specification  is  not  an  excess  for  the 
grade  of  steel  specified,  and  this  steel  is  to  be  annealed  and  not 
hardened.  The  lower  limit  is  needed  to  insure  the  qualities  which  it 
has  been  mentioned  that  manganese  imparts,  and  a  good  steel  maker 
working  under  this  specification  should  produce  a  steel  with  from 
0^b%  to  0.6%  of  manganese.  Steel  rails  which  are  a  much  harder  and 
a  much  poorer  kind  of  steel  than  this  specification  provides  for,  contain 
from  0.8^  to  1%  of  manganese.  Manganese  does  not  segregate,  and 
even  if  the  upper  limit  of  the  specification  is  reached,  it  will  not  exist 
in  any  greater  amount  in  any  portion  of  the  steel. 

The  crank-pin  steel  mentioned  by  Mr.  Metcalf  might  make  excellent 
bridge  pins  if  the  pins  were  forged,  annealed  and  worked  with  the 
same  care  as  crank  pins.  The  bridge  pin  steel,  however,  would  not 
do  for  crank  pins,  which  must  have  great  rigidity  to  keep  the  size 
within  bounds  and  to  resist  the  gpreat  bending  stress  due  to  their  being 
fixed  at  only  one  end;  resistance  to  abrasion  is  also  an  important 
quality  in  a  crank-pin. 

Whether  the  expense  of  boring  an  axial  hole  through  the  entire  lot 
of  pins  for  a  bridge  to  determine  their  solidity  is  warranted  or  not  is 
open  to  question.  The  piping  which  may  form  when  an  ingot  is  cast 
can  and  should  be  all  cut  away,  and  it  would  be  a  bad  case,  indeed,  in 
which  it  extended  more  than  one-third  the  way  through  an  ingot. 
Moreover,  these  pipes  or  the  bursts  due  to  bad  forging  or  segregated 
steel,  which  are  sometimes  mistaken  for  pipes,  are  not  necessarily  on 
the  axis. 

If  there  is  a  pipe  proper  in  a  pin  or  an  extensive  burst,  the  machine 
finishing  of  the  end  in  a  lathe  will  reveal  it.  If  a  burst  does  not  reach 
either  end  of  the  pin,  an  axial  hole  may  pass  within  less  than  a  quarter 
of  an  inch  of  it  without  revealing  it. 

The  following  revised  specification  for  bridge  pins  is  submitted  : 

Specification  fob  Bbidoe  Pins. 

1. — Bridge  pins  shall  be  made  of  open-hearth  steel. 

Note. — Open-hearth  steel  is  specified  on  account  of  its  known 
superiority  to  Bessemer. 

2. — ^If  made  of  acid  steel,  the  cast  analysis  shall  show  not  more 
than  0.06^  of  phosphorus,  nor  more  than  0.03%'  of  sulphur.  If  made 
of  basic  steel  the  cast  analysis  shall  show  not  more  than  0.03%  of 
phosphorus,  nor  more  than  0.03%  of  sulphur. 

Note. — Acid  and  basic  steel  are  placed  in  competition,  and  as  the 
basic  process  is  essentially  a  dephosphorizing  one,  the  lower  phos- 
phorus is  specified  in  order  that  there  may  be  competition;  and  if 


Digitized  by  VjOOQIC 


CORRESPONDENCE  ON  8TBBL  BRIDGE  PINS.  107 

basic  steel  is  used,  the  purchaser  may  have  the  benefit  of  the  lower  Mr.  Cunnlog- 
phosphorus.     The  phosphorus  and  sulphur  limits  for  both  steels  are    ^^' 
made  such  that  if  segregation  takes  place  and  is  not  discovered,  it  is 
not  likelv  to  be  dangerous. 

3. — The  manganese  for  either  steel  shall  not  be  less  than  0.5%,  nor 
more  than  0.65  per  cent. 

Note. — These  limits  are  higher  than  open-hearth  practice  for  plates 
and  angles.  The  pins  will  be  heated  several  times  during  manufacture, 
perhaps  unevenly  and  perhaps  very  hot,  and  these  limits,  which  are 
well  within  the  point  of  safety,  are  specified  in  order  that  the  pins  may 
stand  such  treatment  with  the  least  injury. 

4. — The  smallest  diameter  of  the  final  bloom  or  ingot  to  be  made 
into  pins  shall  be  at  least  60%  greater  than  the  diameter  of  the  pin. 

Note. — This  smallest  size  of  bloom  or  ingot  is  specified  in  order  to 
secure  not  less  than  a  certain  amount  of  work  in  finishing  the  pin. 

5. — Whether  rolled  or  forged  the  crop  ends  of  all  pins  shall  have  a 
convex  end. 

Note.— The  convex  end  for  crops  is  to  secure  sufficiently  heavy 
hammer  or  rolls  to  have  the  work  penetrate  the  entire  pin. 

6.— Forged  pins  shall  be  made  with  concave  dies  of  a  form  satis- 
factory to  the  engineer. 

Note. — Concave  dies  of  the  correct  form  are  least  likely  to  burst 
the  steel. 

7.  —  All  pins  shall  be  stamped  with  the  cast  number  of  the  steel 
from  which  they  are  made,  and  shall  be  numbered  consecutively  from 
the  bottom  of  the  ingot  to  the  top. 

Note. — The  consecutive  numbering  is  in  order  that  pins  may  be 
readily  selected  for  segregation  tests. 

8. — After  pins  have  been  manufactured  to  diameter  they  shall  be 
carefully  and  uniformly  heated  to  a  medium  orange  color  in  a  closed 
furnace  out  of  contact  with  the  fuel,  after  which  they  shall  be  buried 
in  warm  dry  sand  or  ashes  until  cool. 

Note.  —Pins  are  annealed  to  remove  any  initial  stress  that  may  be 
set  up,  and  to  give  them  a  uniform,  fine  structure. 

9. — Tests  cut  from  near  the  surface  of  annealed  pins  tod  of  a  sec- 
tional area  of  not  less  than  f  sq.  in.  shall  have  a  maximum  strength  of 
not  less  than  60  000  lbs.,  nor  more  than  70  000 lbs.  per  square  inch,  an 
elastic  limit  of  not  less  than  one- half  the  maximum  strength,  an  elon- 
gation in  8  ins.  of  not  less  than  20%,  and  a  reduction  of  area  at  fracture 
.  of  not  less  than  40  per  cent. 

Tests  cut  from  near  the  center  of  pins  shall  comply  with  the  above 
requirements,  except  that  a  fall  of  5  000  lbs.  in  maximum  strength,  and 
a  fall  of  5%  in  reduction  of  area  will  be  allowed. 

Note.  —This  grade  can  be  readily  made  in  acid  or  basic  steel.  The 
variation  between  the  surface  and  center  is  allowed  on  account  of 
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Mr.  Cunning-  the  natural  falling  oflf  in  physical  properties  as  the  latter  is  ap- 
proaohed. 

10. — The  fractures  of  all  tension  tests  shall  be  free  from  granulation. 

Note. — Granulation  indicates  poor  work,  poor  heating,  or  poor 
annealing. 

11. — Tests  cut  as  before  specified  shall  bend,  at  the  normal  tem- 
perature, 90^  around  a  diameter  equal  to  the  thickness  of  the  test,  and 
between  a  dark  red  and  a  light  yellow  heat,  180°  flat  on  themselves, 
all  without  rupture  on  the  outside  of  the  bent  portion. 

Note  — These  bends  are  a  protection  against  cold  and  hot  or  red 
short  steel. 

12.  -  Analyses  of  drillings  taken  from  near  the  surface  of  pins  shall 
not  exceed  the  limits  of  the  cast  analysis  by  more  than  10%,  and,  when 
taken  from  near  the  axis,  shall  not  exceed  said  limits  by  more  than  50 
per  cent. 

Note. — This  puts  a  safe  limit  on  the  allowable  segregation. 

13. — Tests  and  analyses  shall  be  made  on  such  pins  as  the  engineer 
shall  designate. 

Note. — Pins  being  numbered  consecutively  from  the  bottom  of  the 
ingot,  the  engineer  will  be  able  to  select  those  most  likely  to  contain 
segregation. 
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Pbesented  at  the  Annual  Convention,  1896. 


WITH  DISCUSSION. 

In  deyifling  plans  for  the  improyement  of  the  entrances  to  the  tidal 
harbors  of  the  United  States,  the  general  system  adopted  has  been  to 
confine  the  outflowing  and  inflowing  waters  between  parallel  or  oon- 
verging  jetties  so  located  and  arranged  as  to  direct  the  waters  upon  the 
bar  in  a  flxed  position.  Where  single  jetties  have  been  planned,  as  at 
the  mouth  of  the  Columbia  and  San  Diego,  it  has  been  because  the 
other  jetty  was  replaced  by  headland  or  permanent  shore.  The 
author's  experience  in  charge  of  the  improvement  of  a  number  of  har- 
bors on  the  Pacific  Coast  has  convinced  him  that  there  are  places  where 
the  double  jetties  are  unnecessary  and  where  a  single  jetty,  if  properly 
placed,  wiU,  in  conjunction  with  natural  tendencies,  compel  the  en- 
trance channel  to  adopt  a  fixed  and  permanent  location  and  practically 
accomplish  all  that  could  be  expected  of  two  jetties,  and  at  half,  and 
sometimes  less  than  half,  the  necessary  cost  of  a  pair. 
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Having  to  prepare  plans  for  the  improvement  of  the  entrance  to 
Grays  Harbor  in  the  State  of  Washington,  he  became  satisfied  from  a 
studv  of  the  situation,  the  currents,  the  tides,  the  volume  of  flowing 
water  and  the  channel  movements,  that  here  was  a  place  where  a  single 
jetty  was  applicable.  The  improvei^ent  of  the  harbor  was  so  planned, 
and  the  plan  is  presented  to  the  Society  in  this  paper,  with  the  facts 
afid  reasons  which  led  him  to  adopt  it. 

Oeneral  Description, — It  is  considered  a  matter  of  importance  if  in 
certain  places  it  is  reasonable  to  expect  to  effect  a  marked  and  per- 
manent improvement  in  a  harbor  entrance  by  a  single  jetty.  There 
are  places  where  improvement  is  greatly  needed,  where  the  cost  of 
double  jetties  would  be  prohibitoi-y,  but  which  could  well  stand  the 
expense  of  a  single  jetty.  It  is  a  satisfaction  in  making  a  plan  for  a 
single  jetty  to  know  that  if  it  be  unsuccessful,  it  will  form  an  essential 
part  of  a  system  of  double  jetties  or  other  combination  of  structures 
necessary  to  secure  the  requisite  control  of  the  flowing  waters. 

The  entrance  to  Grays  Harbor  from  the  Pacific  Ocean  lies  in  lati- 
tude 46^  55'  north,  being  45  miles  north  of  the  mouth  of  the  Columbia 
River. 

The  harbor  has  a  length  from  east  to  west  of  17  miles,  and  from 
north  to  south  a  maximum  breadth  of  14  miles.  There  are  a  number 
of  rivers  tributary  to  the  harbor,  the  principal  being  the  Chehalis, 
Satsop,  Wynooche,  Wishkah,  Hoquiam  and  Humptulips,  all  of  which 
come  from  the  east  and  north,  and  drain  one  of  the  richest  and  most 
magnificently  timbered  sections  of  the  State  of  Washington.  There 
are  two  main  channels  crossing  the  harbor  from  east  to  west,  of  which 
the  north  channel  is  the  principal  one  and  the  one  undergoing  im- 
provement at  its  upper  end.  A  large  part  of  the  harbor  is  occupied  by 
tide  flats,  bare  at  low  water.  The  total  tidal  area  of  the  harbor  is  96.8 
square  miles.  At  low  tide  the  area  covered  by  water  is  30.6  square 
miles,  or  less  than  one-third  of  the  total  area.  The  average  range  of 
the  tide  is  8.4  ft.,  with  a  maximum  range  of  12.9  ft.  The  low  area 
consists  of  a  number  of  channels  running  through  and  between  mud 
and  sand  flats.  The  banks  of  these  channels  are  quite  steep,  so  that 
the  water  does  not  begin  to  overflow  the  flats  until  it  has  risen  about  2 
ft.  above  mean  low  water.  At  about  5.2  ft.  above  mean  low  water,  the 
flats  are  completely  covered.  Between  this  stage  and  mean  high  water, 
there  is  no  considerable  increase  in  water  area. 
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From  the  data  available,  it  is  estimated  that  the  yolume  of  water 
displaced  during  a  mean  tide  of  8.4  ft.  is  16  000  000  000  on.  ft.  Assum- 
ing the  tide  to  run  out  for  six  hours,  this  gives  an  outflow  of  748  000 
en.  ft.  per  second.  The  volume  of  water  displaced  during  a  maximum 
tide  amounts  to  24  000  000  000  cu.  ft.,  which,  assuming  the  run-out  to 
last  six  hours,  makes  a  discharge  of  about  1 100  000  cu.  ft.  per  second. 

The  harbor  throat  lies  between  two  low,  sandy  peninsulas  termi- 
nating on  the  north  of  the  entrance  at  Point  Brown,  and  on  the  south 
at  Point  Hanson.  The  distance  between  high- water  lines  on  these  two 
points  is  12  500  ft.  The  survey  of  Grays  Harbor  entrance  was  made 
in  October,  1894.  The  results  of  the  survey  are  shown  on  the  accom- 
panying map,  Plate  IV,  upon  which  is  indicated  the  location  of  the 
jetty  proposed  for  the  improvement  of  the  harbor  entrance.  The 
soundings  on  the  map  are  in  feet,  and  are  referred  to  the  mean  of  the 
lower  low  waters. 

The  survey  shows  maximum  depths  of  100  ft.  in  the  harbor  throat. 
A  single  broad  waterway  extends  for  more  than  2  miles  from  the  har- 
bor throat  out  to  sea,  with  depths  gradually  diminishing  from  100  ft. 
to  30  ft.  Between  this  deep  waterway  and  the  open  sea  lies  the  usual 
bar,  convex  to  the  sea,  and  connected  with  the  spits  which  jut  out 
from  Points  Brown  and  Hanson.  The  spit  from  Point  Brown  is  the 
North  Spit,  and  that  from  Point  Hanson  is  South  or  Trustee  Spit. 
Across  this  bar  there  is  no  well-deflned,  decided,  permanent  channel. 
The  best  water  was  found  at  the  time  of  the  survey  to  be  in  a  line 
southwesterly  from  Buoy  No.  2.  This  was  the  channel  used  by  tugs 
and  boats  entering  the  harbor,  and  was  marked  by  a  mid-channel 
buoy.  The  survey  shows  that  fully  as  good  a  channel  existed  to  the 
east  of  this,  running  more  nearly  due  south.  There  is  also  shown 
nearly  as  good  a  channel  to  the  northwest,  and  also  a  fairly  good  one 
nearly  due  west. 

The  governing  depth  on  the  bar  in  the  south  and  southwest  chan- 
nels shown  was  13  ft.  at  mean  lower  low  water.  In  the  northwest 
channel  it  was  12  ft. 

The  general  average  distance  between  the  inner  and  outer  18-fi. 
curves  is  }  mile.  The  region  between  the  two  curves  was  found  to  be 
irregular,  with  lumps  and  depressions. 

On  the  north  of  the  entrance  the  extreme  limit  of  Point  Brown  is  a 
ribbon  of  sand  partially  encircling  the  main  higher  land,  and  separated 
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from  it  by  a  tidal  lagoon  called  Johns  Bay.  The  same  formation,  bnt 
less  marked,  exhibits  itself  on  the  soath.  Maps  of  the  entrance  made 
at  different  periods  show  marked  changes  in  the  formation  about  these 
limiting  points. 

There  seems  to  be  a  definite  cycle  of  changes  in  the  end  of  the 
north  spit  abreast  of  the  harbor  throat.  First,  there  is  an  island  near 
the  deep  water  shown  on  the  1862  map  as  Eld  Island,  see  Fig.  1.  This 
island  gradually  works  to  the  north,  and  finally  attaches  itself  to  and 
encircles  Point  Brown,  as  shown  on  the  1891  map,  Fig.  2.  This  ribbon 
gradually  wears  away,  as  shown  on  the  1894  map,  and,  as  this  proceeds, 
the  island  begins  to  form  near  the  deep  channel  toward  Point  Hanson. 
This  island  is  now  in  progress  of  formation,  although  it  was  not  pos- 
sible at  the  time  of  the  recent  survey  to  get  any  definite  soundings  on 
it,  to  show  it  in  detail.  It  is,  however,  indicated  in  position  on  the 
map. 

The  changes  about  Point  Hanson  are  less  in  extent  than  those 
about  Point  Brown.  The  1862  map  shows  an  extension  of  the  Point 
Hanson  sands  farther  to  the  north  than  they  appear  at  any  subsequent 
period.  * 

Deep  water  in  the  harbor  throat  lies  next  to  Point  Hanson,  and 
occupies  about  one-third  of  the  width  between  it  and  Point  Brown. 
The  other  two-thirds  is  occupied  by  the  changeable  sandspit  above 
described,  which  is  partly  bare  at  extreme  low  tide.  In  the  harbor 
throal^  the  flowing  waters  have  gouged  a  deep  hole.  The  greatest 
depth  found  at  the  time  of  the  survey  was  100  ft.,  but  depths  as  g^reat 
as  106  ft.  are  shown  on  some  of  the  Coast  Survey  charts. 

A  cross-section  of  the  harbor  throat  is  shown  in  Fig.  3,  and  upon 
the  same  sketch  are  shown  the  longitudinal  profiles  along  the  entrance 
channels  and  the  longitudinal  profile  of  the  proposed  jetty. 

The  cross-sectional  areas  of  the  channel  between  Points  Brown  and 

Hanson  are  as  follows: 

Square  feet. 

At  mean  high  tide 293  760 

At  mean  tide  • 245  960 

At  mean  low  tide 200  560 

This  would  give,  in  an  ordinary  tide,  an  average  velocity  through 
the  harbor  throat  of  3.04  ft.  per  second,  or  about  2  miles  per  hour. 
In  a  maximum  tide  this  average  velocity  would  be  increased  to  4.47  ft. 
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per  seoond,  or  abont  3  miles  per  hour,  with  extreme  yelocitieB  of  6  to 
7  miles  per  hour. 

Points  Brown  and  Hanson  are  the  terminations  of  low  peninsulas 
which  separate  Grays  Harbor  from  the  ocean.  The  Point  Brown 
peninsula  is  abont  7  miles  long,  and  the  Point  Hanson  peninsula  abont 
4  miles  long.  Both  average  1  mile  in  width  and  both  are  covered 
with  a  dense  jnngle  of  timber  to  within  about  1^  miles  of  their 
extreme  ends. 

In  front  of  the  entrance  to  Grays  Harbor  the  100-fathom  curve  lies 
32^  statute  miles  from  the  general  shore  line.  The  10-fathom  curve 
lies  4^  statute  miles  in  front  of  the  general  shore  line.  This  gives  a 
general  slope  to  the  ocean  bed  in  front  of  the  harbor  of  3.2  fothoms  or 
19.2  ft.  per  statute  mile.  The  10-fathom  curve  lies  but  about  3  000  ft. 
in  front  of  the  outer  3-fathom  curve  of  the  bar.  This  gives  a  very 
steep  slope  in  front  of  the  bar  of  1.4  ft.  in  100  ft.,  a  slope  which  is  very 
conducive  to  the  success  of  the  plan  of  improvement  proposed,  as  the 
bar  will  not  be  readily  formed  in  advance  of  its  present  position  after 
a  deep  channel  is  scoured  across  it. 

The  Grays  Harbor  bar  projects  beyond  the  general  coast  line  in  a 
crescent  shape,  as  is  well  shown  on  Coast  Survey  charts  Nos.  6  100 
and  6  400.  The  material  of  the  bar  is  fine  gray  sand.  Directly  op- 
posite the  entrance  the  outer  3-fathom  curve  is  4  miles  beyond  the 
middle  of  the  harbor  throat.  The  general  distance  between  the  inner 
and  outer  3-fathom  curves  varies  greatly,  but  it  may  be  said  to  be  ap- 
proximately i  mile  in  the  vicinity  of  the  bar  channel. 

The  best  bar  channel  varies  in  depth  from  12  to  20  ft.,  and'in  direc- 
tion from  nearly  south  to  northwest.  As  nearly  as  can  be  ascertained 
there  is  a  great  cyclic  change  in  the  principal  bar  channel,  occurring 
in  about  35  to  40  years,  and  a  lesser  one  occurring  at  short  and  irreg^ar 
intervals.  The  greater  movement  seems  to  follow  or  be  coexistent  with 
the  building  up  and  movement  of  the  sand  island  off  the  southern  end 
of  Point  Brown.  When  the  island  is  well  formed,  the  best  entrance 
channel  is  to  the  northwest ;  and  as  the  island  travels  north,  the  channel 
travels  south. 

The  entrance  channel  is  at  its  best  when  leading  out  to  the  south- 
west. From  this  position  it  swings  gpradually  around  to  the  south, 
until  it  reaches  a  direction  that  is  nearly  due  south.  As  this  move- 
ment takes  place  the  channel  becomes  deeper,  but  narrow  and  crooked, 
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and  immediately  following  this  it  breaks  out  to  the  west  and  com- 
mences to  swing  aronnd  to  the  southward  again.  The  smaller  move- 
ment, from  west  around  to  south,  occurs  many  times  more  than  the 
greater  from  northwest  around  to  south.  This  constant,  gradual 
movement  of  the  channel  from  north  to  south  has  an  important 
bearing  upon  the  plan  of  improvement  recommended.  It  is  this 
movement  or  tendency  which  it  is  believed  will  make  a  single  jetty 
interposed  in  its  way  effective  in  maintaining  a  permanent  deep  bar 
channel. 

During  the  winter,  when  the  southwest  storms  prevail,  the  water 
is  deeper  in  the  entrance  bar  channel  than  during  the  summer.  ThiB 
is  attributed  to  the  heavy  freshets  more  than  counteracting  the  effects 
of  the  storm  to  close  the  bar.  The  bar  channel  closes  to  some  extent 
during  the  summer,  when  the  milder  northwest  winds  prevail,  during 
which  time  the  sands  of  the  higher  spits  and  beaches  are  dry,  and  the 
ebb  and  flow  of  the  tide  is  small,  and  there  are  no  freshets. 

Littoral  Current, — ^In  the  vicinity  of  Grays  Harbor  there  is  a  littoral 
current,  the  general  resultant  of  which  tends  to  the  north.  This  geri'^ 
eral  current  to  the  northward  is  ordinarily  considered  as  the  eddy 
caused  by  the  southward  flowing  Japanese  Gulf  Stream.  It  is  noticed 
all  along  the  coaat  and  has  received  the  name  of  the  Davidson  Inshore 
Eddy  Current.  While  the  resultant  littoral  current  is  to  the  north,  it 
ordinarily  follows  the  direction  of  the  prevailing  winds  in  the  imme- 
diate vicinity  of  the  land,  moving  to  the  south  in  summer  and  to  the 
north  during  winter.  In  intensity  it  is  said  to  reach  as  high  as  2} 
miles  per  hour  either  way. 

Surveys.— There  have  been  five  surveys  of  the  Grays  Harbor  en- 
trance made,  covering  a  period  of  32  years.  Three  were  made  by  the 
Coast  Survey  in  1862,  1883  and  1891,  and  two  by  the  United  States 
Engineer  Department,  1881  and  1894. 

Charts  of  the  surveys  of  1862  and  1891  are  given  in  Figs.  1  and  2. 
The  survey  of  1894  is  shown  on  a  larger  scale  in  Plate  IV.  The 
bar  and  bar  channel  shown  on  the  charts  of  1891  and  1894  are  similar, 
and  unlike  those  shown  on  the  1862  chart. 

In  1862  the  bar  channel  was  to  the  northwest  of  the  harbor  throat; 
in  all  the  others  it  is  to  the  southwest.  The  complete  charts  of  1891 
and  1894  show  the  bar  to  be  in  a  lumpy  condition.  The  survey  of  1862 
shows  but  one  channel,  that  leading  to  the  northwest.     It  is  quite  pos- 
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Bible,  and  in  the  author's  opinion  very  probable,  that  a  good  channel 
existed  also  to  the  southwest,  although  not  shown  on  the  ohart  The 
surrey  was  made  in  a  sailing  brig,  and  the  soundings  were  apparently 
confined  almost  entirely  to  the  waterway  leading  out  to  the  northwest, 
which  was  probably  the  best  known  channel  at  the  time.  No  sound- 
ings are  shown  to  the  south  and  southwest. 

There  is  another  condition  bearing  upon  the  question  of  improve- 
ment which  is  not  fully  shown  on  the  charts.  This  is  the  existence  of 
a  channel  leading  to  the  south  around  and  close  in  to  Point  Hanson. 
This  is  indicated  on  the  map  of  1862,  and  slightly  on  the  map  of  1881, 
and  was  obserred,  but  not  suryeyed,  in  1894.  It  is  marked  on  the  map 
as  Canoe  Channel  from  the  fact  that  it  is  used  by  fishermen  and  others 
going  in  and  out  in  small  boats,  in  good  weather,  when  the  sea  is 
smooth. 

Plan  of  ImprovemeHi, — The  plan  proposed  for  the  improvement  of 
the  entrance  to  Grays  Harbor  is  based  upon  the  theory  of  controlling 
the  ebbing  and  flooding  waters  to  a  sufficient  extent  to  concentrate 
and  direct  upon  the  bar  in  a  fixed  location  a  much  greater  portion  of 
these  waters  than  would  naturally  go  there,  thereby  scouring  a  channel 
across  the  bar  of  depth  ample  for  all  purposes  of  navigation  and  per- 
manent in  position. 

The  large  tidal  volume  and  discharge  from  Orays  Harbor  furnish 
the  means,  if  properly  directed,  to  secure  a  bar  channel  of  satisfactory 
depth.  The  ordinary  mean  tidal  discharge  is  estimated  at  748  000  cu. 
ft.  per  second.  Its  tremendous  scouring  effect  is  shown  at  the  harbor 
throat,  where,  as  long  as  the  harbor  has  been  known,  depths  of  100  ft. 
have  been  maintained. 

It  is  recognized  that  in  order  to  produce  a  satisfactory  channel  it 
is  necessary  to  add  to  a  natural  channel  but  a  limited  proportion  of  the 
ebbing  and  flooding  waters  now  going  elsewhere,  provided  these  waters 
can  be  kept  flowing  there  permanently.  In  other  words,  it  is  by  no 
means  necessary,  as  it  is  not  desirable,  to  direct  all  the  ebbing  and 
flooding  waters  into  a  single  narrow  bar  channel.  It  is  also  recog- 
nized that  the  safety  of  any  controlling  works  demands  that  but  a 
small  proportion  of  the  flowing  waters  be  fully  controlled  by  artificial 
means. 

Based  upon  the  ordinarily  accepted  theories  of  harbor  improve- 
ment, as  shown  by  the  plans  adopted  for  various  places  in  the  United 
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StftieB,  the  plan  for  Grajs  Harbor  would  be  to  confine  the  outflowing 
and  inflowing  waters  between  two  jetties  more  or  less  parallel  and 
covraesing  upon  the  bar  at  a  sni&oient  distance  apart  to  concentrate 
and  direct  the  waters  in  a  single  bar  channel.  Recent  experiences  and 
consideration  of  the  subject  convince  the  author,  however,  that  at 
Ghrays  Harbor  this  ordinary  plan  can  be  deviated  from,  and  that  one 
jetty,  if  properly  located,  wiU  accomplish  results  fully  as  good  as 
two,  at  a  vastly  less  cost,  and  without  any  undue  or  destructive  strain 
upon  the  structure  from  the  developed  currents. 

At  Ooos  Bay,  Ore.,  the  one  jetty  that  has  been  built  has  caused  a 
bar  channel  to  be  developed  and  maintained  fully  equal  to  that  which 
it  was  hoped  to  accomplish  with  two  jetties.  There  the  jetty  has  been 
interposed  against  the  slow,  constant  movement  of  the  bar  channel  to 
the  northward.  The  plan  proposed  for  Grays  Harbor  is  based  largely 
upon  the  results  obtained  and  studies  made  at  Coos  Bay.  At  the 
mouth  of  the  Columbia  the  single  jetty  has  been  eminently  successfuL 
Here  there  is  a  rocky  headland  on  the  north,  and  the  situation  is  ap- 
parently quite  difl'erent.  In  reality,  however,  it  is  much  more  similar 
than  it  appears  at  first  sight,  for  the  limiting  of  the  waters  to  the  north 
of  the  bar  channel  is  due,  not  to  the  Cai>e  I>isappointment  headland, 
but  to  Peacock  Spit  and  its  tailing  sands.  There  are  many  points  of 
resemblance  in  the  Grays  Harbor  problem  to  that  at  the  Columbia 
River. 

The  plan  proposed  for  the  improvement  of  Grays  Harbor  entrance 
consists  of  a  single  high-tide,  rubblestone  jetty,  founded  on  Point 
Hanson,  and  directed  out  to  sea  in  a  direction  nearly  due  west. 

The  receiving  wharf  is  located  on  the  south  channel  inside  the 
harbor  suificiently  far  to  enable  stone  scows,  etc. ,  to  be  unloaded  in 
safety.  The  jetty  tramway  approach  thence  extends  nearly  due  west 
7  300  ft.  across  the  head  of  Point  Hanson.  The  jetty  commencing  at 
the  high-tide  line  also  extends  nearly  due  west  10  900  ft.  along  the 
South  or  Trustee  Spit  at  a  distance  of  about  1  000  ft.  from  its  outer 
steep  slope,  cutting  off  the  inner  or  Canoe  Channel.  Leaving  Trustee 
Spit,  it  curves  to  the  southwest  for  7  dOO  ft.,  reaching  the  crest  of  the 
bar  at  about  the  present  location  of  the  mid-channel  bar  buoy.  Here 
it  stops. 

With  this  location,  the  water  flowing  to  the  southward  through  the 
inside  coast  channel  over  Trustee  Spit,  and  beyond  this  to  the  end  of 
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the  jetty,  would  be  stopped  from  flowing  in  its  present  direction,  and 
compelled  to  go  in  and  out  to  the  north  of  the  jetty.  It  is  believed 
that  these  deflected  waters,  added  to  the  natural  waters  of  the  desired 
channel  location,  will  give  an  improved  bar  channel,  sufficient  for  all 
purposes  of  navigation. 

With  the  jetty  in  this  location,  the  slow  cyclic  movement  of  the 
bar  channel  would  be  stopped  when  the  latter  reaches  its  best  and 
most  satisfactory  position,  and  it  is  believed  that  the  jetty  would 
maintain  it  in  this  position.  The  jetty  would  prevent  the  channel 
from  moving  toward  the  south,  and  there  would  be  no  occasion  for  it 
to  break  out  to  the  west  or  northwest. 

It  is  this  interposition  against  the  gpradual  movement  of  the  channel 
that  has  made  the  Coos  Bay  and  Columbia  Biver  jetties  so  suocessf  uL 
The  same  conditions  which  at  Coos  Bay  have  rendered  the  north  jetty 
effective  in  maintaining  a  deep  and  permanent  channel  over  the  bar 
exist  at  Grays  Harbor,  but  are  reversed.  At  Coos  Bay  the  bar  channel 
habitually  broke  out  to  the  west  and  gradually  worked  around  to  the 
north,  getting  finally  into  an  awkward  trough  channel  nearly  parallel 
with  the  coast.  The  jetty  as  built  is  interposed  in  the  way  of  this 
gradual  channel  movement  to  the  northward,  and  it  is  to  this  fact 
that  its  good  results  in  giving  a  permanent  location  to  the  bar  channel 
are  attributed. 

At  Grays  Harbor  the  bar  channel  habitually  breaks  out  to  the  west 
and  gradually  works  around  to  the  south,  getting  finally  into  an  awk- 
ward trough  channel  nearly  parallel  with  the  coast.  The  proposed 
jetty  is  located  to  interpose  itself  in  the  way  of  this  gradual  channel 
movement  to  the  southward  with  the  hope  and  belief  that  the  same 
resultant  action  which  has  been  found  at  Coos  Bay  will  be  found  at 
Chrays  Harbor,  with  the  outcome  of  giving  a  deep,  permanent,  well- 
directed  bar  channel. 

The  situation  at  Grays  Harbor  in  regard  to  exposure,  latitude,  bar 
changes,  and  volume  of  tide  water  is  much  more  analogous  to  that  at 
the  mouth  of  the  Columbia  River  than  it  is  to  that  at  Coos  Bay.  It  is 
in  fact  very  similar  to  the  Columbia.  At  the  Columbia  a  single  south 
jetty  has  been  projected  and  constructed,  and  is  eminently  successful  in 
giving  a  deep  channel  in  a  permanent  location,  and  this  notwithstand- 
ing the  fact  that  the  entrance  between  the  end  of  the  jetty  and  Cape 
Disappointment  is  over  3  miles  in  width. 
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The  expoeed  end  of  the  jetty  proposed  for  Qrajs  Harbor  would  be 
nearly  head  on  to  the  worst  storms,  those  from  the  southwest,  an  im- 
portant point  in  maintaining  its  stability.  The  slightly  curved  direc- 
tion given  to  the  jetty  trace,  convex  to  the  channel,  will  give  the 
channel  whatever  advantage  there  is  due  to  the  tendency  of  tidal 
flows  to  follow  a  convex  cnrve.  The  channel  will  also  have  the 
direction  and  location  most  convenient  and  desirable  for  the  com- 
meroe  oentering  in  the  harbor. 

It  was  suggested  by  one  in  authority  that  the  system  of  double 
jetties  should  be  adhered  to,  the  jetties  being  built  about  6  000  ft. 
apart,  protected  by  groins  500  ft.  or  more  in  length,  leaving  a  dear 
waterway  about  4  500  ft.  wide.  This  suggestion  was  carefully  consid- 
ered, but  for  the  reasons  here  given  was  not  adopted. 

Nowhere  on  the  Pacific  Coast,  nor  on  the  Atlantic  Coast,  nor,  so  far 
as  the  author  is  aware,  in  the  world,  has  the  attempt  been  made  to 
control  between  parallel  jetties  a  tidal  flow  of  anywhere  near  the  mag- 
nitude of  that  at  Grays  Harbor,  and  the  author  would  view  with  great 
apprehension  the  attempt  to  build  the  jetties  to  so  control  the  tidal  flow. 
With  an  average  tidal  flow  and  the  rivers  tributary  to  the  bay  in  their 
ordinary  condition  there  would  be,  in  a  channel  4  500  ft.  wide  and  an 
average  of  30  ft.  deep  at  low  tide,  a  mean  tidal  velocity  of  4.9  ft.  per 
second,  or  3.3  miles  i>er  hour.  In  this  case  the  maximum  velocity 
would  be  about  6  miles  per  hour.  With  a  maximum  tidal  run-out  in 
such  a  channel  there  would  be  a  mean  tidal  velocity  of  7.2  ft.  per 
second,  or  4.9  miles  per  hour,  and  a  maximum  velocity  of  about  9 
miles  per  hour.  This  is  without  taking  into  consideration  the  rivers 
tributary  to  the  bay,  which  would  add  considerably  to  the  volume  and 
velocity  of  the  current  if  they  were  in  a  freshet  stage. 

Such  velocities  as  these  are,  in  the  author's  opinion,  incompatible 
with  safety  when  they  result  from  the  artificial  contraction  of  a  water- 
way by  comparatively  frail  structures  built  upon  shifting  sands  and 
expoeed  to  the  wave  action  on  a  very  stormy  coast.  It  must  be  ad- 
mitted that  such  a  great  volume  of  water  as  that  of  Grays  Harbor, 
moving  with  the  stated  velocities  and  aided  by  wind  and  waves,  is  a 
tremendous  power  and  liable  to  play  havoc  with  any  works  exposed  to 
its  fuU  force.  This  is  to  be  avoided,  if  possible,  and  it  is  with  this 
end  in  view  that  it  is  proposed  to  control  as  small  a  portion  of  the 
flowing  waters  as  possible  consistent  with  attaining  the  desired  end. 
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At  the  harbor  throat  or  gorge  the  croBs-seotional  area  of  the  water- 
way at  mid-tide  is  245  960  ft.,  and  here  depths  of  100  ft.  are  regularly 
maintained.  With  a  width  of  4  500  ft,  this  same  oross-seotional  area 
oonld  only  be  obtained  by  an  average  depth  throughout  of  54  ft  It 
oonld,  therefore,  naturally  be  expected  that  between  the  jetties  si^aoed 
as  indicated,  there  would  be  depths  exceeding 60  ft.,  which  depth  con- 
fined in  the  immediate  vicinity  of  a  rubble  stone  jetty  founded  on  sand 
would  be  very  threatening,  even  though  the  jetty  were  guarded  by 
long  and  exi>ensive  groins. 

At  only  two  points  on  the  Pacific  Coast  have  systems  of  parallel  jet- 
ties controlling  the  tidal  expense  in  one  concentrated  stream  been  prac- 
tically completed — at  Wilmington  and  at  Yaquina.  At  Wilmington 
the  tidal  flow  is  only  one-one  hundred  and  twentieth  of  that  at  Ctrays 
Harbor,  and  at  Yaquina  only  one-twentieth  of  that  at  Orays  Harbor. 

The  author's  experience  is  such  as  to  convince  him  that  it  would 
probably  be  found  impossible  to  build  a  second  jetty  at  Orays  Harbor 
within  6  000  ft.  of  a  first  one  by  the  ordinary  method  which  has  been 
and  is  being  used  on  this  coast.  As  this  second  jetty  would  be  bmlt 
out,  the  currents  would  scour  a  channel  in  front  of  it  until  the  depths 
would  become  too  great  for  the  construction  of  a  pile  and  timber 
tramway.  As  the  seas  in  the  locality  are  too  rough  to  permit  of  the 
construction  of  the  jetty  from  floating  plant,  there  would  be  the  neces* 
sity  of  devising  new  methods  of  construction,  which  would  surely  be 
far  more  expensive  than  those  ordinarily  used. 

As  indicative  of  the  unusual  magnitude  of  the  work  of  improving 
Ghrays  Harbor  by  a  system  of  parallel  jetties  in  the  manner  suggested, 
a  table  i»  given  on  page  123  showing  the  mean  range  of  the  tide,  the 
tidal  area,  the  mean  tidaV  discharge,  and  distance  apart  of  the  pro- 
posed jetties  for  Grays  Harbor  and  other  harbors  of  the  United  States, 
where  jetties  have  been  or  are  being  constructed,  concerning  which 
the  author  has  been  able  to  get  information. 

On  the  direct  line  from  Point  Brown  to  Point  Hanson,  the  line  upon 
which  the  greatest  depth  is  found,  the  midtide  section  has  an  area  of 
246  000  sq.  ft.  The  maximum  depth  on  this  line  is  about  100  ft.,  a 
depth  entirely  inadmissible  in  the  vicinity  of  jetties  imless  the  jetties 
be  protected  by  very  long  and  costly  groins. 

If  a  system  of  double  jetties  were  adopted  it  would  be  necessary  to 
provide  a  minimum  waterway  between  them  fully  equal  to  246  000 
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8q.  ft  Aflsimimg  an  average  midiide  depth  of  20 ft.,  this  wotdd  require 
that  the  jetties  shonld  be  spaced  fnllj  2  miles  apart,  if  built  to 
high  tide. 

If  this  width  were  narrowed  there  would  be  a  tendency  to  danger- 
ous undermining  of  the  jetties,  which  would  increase  as  the  width 
diminished.  Within  this  necessary  width  of  2  miles  there  would  un- 
doubtedly develop  one  or  more  channels  of  much  greater  depth  than 
20  ft.  at  midtide.  Such  a  channel  might  occupy  any  position  between 
the  jetties,  and,  on  leaving  their  concentrating  influence,  would  have 


LoeaUty. 

Mean 
<7SSe. 

Tidal 
arw^ 

Mean  tidal 
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«t                             <4 
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Highttde  Jettiea. 
Low.tlde  jettiea. 

High-tMejettiee. 

High-tlde  jettiea. 

St  John'aBlTer 

Sabine  Paai 

He  wbttrf  port . ........ 

•ToOathahnet. 

almost  as  great  latitude  in  choosing  its  direction  as  would  be  the  case 
of  a  channel  with  but  a  single  jetty  as  directrix.  It  is  therefore 
believed  that  it  is  unnecessary  to  provide  a  north  jetty  or  make 
provision  or  estimate  for  any  other  construction  than  the  south 
jetty. 

It  is  proposed  that  the  jetty  shall  extend  to  the  ordinary  crest 
of  the  bar  in  its  present  location.  This  would  give  a  total  length  for 
the  structure  of  25  500  ft.  from  the  receiving  wharf  to  the  en^.  The 
jetty  proposed  is  a  rubble  mound  founded  on  a  brush  mattress,  the 
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whole  built  from  a  pile  and  timber  tramway  extending  from  the  shore, 
the  enrockment  to  be  brought  well  above  high  tide* 
The  estimated  cost  of  the  work  is  as  follows  : 

Plant  inolnding  wharf,  engines,  derrick,  locomotiyes, 

cars,  machine  shop  tools,  building,  stone  barges, 

lumber  and  brush  barges,  etc $158  955 

Tramway,  25  500  ft.  long 102  590 

Mattress  foundation,  made  of  small  spruce  trees  laid 

diagonally 61  900 

Enrockment.  Bock  brought[from  the  Columbia  River, 

441 100  tons  at  $1. 07 471  977 

Groins.     Five,  each  200  ft.  long 40  940 

Shore  protection 15  000 

Eng^eering,  superintendence,  office  expenses,  etc., 

5  per  cent 42  318 

$888  680 
Contingencies,  accidents,   delays,    repairs,    care   of 

property,  etc. ,  about  12J  per  cent Ill  320 

«1  000  000 


The  cost  of  the  double  jetty  system  applied  to  Grays  Harbor,  as 
suggested,  would  be  about  $2  500  000.  Owing  to  difficulties  that  might 
be  encountered  in  building  the  second  jetty,  and  the  possible  neces- 
sity of  greatly  strengthening  both  jetties,  it  might  be  even  more  than 
this. 

It  is  not  to  be  denied  or  contended  that  when  the  single  jetty  is 
completed  it  may  be  found  essential  to  its  success  to  put  in  some 
shore  protection  or  other  minor  works,  to  develop  and  render  stable 
the  best  condition  of  the  North  Spit,  but  the  expense  of  such  works 
would  be  slight. 
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DISCUSSION. 


G.  F.  AiiiiABDT,  Esq. — In  the  year  1890  the  speaker  was  called  upon  Mr.  Allardt. 
by  the  Hawaiian  goyemment  to  devise  a  plan  for  deepening  the  bar 
off  HonolxQn  Harbor.  The  bar  is  aboat  1}  miles  from  shore,  with  a 
depth  of  20  ft.  on  its  orest  at  low  tide,  and  consists  of  a  deposit  of 
coral  sand,  intermixed  with  scattering  masses  of  coral  more  or  less 
compacted  or  cemented.  Across  this  bar  it  was  proposed  to  excavate 
a  straight  channel  200  ft.  in  width  to  a  depth  of  30  ft.  at  low  tide. 
The  distance  from  the  80-ft.  depth  on  the  harbor  side  to  the  80-ft. 
depth  on  the  ocean  side  was  1  200  ft.,  and  the  necessary  excavation 
amounted  to  about  70  000  cu.  yds.  In  his  report  the  speaker  recom- 
mended that  the  excavation  be  made  by  means  of  a  hydraulic  dredge, 
and  that  the  excavated  material  be  utilized  in  reclaiming  some  shallow 
mud  flats  belonging  to  the  government,  and  distant  about  three- 
fourths  of  a  mile  from  the  bar.  Owing  to  the  scarcity  of  competing 
contractors  on  the  islands,  it  was  suggested  that  the  government 
acquire  its  own  dredging  plant,  that  the  actual  work  of  dredging  be 
let  out  by  the  cubic  yard,  and  that  the  plant  be  subsequently  used  by 
the  government  in  deepening  and  extending  the  inner  harbor.  The 
recommendations  were  substantially  adopted,  and  the  legislature 
made  an  appropriation  of  8200  000  for  the  improvement. 

A  contract  was  entered  into  for  a  first-class  hydraulic  dredge  with 
all  the  necessary  pipes,  floats,  etc. ,  for  handling  and  transporting  the 
material.  All  machinery  and  iron  work  were  made  in  San  Francisco 
and  then  shipped  to  Honolulu,  where  they  were  fitted  to  the  wooden 
hull  constructed  there,  it  having  been  considered  hazardous  to  tow  the 
completed  machine  across  the  ocean.  The  cost  to  the  government  of 
the  dredging  plant  complete  was  $77  300. 

Ck>nsiderable  delay  in  beginning  the  work  was  occasioned  by  rough 
weather,  and  when  the  work  was  commenced  the  contractors  found  it 
necessary,  on  account  of  the  wave  motion  of  the  sea,  to  abandon  the 
use  of  the  revolving  cutter  and  the  spud  mooring.  A  cast-iron  mouth- 
piece was  therefore  substituted  for  the  cutter,  and  connected  with  the 
suction  pipe  by  a  flexible  pipe,  and  with  this  contrivance  it  was  found 
that  the  coral  sand  could  be  drawn  in  to  the  full  capacity  of  the  pipe 
with  no  other  means  of  loosening  it  than  that  furnished  by  the  current 
of  water  sucked  in  by  the  pump.  The  spud  mooring,  which  is  used 
to  such  advantage  in  smooth  water,  was  replaced  by  anchor  moorings, 
with  which  it  was  difficult  to  keep  the  dredge  exactly  in  the  desired 
position,  and  the  result  was  that  the  bottom  of  the  cut  presented  a 
succession  of  hummocks  and  pits.  The  contractors,  however,  faith- 
fully expended  much  time  and  money  in  removing  and  leveling  off 
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Bir.  Allardt*  the  hummooks,  so  that  upon  the  acceptance  of  the  work  the  depth  of 
water  at  no  point  was  less  than  that  required  bj  the  contract.  On 
June  Ist,  1898,  the  excavation  was  completed  and  the  bar  opened  to 
commerce.  In  the  language  of  the  Minister  of  the  Interior,  ''it  was 
an  improYcment  that  opened  our  inner  harbor  and  wharf  facilities  to 
steamers  of  the  largest  class  touching  here  from  China,  Japan, 
Australia,  San  Francisco,  and  British  Columbia.*' 

No  perceptible  filling  has  since  taken  place  in  the  dredged  channel, 
the  scouring  action  of  the  ebb  tide,  though  yerj  feeble  at  Honolulu, 
being  evidently  sufficient  to  prevent  any  considerable  deposits.  Since 
the  bar  has  been  completed,  the  government  has  utilized  the  dredg- 
ing plant  with  excellent  results  in  deepening  and  extending  the  inner 
harbor. 

In  view  of  the  experience  above  set  forth,  the  question  may  well 
arise  whether  the  method  adopted  at  Honolulu  may  not  be  applied  ad- 
vantageously to  removing  the  bar  at  Grays  Harbor.  The  relative 
situation  in  both  places  is  mtich  the  same.  At  Honolulu  there  is  a  bar 
of  coral  sand,  at  Grays  Harbor  a  bar  of  ''  fine  gray  sand,"  both  bars 
being  located  in  the  open  sea  far  from  shore,  and  both  exposed  to  the 
full  sweep  of  the  Pacific  Ocean. 

From  careful  measurements  on  the  author's  chart  it  is  possible  to 
make  a  fairly  close  estimate  of  the  amount  of  excavation  required  to 
obtain  a  given  width  and  depth  of  channel.  Let  it  be  assumed,  for 
example,  that  a  depth  of  24  ft.  at  low  tide  is  desired.  This  would  give 
a  depth  of  32.4  ft.  at  average  high  tide  and  a  depth  of  36.9  ft.  at  the 
maximum  high  tide,  far  better  water  than  is  found  in  New  York  Har- 
bor. Assume  further,  a  bottom  width  of  200  ft.,  with  side  slopes  of 
two  horizontal  to  one  vertical,  then  the  total  excavation  would  amount 
to  186  000  ou.  yds.  The  cost  of  hydraulic  dredging  on  the  Pacific 
coast  in  comparatively  still  water  ranges  from  12  to  16  cents  per  cubic 
yard.  On  the  Honolulu  bar  the  cost  ran  up  to  70  cents,  but  this  price 
included  the  work  of  making  the  necessary  walls  and  levees  to  retain 
the  material  on  the  land  that  was  reclaimed.  At  Grays  Harbor,  how- 
ever, there  are  no  reclaimable  areas  within  a  practicable  distance; 
probably  the  cheapest  dumping  ground  would  be  the  bottom  of  the 
sea  outside  of  the  bar,  say,  at  a  depth  of  50  ft.  This  would  require 
about  4  000  ft.  of  piping,  which  should  be  submerged  in  order  to  be 
beyond  the  action  of  the  waves.  Under  these  conditions,  and  consid- 
ering the  lively  competition  in  dredging  work  on  this  coast,  the  cost 
per  cubic  yard  should  not  exceed  50  cents;  but  even  at  the  high 
price  of  70  cents  per  cubic  yard  the  entire  cost  of  deepening  the  bar 
and  making  Grays  Harbor  accessible  to  the  largest  ships  would 
amount  only  to  $130  200. 

The  author  estimates  the  cost  of  a  single  jetty  at  $1  000  000,  and 
while  he  believes  that  one  jetty  will  answer  the  purpose,  he  admits 


Digitized  by  VjOOQIC 


DISCUSSION  ON  SINGLE  JSTTT  HABBOR  IXPBOYBMBNT.    127 

that  a  double  jetty  may,  after  all,  be  required  to  produce  the  desired  Mr.  AUardt. 
result.  He  puts  the  oost  of  a  double  jetty  at  $2  600  000,  or  nearly 
twenty  times  the  cost  of  excayating  a  channel  by  the  dredging  process. 
It  may  be  contended  that  a  dredged  channel  would  be  liable  to  silt  up 
in  the  course  of  time,  but  this  is  an  extremely  remote  and  improbable 
contingency.  A  comparison  of  the  charts  of  1862  and  1894  (82  years) 
shows  no  material  change  in  the  depth  over  the  bar,  the  minimum 
depth  being  9  ft.  at  low  tide  on  both  charts.  Grays  Harbor  bar,  like 
other  bars  in  tidal  waters,  was  formed  by  the  action  of  opposite  forces 
from  within  and  without,  which,  in  the  course  of  time,  finally  reached 
an  equilibrium  and  resulted  in  the  present  permanent  condition  of  the 
bar.  If  this  condition  be  disturbed  by  artificial  deepening,  the  same 
forces  would  tend  to  restore  that  equilibrium;  but  this  action,  judging 
from  the  immobility  of  the  bottom  during  the  past  82  years,  and  prob- 
ably much  longer,  would  undoubtedly  be  extremely  slow,  and  many 
years  must  elapse  before  any  considerable  filling  would  take  place. 

It  seems  evident,  moreover,  that  when  a  channel  is  once  cut  through 
the  bar,  the  main  current  of  the  outflowing  water  will  naturally  seek 
the  deeper  channel,  just  as  the  most  rapid  current  in  rivers  invariably 
follows  the  lowest  depressions,  and  instead  of  silting  up  the  channel, 
would  have  a  tendency  to  scour  it  still  deeper.  However  that  may  be, 
the  great  difference  of  cost  in  favor  of  dredging  as  compared  with  the 
jetty  system  certainly  warrants  a  more  thorough  study  of  the  problem 
before  the  United  States  government  commences  active  operations  at 
Grays  Harbor. 

G.  H.  Mendbll,  M.  Am.  Soc.  C.  E. — The  natural  conditions  of  tidal  Ool.  Mendell. 
expense,  exposure,  prevalence  of  sand,  slope  of  sea  floor  and  meteorol- 
ogy are  much  the  same  at  Ghrays  Harbor  as  at  the  Columbia  River 
entrance.  The  successful  treatment  of  the  latter  leads  one  to  expect 
favorable  results  from  the  application  of  the  same  principles  to  the  de- 
velopment of  the  former. 

The  Columbia  River  entrance  before  and  after  improvement  is 
illustrated  in  Figs.  4  and  5*.  A  single  wide,  deep  and  commodious 
channel,  a  very  larg^  accumulation  of  sand  on  Clatsop  Spit  and  a 
a  redistribution  of  sand  deposits,  interior  and  exterior,  are  the  main 
changes  to  attract  attention.  There  have  usually  been  two  or  more 
ship  channels  over  the  bar,  varying  considerably  in  position  and 
depth.  Clatsop  Spit^has  at  times,  in  a  state  of  nature,  been  bare 
at  low  water  over  a  great  part  of  its  area  and  considerable  portions 
have  stood  several  feet  above  the  low-tide  plane.  Contemporaneously 
a  bar  entrance  of  satisfactory  dimensions  was  developed,  succeeded  by 
indifferent  channels  when  the  shoals  were  much  lowered  or  their  con- 
tinuity much  broken.     Clatsop  Spit  was  for  the  time  a  jetty,  but  as 

•  Two  more  ehartt  of  the  Oolnmbia  BItw  entnuice  wore  printed  in  IVafuactfofw.  Vol. 
zzTlii,  Flele  xz. 
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CoL  MendelL 


Fig.  4. 
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Ool.  MendeU.  sand  yields  to  the  slightest  influence  of  wave  or  current,  the  Spit  is 
variable  in  plan  and  eleyatic^,  and  cannot  of  itself  steadily  fulfil  the 
functions  of  a  jetty.  The  sands  on  the  north  side,  including  Peacock 
Spit,  have  always  been  variable,  but  the  rocky  promontory  of  the  Cape 
has  given  sufficient  constancy  to  form  a  good  northern  bank  equivalent 
to  a  jetty. 

The  stone  line  or  jetty  extends  over  Clatsop  Spit  seaward  for 
nearly  5  miles.  The  specific  purpose  of  this  work  is  to  give  perma- 
nency to  Clatsop  Spit,  holding  it  at  as  high  a  level  as  possible.  The 
Spit  also  gives  protection  to  the  jetty  on  the  weather  side.  But  for  the 
sand  here  accumulated  the  so-called  jetty  could  hardly  be  held  above 
low  water,  for  it  is  necessarily  built  of  country  rock,  of  maxima  weights 
of  7  or  8  tons,  affording  insufficient  resistance  to  sea  waves.  At  the 
western  end  the  work  has  been  flattened  by  waves  to  about  low-water 
level,  although  built  more  than  once  to  high  water.  The  shore  end  for 
about  3  miles  is  held  above  high-tide  level,  gradually  falling  to  mid- 
tide  level.  Generally  described,  the  work  is  held  as  high  as  practicable 
under  the  exposure  and  with  the  available  sizes  of  stone.  While  the 
line  is  fairly  protected  on  the  weather  side  by  the  shoals  which  it  im- 
pounds, it  needs  special  protection  on  the  channel  side  against  the 
ebbing  current  and  against  racing  and  enfilading  waves  from  the  sea. 
Being  for  the  most  part  founded  in  shoal  water  and  upon  sand,  the 
work  is  at  the  mercy  of  an  undermining  current  or  wave.  It  is 
therefore  necessary  to  break  up  racing  waves  and  to  divert  currents. 
As  these  sources  of  disturbance  develop  power  to  injure  in  deep 
water,  it  is  necessary  to  keep  deep  water  at  a  distance.  Protection  on 
the 'inside  is  provided  by  groins,  which  are  also  lines  of  stone  work. 
The  proper  groin  lengths  depend  upon,  and  are  multiplies  by  a  safe 
factor  of,  the  difference  in  depth  of  the  foundations  and  of  the  ad- 
jacent channel. 

The  jetty,  to  fulfil  its  functions  best,  must  be  tight,  with  no  larg^ 
interstices  through  which  water  and  sand  may  circulate.  It  must 
therefore  be  made  in  g^eat  part  of  small  stones,  at  least  sufficient  in 
quantity  and  varied  sizes  to  reduce  the  dimensions  of  interstices  to  a 
minimum. 

The  dynamic  principle  of  a  work  of  this  kind  is  that,  to  as  great 
an  extent  as  possible,  the  effiuent  tide  shall  be  carried  as  a  unit  in  a 
deep,  direct  channel,  extended  under  control  as  far  seaward  as  prac- 
ticable. This  principle  may  be  applied  with  equal  ease  and  safety  to 
all  volumes  of  tidal  prism,  howsoever  great. 

The  stone  lines  are  to  be  placed  at  a  safe  distance  from  the  deep 
adjacent  channel,  and  are  to  be  guarded  by  groins  of  sufficient  length: 
The  channel  which  conveys  the  tidal  effiux  ought  to  be  proportioned 
in  width  so  as  to  maintain  a  low-water  depth  at  least  twice  that  ex- 
pected to  result  at  the  bar.     The  deeper  and  more  concentrated  and 
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more  direct  is  this  current,  the  longer  after  control  is  released  will  its  OoL  MendelL 
stored  energy  remain  and  the  better  ought  to  be  its  expected  action 
upon  the  bar.  According  to  the  view  here  taken,  the  spacing  or  dis- 
tance between  the  stone  lines  plajs  no  necessary  part  in  securing  the 
best  results  upon  the  bar.  The  great  requirement  is  that  the  lines 
shall  be  protected,  either  by  sand  deposits  or  groins  or  by  both.  A 
slight  conyexity  in  alignment  toward  the  channel  side  is  aJso  a  safe- 
guard against  undermining,  either  by  waves  or  by  currents. 

Whether  the  bar  be  due  merely  or  mainly  to  littoral  sand  move- 
ment, or  whether  it  be  due  to  deposits  made  by  waves,  or,  as  obtains 
upon  the  Pacific  Ck)ast,  to  both  causes,  the  best  chance  of  counteract- 
ing these  hostile  influences  seems  to  lie  in  a  concentration  of  the  force 
which  makes  for  depth.  An  adequate  tidal  prism  duly  controlled  for 
a  conserving  force,  an  abundance  of  sand  for  protection  of  the  slight 
construction  in  country  rock,  and  a  fair  slope  in  the  sea  floor,  are  main 
conditions  which  may  be  said  to  ensure  success  upon  the  Pacific 
Coast. 

A  single  jetty  cannot,  in  the  general  case,  be  said  to  fulfil  the  first 
condition.  At  most  it  does  a  partial  service.  It  is  good  as  far  as  it 
goes.  It  limits  the  azimuth  of  variation  in  channel  alignment,  but 
does  not  determine  a  single  channel. 

The  conditions  of  the  Pacific  Coast  are  not  favorable  for  success  by 
dredging  alone.  The  constant  heave  of  the  sea,  the  frequency  of 
gales,  the  distance  of  the  bar  from  shore,  the  continuous  shifting  of 
sand  requiring  steady  excavation  and  the  impossibility  of  ensuring  it, 
seem  to  rule  out  dredging  as  a  sole  means  of  bar  improvement,  unless 
in  exceptional  instances. 
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CORRESPONDENCE. 


CBpt.  Abbot  r.  V.  Abbot,  M.  Am.  Soo.  C.  E.— The  valuable  paper  on  the  Grays 
Harbor  project  brings  ont  very  forcibly  what  the  writer  believes  to 
be  the  sine  qua  tu>n  of  any  saocessfnl  improvement  of  a  harbor  en- 
trance obstmcted  by  a  shifting  sand  bar,  viz.,  interfere  with  existing 
conditions  just  enough  to  produce  the  desired  local  effect,  but  not 
enough  to  produce  such  extensive  changes  as  to  introduce  new  and 
unknown  factors  into  the  indeterminate  equations  between  the  forces 
tending  to  close  up,  and  those  tending  to  deepen  and  enlarge,  the 
entrance.  The  bar  itself  is  the  resultant  effect  of  all  the  forces  acting 
on  the  movable  sands  of  which  it  is  composed.  An  attempt  to  oppose 
violently  any  of  these  forces  will  develop  in  the  most  convincing 
manner  the  vast  potential  stored  in  moving  water.  The  attempt 
should  be  to  concentrate  and  assist  those  forces  which  are  favorable, 
and  at  the  same  time  to  oppose  slightly  those  which  tend  to  close  the 
entrance. 

Under  the  latter  head  the  author  does  not  mention  one  which  has 
to  receive  most  Careful  study  on  the  South  Atlantic  Coast.  This  is  a 
general  drift  of  material  along  the  coast.  At  a  number  of  entrances 
on  this  coast,  the  drift  is  so  enormous  that  a  single  jetty  such  as  he 
proposes  would  be  foredoomed  to  failure.  On  the  Pacific  Coast  the 
material  composing  the  shores  appears  to  shift  locally  sometimes  one 
way  and  sometimes  in  the  opposite  direction.  Under  such  conditions 
there  appears  to  be  good  reason  to  hope  for  a  successftd  single  jetty 
project. 

The  principal  opposing  forces  are  the  flood  tide  and  waves;  the 
aiding  force  is  the  ebb  tide,  including  the  fresh  water  derived  from 
the  rivers  discharging  into  the  bay.  The  g^eat  difficulty  is  to  modify 
the  balance  between  these  forces  by  a  single  jetty  so  that  the  ebb  may 
overcome  the  combined  energy  of  the  flood  and  wave  action  to  such 
limited  extent  as  to  produce  the  desired  local  deepening  without 
altering  the  general  regimen  of  the  entrance. 

The  position  and  form  assigned  the  south  jetty  being  unquestion- 
ably the  result  of  prolonged  expert  study  of  many  facts  and  much 
data  that  could  not  be  compressed  into  the  narrow  limits  of  a  Society 
paper,  it  would  be  simply  arrogant  assumption  to  discuss  it  in  detail, 
but  it  may  be  well  to  consider  some  points  about  it  in  a  general  way. 
The  further  the  trace  or  g^round  plan  is  moved  to  the  north,  the 
greater  the  effect  produced  on  the  bar  will  be,  and  also  the  greater  will 
be  the  danger  of  scour  too  near  the  structure.  The  form  of  jetty  convex 
to  the  ebb  is  the  exact  reverse  of  that  successfully  used  at  Swine- 
munde.     It  is  well  adapted  to  securing  immunity  from  scour,  but  to 
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determine  the  degree  of  curyature  demands  engineering  ability  of  the  Oapt  Abbot, 
highest  order.  Too  great  a  radius  of  carvatxire  fails  to  protect 
against  the  formation  of  a  channel  too  close  to  the  structure;  too 
small  a  radius  enfeebles  the  effect  at  the  very  point,  at  the  bar  itself, 
where  the  maximum  effect  is  needed.  The  southward  shifting  of  the 
natural  channel  is  the  measure  of  the  resultant  force  to  be  opposed, 
and  the  jetty  must  be  strong  enough  in  cross-section  and  trace  to 
withstand  this  force  successfully.  The  less  the  radius  of  currature, 
the  less  the  cross-section  required  to  meet  this  attack,  but  the  action 
of  heavy  waves  may  be  increased  if  the  curvature  is  too  sharp. 

The  further  south  the  whole  jetty  is  placed,  the  less  is  the  danger 
of  undermining,  but  also  the  effect  is  less  on  the  bar.  The  cost  is 
greatly  affected  by  the  depth  in  which  the  jetty  is  built,  so  that  the 
configuration  of  the  present  bottom  must  be  considered  in  addition  to 
aU  the  other  factors  that  enter  into  the  study.  In  a  case  of  this  kind 
mathematics  must,  as  in  many  other  cases  of  engineering  study,  be 
well  subordinated  to  hard,  practical  common  sense. 

Lswis  M.  Hauft,  M.  Am.  Soc.  C.  E. — The  improvement  of  each  Mr.  Hanpt. 
harbor  entrance  is  an  independent  problem,  and  the  success  or  failure 
of  the  work  must  depend  upon  local  agencies,  yet  there  are  certain 
general,  fundamental  conditions  which  must  be  complied  with  before 
success  can  be  attained.  The  chief  of  these  is  the  resultant  direction 
of  the  littoral  drift.  On  this  point  the  paper  seems  to  be  somewhat 
ambiguous.     It  reads: 

<' As  the  island  travels  north,  the  channel  travels  south.  The  en- 
trance channel  is  at  its  best  when  leading  out  to  the  southwest.  From 
this  position  it  swings  gradually  around  to  the  south,  until  it  reaches 
a  direction  that  is  nearlv  due  south.  As  this  movement  takes  place 
the  channel  becomes  deeper,  but  narrow  and  crooked,  and  imme- 
diately following  this  it  breaks  out  to  the  west  and  commences  to 
swing  around  to  the  southward  again.  ♦  *  *  It  is  this  movement  or 
tendency  which  it  is  believed  will  make  a  single  jetty  interposed  in  its 
way  effective  in  maintaining  a  permanent  deep  bar  channel." 

If  the  channel  movements  are  as  stated  in  this  quotation,  then  the 
prevailing  littoral  drift  must  be  in  the  same  direction,  and  the  pro- 
posed jetty  will  be  on  the  wrong  side  to  interpose  an  effective  resistance 
to  the  forces  forming  the  bar.  Experience  in  jetty  construction  on  the 
Gulf  Coast  leaves  no  doubt  as  to  the  injury  and  expense  resulting  from 
the  improper  conduct  of  such  work.  In  one  case,  a  bar  was  pushed 
out  to  sea  at  least  2  miles,  adding  4  miles  to  the  length  of  jetties  to  be 
bmlt,  merely  because  the  littoral  drift  was  not  arrested  on  the  near 
side  of  the  channel.     In  short,  the  wrong  jetty  was  built  first. 

At  the  mouth  of  the  Columbia  Kiver  the  original  design  contem- 
plated two  jetties,  as  did  the  plan  for  Coos  Bay,  but  the  fortunate 
construction  of  the  first  jetty  on  the  proper  side  of  the  entrance  inter- 
cepted the  littoral  drift,  conserved  the  energy  of  the  ebb  over  the  bar, 
and  produced  the  required  depth,  rendering  a  second  jetty  unneces- 
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Mr.  Huapt.  sary.  Concerning  the  littoral  current  at  Grays  Harbor  the  author 
states:  "There  is  a  littoral  current,  the  general  resultant  of  which 
tends  to  the  north.  *  *  *  Its  intensity  is  as  high  as  2(  miles  per 
hour  either  way/*  and  its  direction  in  the  immediate  vicinity  of  the 
land  veers  with  the  wind.  While  the  draught  current  should  be  north- 
erly from  Cape  Mendocino  along  this  part  of  the  coast,  the  southerly 
drift  of  bars  enclosing  the  channels  is  a  warning  to  look  for  some  local 
eddy  disturbance  at  this  point,  else  the  jetty  will  fail  of  its  purpose 
and  the  experience  on  the  Gulf  will  be  repeated. 

The  writer's  experience  leads  him  to  the  conclusion  that  even  the 
single  jetty  may  be  made  much  more  effective  by  building  it  detached 
and  concave  to  the  ebb  stream,  so  as  to  develop  the  centrifugal  force 
of  the  currents  locally  over  the  crest  of  the  bu:.  The  laying  of  the 
foundations  of  the  jetty  at  Aransas  Pass,  where  there  is  a  mean  tide  of 
only  14  ins.,  and  the  placing  of  a  small  portion  of  the  superstructure 
produced  phenomenal  results.  Here  the  usual  order  of  procedure  was 
reversed,  and  the  work  was  commenced,  as  directed,  on  the  outer  slope 
of  the  bar  to  prevent  any  seaward  movement  and  induce  an  immediate 
scour.  The  anticipated  effects  were  more  than  realized.  The  report 
of  the  resident  engineer,  William  Dunbar  Jenkins,  M.  Am.  Soc.  C.  £., 
showed  that  within  a  few  months  after  the  first  mattress  was  laid,  the 
outer  and  inner  slopes  were  reduced  and  the  crest  lowered  more  than 
8  ft.,  while  the  distance  between  the  outer  and  inner  contours  was 
reduced  nearly  one-half. 

What  is  needed  in  such  improvements  is  a  local  treatment  by  a  re- 
action breakwater  extending  across  the  crest  of  the  bar  on  the  side  of 
the  channel  whence  comes  the  littoral  drift,  so  as  to  intercept  it.  This 
breakwater  should  have  sufficient  development  shoreward  to  control 
enough  of  the  ebb  energy  to  cut  a  channel  of  the  requisite  depth  with- 
out impeding  the  entrance  of  the  tidal  volume.  Twin  jetties,  suffi- 
ciently close  to  act  together,  and  running  out  from  a  harbor  entrance 
where  the  tidal  movement  is  as  great  as  at  Grays  Harbor,  would  not 
only  injure  the  inner  channels,  but  would  soon  be  destroyed  unless  a 
large  sum  was  spent  annually  for  their  maintenance. 

Aithough  the  jetty  at  the  mouth  of  the  Columbia  Kiver  has  accom- 
plished more  than  was  anticipated,  it  by  no  means  follows  that  a 
similar  jetty,  similarly  placed  at  Grays  Harbor,  will  produce  the  same 
effect,  because  of  the  different  conditions.  Sufficient  data  are  not  given 
in  the  paper  to  permit  of  a  definite  solution  of  the  problem,  yet  the 
writer  believes  that  the  author  will  be  able,  with  the  material  accessible 
to  him,  to  secure  much  better  results  at  less  than  half  the  cost  by  em- 
ploying a  single  jetty,  placed  correctly,  rather  than  twin  jetties.  The 
writer's  purpose  in  this  communication  is  to  call  attention  to  the  dan- 
ger and  disappointment  which  may  result  from  placing  the  structure 
on  the  wrong  side  of  the  proposed  channel. 
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T.  W.  Stmons,  M.  Am.  Soc.  C.  £. — Naturally  the  first  question  if%).  Bymons. 
that  would  arise  in  the  mind  of  an  engineer  called  upon  to  devise  a 
plan  for  deepening  the  entrance  to  a  harbor  would  be:  **  Can  it  be 
done  bj  dredging?"  Mr.  Allardt's  experience  causes  him  to  ask  this 
question.  To  the  engineers  who  have  been  engaged  on  the  North 
Pacific  Coast  the  method  of  improving  a  harbor  entrance  opening  di- 
rectly upon  the  ocean  by  dredging  through  the  bar  is  now  never 
seriously  considered.  No  time  is  wasted  upon  it,  as  it  early  becomes 
evident  to  every  student  and  observer  that  such  a  method  is  entirely 
impracticable.  The  sands  move  so  freely  and  in  such  enormous  vol- 
umes, under  the  influence  of  the  frequent  and  terrific  storms  to  which 
the  region  is  subject,  that  no  reliance  can  be  placed  upon  any  channel 
which  is  unable,  with  the  existing  forces,  to  maintain  itself  against  all 
existing  forces,  and  if  necessary  to  renew  itself.  If  it  is  conceived  that 
at  Grays  Harbor  a  channel  be  dredged  such  as  Mr.  Allardt  proposes,  it 
is  practically  certain  that  the  first  severe  storm  would  wipe  it  out  of 
existence.  Good  natural  channels  across  the  bar  have  existed  at  many 
times,  but  they  change  in  location  and  entirely  disappear  with  re- 
markable rapidity.  If  these  natural  channels  are  not  maintained,  how 
could  permanency  be  expected  in  an  artificial  channel  200  ft.  or  800 
ft  wide?  Mr.  Allardt *8  proposed  method  of  cutting  a  channel  is  im- 
practicable. No  dredge  with  anchor  moorings  could  live  and  work 
upon  Grays  Harbor  bar,  even  in  the  mildest  weather,  for  more  than  a 
few  hours  at  a  time,  and  for  a  very  few  days  in  a  year. 

The  only  possible  way  of  dredging  on  the  bar  would  be  by  the  use 
of  self-contained,  sea-going,  hydraulic  dredges  like  those  used  on  the 
New  York  bar,  one  of  which  is  in  use  on  the  Columbia  River  for  re- 
moving bars  from  the  inner  river.  Even  this  could  work  only  with 
great  difficulty  and  risk,  and  for  but  a  small  part  of  the  time. 

If  Mr.  Allardt  were  familiar  with  local  conditions,  he  would  come 
to  the  conclusion  of  all  other  local  engineers,  which,  as  expressed  by 
Col.  Mendell,  is  that  **the  conditions  of  the  Pacific  Coast  are  not 
favorable  for  success  by  dredging  alone,"  and  this  is  particularly  true 
along  the  northern  part  of  the  Pacific  Coast  of  this  country,  where 
storms  of  great  violence  are  of  frequent  occurrence  and  where  the  sea 
is  almost  always  rough,  the  sand  movements  great,  and  the  channels 
change  in  location  with  great  rapidity  and  over  wide  areas. 

The  testimony  of  eng^eers  is  conclusive  as  to  the  existence  of  a 
well-defined  littoral  sand  drift  along  the  Atlantic  and  Gulf  Coasts, 
which  is  permanent  in  direction,  and  which,  of  course,  is  a  factor  of 
prime  importance  in  any  scheme  of  improvement.  On  the  North- 
west Pacific  Coast  there  is  no  such  defined  drift.  The  great  sand 
movements  are  not  due  to  a  permanent  littoral  drift  or  current,  as  this 
is  generally  understood,  but  are  due  to  local  causes  and  to  ever- 
changing  winds  and  currents,  which  effect  a  distribution  and  redis- 
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Mi^j.  871110110.  tribution  of  the  sands  existent  about  the  harbor  entrance  and  brought 
down  by  the  tributary  rivers. 

The  littoral  current  in  front  of  Grays  Harbor,  as  stated  in  the 
paper,  runs  both  ways  with  varying  intensity,  and  any  work  planned 
with  the  sole  object  in  view  of  arresting  littoral  drift  would  be  out  of 
place  there. 

Prof.  Haupt  is  in  error  in  stating  that  the  original  plan  for  the 
improvement  of  the  Columbia  River  contemplated  two  jetties.  It 
only  contemplated  one,  and  estimates  were  made  for  but  one,  for  the 
jetty  which  has  been  built.  At  Coos  Bay  two  jetties  were  planned 
and  estimated  for.  The  first  one  built  has  been  successful  in  develop- 
ing and  maintaining  a  bar  channel  fully  equal  to  that  which  was  hoped 
for  from  the  two  jetties.  Even  in  the  case  of  the  work  at  Coos  Bay 
the  selection  of  the  north  jetty,  as  the  first  to  be  built,  was  not  the 
mere  fortuitous  circumstance  which  Mr.  Haupt  infers  it  to  have  been. 
It  was  decided  upon,  after  a  careful  consideration  of  all  the  prevailing 
physical  phenomena,  as  the  one  which  would  do  the  most  good, 
especially  after  it  had  been  pushed  out  far  enough  to  interpose  an 
efTective  barrier  to  the  constant  northerly  trend  or  movement  of  the 
entrance  channel  across  the  bar.  Prof.  Haupt  is  again  in  error  in  say- 
ing that  '*the  jetty  at  the  mouth  of  the  Columbia  River  has  accom- 
plished more  than  was  anticipated.''  The  engineers  who  designed  this 
work  fully  expected  it  to  accomplish  all  that  it  has  accomplished. 

The  action  and  function  of  these  jetties  is  more  complex  than 
simply  to  arrest  the  littoral  drift.  This,  in  fact,  is  but  a  secondary 
function  of  either  of  the  jetties  ;  the  primary  function  being  to  act  as 
a  directrix  to  the  ebbing  waters.  Together  with  the  natural  tenden- 
cies of  the  channel  to  move  in  a  certain  direction,  each  develops  a  chan- 
nel in  a  particular  location  and  keeps  it  there. 

In  planning  jetties  for  the  improvement  of  a  harbor  on  the  North- 
west Pacific  Coast,  and  particularly  in  planning  a  single  jetty,  the 
trend  and  changes  in  the  ebbing  and  flowing  currents  are  factors  of 
far  more  importance  than  the  littoral  drift,  which  Prof.  Haupt  seems 
to  consider  as  of  prime  and  sole  importance. 

The  method  of  construction  adopted  at  Aransas  Pass  would  be  in- 
applicable and  impossible  at  Grays  Harbor.  The  water  is  too  rough 
to  permit  the  construction  of  jetties  from  floating  plant,  as  done  along 
the  Atlantic  and  Gulf  coasts.  One  of  the  reasons  for  placing  the  jetty 
convex  to  the  channel  was  to  guard  it  against  the  very  centrifugal 
forces  of  the  currents  which  Prof.  Haupt  would  develop.  It  is  essen- 
tial to  the  safety  of  a  jetty  built  as  this  is  planned,  in  a  comparatively 
frail  manner  on  a  shifting,  sandy  foundation,  to  keep  it  as  far  away 
from  the  developed  channel  as  possible.  As  the  author  endeavored  to 
make  clear,  the  volume  of  tidal  flow  at  Grays  Harbor  is  so  great  that 
but  a  small  portion  need  be  controlled  in  order  to  secure  a  channel 
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over  the  bar  of  ample  depth.    Bales  that  woxild  hold  good  in  a  place  MmJ.  Symons. 
like  Aransas  Pass  with  a  mean  tide  of  14  ins.  might,  and  in  some 
instances  nndonbtedlj  wonld,  be  disastrous,  if  applied  at  a  place  like 
Qtbjb  Harbor,  with  a  mean  range  of  tide  of  8.4  ft.,  and  a  tidal  dis- 
charge many  times  that  at  Aransas  Pass. 

Prof.  Haupt  further  says:  "Sufficient  data  are  not  given  in  the 
paper  to  permit  of  a  definite  solution  of  the  problem.  **  The  answer  to 
such  a  criticism  is,  of  course,  sufficient  data  are  not  given  for  a  defi- 
nite solution,  and  it  would  be  impossible  to  give  sufficient  data  to 
enable  an  engineer  3  000  miles  away  and  unfamiliar  with  local  condi- 
tions to  solve  the  problem  correctly.  No  engineer  of  high  standing, 
familiar  with  such  works,  would  dream  of  definitely  solving  the  prob- 
lem without  visiting  the  locality  and  becoming  familiar  with  condi- 
tions which  cannot  all  be  described  or  depicted. 

Col.  Mendell  summarizes  in  a  very  clear  manner  the  great  princi- 
ples underlying  the  methods  of  harbor  improvement  on  the  Pacific 
coast.  The  author  does  not  disagree  with  anything  he  says,  but  goes 
little  further  than  he  does.  In  regard  to  a  single  jetty,  he  says:  *'  A 
single  jetty  cannot,  in  the  general  case,  be  said  to  fulfil  the  first  condi- 
tion "  (control  of  a  tidal  prism  for  a  conserving  force).  **  At  most,  it 
does  a  partial  service.  It  is  good  as  far  as  it  goes.  It  limits  the 
azimuth  of  variation  in  channel  alignment,  but  does  not  determine  a 
single  channel."  This  is  undoubtedly  true,  but  there  may  be  in  addi- 
tion to  a  single  jetty  natural  forces  acting  with  unvarying  regularity, 
which  in  connection  with  a  single  jetty,  determine,  develop  and  main- 
tain a  suitable  and  sufficient  channel.  This  is  the  case  at  Columbia 
River  and  at  Coos  Bay,  and  the  author  believes  that  it  will  be  found 
to  be  the  case  at  Orays  Harbor.  Why,  then,  should  the  invariable  rule 
be  adopted  of  providing  double  jetties,  when  nature  has  provided  a 
substitute  for  one  of  them?  The  author's  contention  is  that  works 
should  be  planned  so  as  to  take  advantage  of  the  natural  tendencies 
of  the  channels,  so  that,  if  possible,  the  desired  results  can  be  accom- 
plished with  one  jetty.  The  way  is  always  open  to  supplement  this 
afterward  with  another  jetty,  if  a  more  complete  conservation  of  the 
tidal  forces  is  necessary. 

Captain  Abbot,  in  his  opening  paragpraph,  states  clearly  the  funda- 
mental principle  which  must  govern  in  any  successful  attempt  to  con- 
trol such  gigantic  forces  as  those  existing  at  the  entrance  to  Grays 
Harbor,  viz. :  *'  Interfere  with  existing  conditions  just  enough  to  pro- 
duce the  desired  local  efiect,  but  not  enough  to  produce  such  exten- 
sive changes  as  to  introduce  new  and  unknown  factors  into  the  inde- 
terminate equations  between  the  forces  tending  to  close  up  and  those 
tending  to  deepen  and  enlarge  the  entrance.  ** 

The  points  mentioned  by  Captain  Abbot,  as  well  as  many  others, 
were  considered  in  the  location  of  the  jetty.    Captain  Abbot  says  <<  the 
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M%).  BymoDs.  cost  is  greatly  affected  bj  the  depth  in  which  the  jett j  is  built,  so  that 
the  configuration  of  the  present  bottom  must  be  considered  in  addition 
to  all  other  factors  that  enter  into  the  study."  While  this  is  true  to  a 
limited  degree,  it  is  in  reality  not  as  important  as  it  appears  to  be.  It 
is  found  in  practice  that  as  soon  as  the  jetty  is  pretty  well  out,  that 
the  sand  scours  away  from  its  front,  making  a  cross  channel  of  ap- 
proximately the  same  depth  as  the  deepest  water  near  it.  The  con- 
struction starts  at  the  bottom  of  this  cross  channel.  This  scour  can 
be  regelated  to  a  certain  extent  by  the  order  of  the  work,  but  it  is 
generally  considered  best  to  let  it  take  place  to  a  considerable  degree 
in  order  to  put  the  foundation  of  the  jetty  at  a  reasonably  safe  depth. 
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SOME  GENERAL  NOTES  ON  OCEAN  WAVES  AND 
WAVE    FORCE.* 


By  Thbodobb  Coopeb,  M.  Am.  Soo.  C.  E. 
Pbbsentkd  May  20th,  1896. 


WITH  DISCUSSION. 

A  wave  in  a  general  sense  has  been  defin^  as  a  state  of  disturbance 
propagated  from  one  part  of  a  medium  to  another.  Through  the 
oscillatory  action  of  the  particles  of  the  medium,  the  energy  due  to  a 
disturbance  is  transferred  from  one  point  to  another.  There  is  not, 
necessarily,  a  transfer  of  matter  through  the  action  of  a  wave,  though 
in  some  cases  the  wave  displaces,  usually  to  a  small  amount  only,  the 
medium  through  which  it  passes.  Currents,  on  the  other  hand,  imply 
the  passage  of  matter  associated  with  energy. 

Waves  may  be  free  or  forced.     A  free  wave  is  one  which  is  no 
longer  acted  upon  by  the  disturbing  influence,  either  through  the  ces- 
sation of  the  disturbance  or  through  the  wave  having  outrun  the 
sphere  of  disturbance.    A  forced  wave  is  one  upon  which  the  disturb 
ing  influence  continues  to  act  so  as  to  modify  its  propagation. 

*  A  large  portion  of  the  foUowlns  article  baa  been  collated  firom  Tarions  sooroes  at  dlf. 
fBrent  tlmea,  and  Is  not  claimed  by  the  author  as  original. 
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Thus,  while  a  gale  is  blowing  the  character  of  the  water  wave  is  con- 
tinually being  modified  ;  beyond  the  immediate  influence  of  a  gale,  or 
after  it  subsides,  regularly  oscillating  waves  or  rollers  are  obtained, 
for  the  long  ones  not  only  outstrip  the  shorter  ones,  but  are  less 
speedily  worn  down  by  fluid  friction. 

The  ocean  tide  is  mainly  a  forced  wave,  depending  on  the  continued 
action  of  the  moon  and  sun.  The  tidal  wave  in  an  estuary  or  river  is 
practically  free,  being  almost  independent  of  moon  and  sun,  and  de- 
pending mainly  upon  the  configuration  of  the  channel  and  the  tidal 
disturbance  at  the  mouth. 

In  the  Thames,  the  mean  range  of  the  tide  at  Sheemees  is  about  18 
ft. ;  at  Deptford,  about  17;  at  London  Bridge,  about  15;  and  from  this 
point  it  diminishes  gradually  to  the  weir  at  Teddington  where  it  is 
2  ft. 

At  the  entrance  of  Bristol  Channel  the  whole  rise  at  spring  tides  is 
about  18  ft. ;  at  Swansea,  about  30  ft.,  and  at  Chepston,  about  60  ft. 

At  the  entrance  of  the  Bay  of  Fundy,  the  currents  are  very  rapid, 
but  the  range  is  only  about  8  ft. ;  at  the  head  of  the  bay,  where  it 
branches  into  two  shoal  arms,  the  range  of  the  tide  sometimes  amounts 
to  60  to  70  ft. 

At  Cherbourg,  it  is  only  15  ft.,  but  at  St  Malo  it  rises  nearly  to 
40  ft. 

The  most  usual  division  of  free  waves  is  into  long  waves,  oscillatory 
waves  and  ripples.  The  first  two  classes  run  by  gravity  and  the  third 
mainly  by  surface  tension.  Long  waves,  or  waves  in  water  that  is 
very  shallow,  compared  with  the  length  of  the  wave,  are  due  to  dis- 
turbances which  extend  to  the  full  depth  of  the  water.  Oscillatory 
waves  are  due  to  disturbances  confined  to  the  upper  layers  of  the  water, 
which  die  away  with  great  rapidity  in  successive  layers  below. 

Mr.  Scott  Bussell  called  the  long  wave  a  '*  wave  of  translation,*'  in 
contradistinction  to  a  **  wave  of  oscillation."  Under  waves  of  transla- 
tion he  included  the  tidal  wave,  bores,*  ordinary  ground  swell  and  waves 

*  Airy  nyi:  **  We  belieye  the  following  description  of  the  canra  and  tppeanmce  of  the 
bore  will  be  found  correct.  It  is  necessary  for  its  formstion  thst  there  be  s  Terr  Urge  tide 
rising  with  great  rspidity  (thnsst  Newnhsm,  where  the  wmter  rises  18  ft.  in  an  hoar  and  a 
half,  the  bore  is  considerable).  It  is  necessary  also  that  the  channel  of  the  riyer  be  bordered 
with  a  great  extent  of  flat  sands  near  to  the  leyel  of  low  water.  These  ciroamstances  hold  in 
the  SeTem,  the  Seine,  the  Amaion,  the  bays  at  the  head  of  the  Bay  of  Pundy  (Ohignecto  Bay 
and  Bay  of  Mines),  and  other  places  where  the  bore  is  remarkable.  When  the  rise  of  the  tide 
begins,  the  sarfkce  of  the  water  is  disturbed  in  mid- channel,  bnt  the  water  is  not  broken,  it 
is  merely  a  common  wave.  Bat  as  this  rapid  rise  elerates  the  surface  suddenly  abOTC  the 
leyel  of  the  flat  sands  the  water  immediately  rashes  over  them  with  great  Telocity  and  a 
broken  troni,  making  a  great  noise.  This  is  the  whole  of  the  bore;  it  is,  however,  ami^estic 
phenomenon." 
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of  oscillation  when  thej  reached  much  shallow  water.     Under  waves  of 
osciDation  he  inclnded  all  other  storm  waves. 

This  classification  has  been  adopted  by  many  subsequent  writers. 
This  division,  however,  has  no  value  as  a  classification,  and  is  very  apt 
to  induce  erroneous  ideas  on  the  action  and  power  of  waves.  It  is 
recognized  now  that  all  storm  waves  are  waves  of  translation  to  a  more 
or  less  extent,  according  to  the  strength  of  the  wind,  the  time  it  has 
been  blowing,  and  other  circtimstances. 
Mr.  Scott  Bussell,  in  describing  his  wave  of  translation,  says: 

'<  As  the  wave  advances  the  particles  of  water  of  which  it  is  com- 
posed, instead  of  continuing  to  travel  forward  themselves,  force  other 
particles  upwards  into  the  wave  and  themselves  subside  and  take  the 
place  of  these  latter  particles.  These  again  behave  themselves  simi- 
larly, depositing  themselves  in  the  place  of  further  particles;  and  in 
this  manner  the  wave  proceeds  constant  in  shape  and  velocity  but  con- 
tinually recomposed  of  new  particles  of  water  which  are  successively 
lifted  up,  carried  forward  and  let  down  again  into  new  positions. 

''A  solitary  wave  of  elevation  obviously  carries  across  any  fixed 
transverse  section  a  quantity  of  water  equal  to  that  which  lies  above 
the  undisturbed  level.  If  the  wave  had  been  one  of  depression,  the 
translation  would  have  been  in  the  opposite  direction  to  that  of  the 
wave  motion.  Hence,  when  the  wave  consists  of  an  elevation,  followed 
by  a  depression  of  equal  volume,  it  leaves  the  water  as  it  found  it.  *' 

The  theory  of  motion  of  such  a  wave  is  based  on  the  hypothesis  that 
all  the  particles  in  a  transverse  section  have  at  the  same  instant  the 
same  horizontal  speed,  the  vertical  motion  of  the  water  depending  on 
the  change  of  horizontal  speed  from  section  to  section.  The  speed  of 
propagation  of  such  a  wave  of  translation  is  given  by  Mr.  Scott  Bussell 
as  that  which  would  be  acquired  by  a  body  falling  through  half  the 

depth  of  the  water,  

V  =.V  gh 
h  being  the  depth  of  water  measured  from  the  wave  crest. 

Bankine  states  that  long  waves  or  waves  in  water  that  is  very  shal- 
low compared  with  the  length  of  the  wave  have  a  velocity  nearly 
independent  of  the  wave  length  and  nearly  equal  to  that  acquired  by  a 
body  falling  through  a  height  equal  to  half  the  depth  of  the  water 
added  to  three-fourths  of  the  height  of  the  wave. 

h}  being  depth  of  still  water  and  D  the  wave  height. 

These  two  formulas  are  identical,  for  the  wave  crest  Ib  about  three- 
fourths  of  the  depth  of  the  wave  above  still  water,  so  A  =  A*  +  1 2>. 
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The  tidal  wave  travels  at  different  speeds  in  different  seas  and 
oceans,  dependent  upon  the  depths  of  the  sea.  In  the  North  Sea  it  travels 
45  miles  per  honr.  The  Atlantic  tidal  wave  (long  wave)  passes  over 
90O  of  latitude  in  12  hours,  or  at  a  rate  of  speed  of  520  miles  per  hour. 
The  great  earthquake  wave  of  1868  was  estimated  to  have  traveled  in 
the^  Pacific  Ocean  at  a  rate  of  800  to  400  miles  per  hour.  The  great 
wave  formed  in  the  Straits  of  Sunda  by  the  volcanic  eruption  of 
Erakatoa  was  felt  upon  the  coast  of  France,  and  its  speed  estimated 
at  over  300  miles  per  hour. 

The  nearest  example  to  a  typical  oscillatory  wave  is  found  in  what  is 
called  the  swell,  or  regular  rolling  waves,  which  continue  to  run  in 
deep  water  after  a  storm.  In  a  pure  oscillatory  wave,  the  motion  of 
each  particle  is  in  nearly  a  circular  orbit ;  the  particles  at  the  surface  of 
the  water  describe  the  longest  orbits;  the  extent  of  the  motion,  both 
horizontal  and  vertical,  diminishes  in  a  geometrical  progression  as 
the  depths  increase  in  arithmetical  progression  and  at  great  depths 
the  motion  is  insensible. 

Fig.  1  is  Weber's  diagram  of  an  oscillatory  wave.  Fig.  2  showing 
the  same  filaments  in  still  water,  0  0  being  the  level  of  the  surface  in 
still  water.  The  particles  of  water  are  rotating  to  the  right  in  circles 
whose  radii  vary  from  r  equal  R  for  the  surface  particles,  to  r^  equals 

r  e"^  for  all  particles  at  a  lower  depth,  k  being  the  depth  of  the  fila- 
ment below  still  water,  e  the  base  of  the  Naperian  logarithms,  r  and 

k 
R  as  given  later,  and being  an  exponent  to  e. 

The  trachoidal  lines  0,  a,  h,  c,  etc.,  in  Fig.  1,  represent  the  form 
taken  by  the  filaments  0,  a,  b,  c,  etc.,  in  Fig.  2  during  the  passage  of  a 
wave.  The  left-hand  portion  of  Fig.  1  shows  the  distortion  of  the  fila- 
ments, both  horizontally  and  vertically,  this  being  greatest  at  the  sur- 
face and  diminishing  rapidly  as  the  depth  increases.  The  wave  is 
traveling  to  the  right,  or  in  the  same  direction  as  the  particle  at  the 
top  of  its  orbit.  The  energy  imparted  to  the  particles  is  expended  in 
lifting  the  particle  the  distance  of  its  center  of  rotation  above  its 
position  at  still  water,  and  in  giving  it  rotation  about  the  center.  It 
can  be  shown  that  one-half  of  the  energy  of  disturbance  goes  to  lift  the 
particle  to  its  mean  height  and  one-half  to  impart  rotation. 

Figs.  3  and  4  have  been  prepared  to  show  the  form  of  wave  gener- 
ated when  the  particles  travel  in  elliptical  orbits.     Both  the  waves 
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shown  are  generated  by  the  same  ellipse,  but  the  wave  length  in  Fig.  4 
is  made  doable  that  of  Fig.  3. 

The  following  formulas  (condensed  by  Prof.  G.  S.  Lyman)  are 
those  giving  the  relations  between  the  elements  of  snch  an  oscillatory 
wave : 

/  =  length  of  wave  from  crest  to  crest. 
D  =s  depth  from  trough  to  crest. 
F=  velocity  of  propagation  of  the  wave. 

t  =  period  or  interval  of  time  between  consecutive  wave  crests, 
r  =s  radius  of  orbit  of  a  particle  at  the  surface. 
V  =  velocity  of  a  particle  on  its  orbit  or  at  the  crest  of  a  wave. 
R  =  radius  of  circle  whose  circumference  is  a  wave  length,  also 

the  length  of  a  pendulum  keeping  time  with  the  wave. 
a  =  elevation  of  crest  above  still  water. 
b  =  depression  of  trough  below  still  water. 
g  =  acceleration  of  gravity. 

2  ^  g 


-nI^'-'^T-t 


2  icr [^  ^^    \^^9  _  Vr   _  2  it  r  V  __^  gr   _tgr 

^  =  ~?        '^Nj-B"'"  \/    /   """g 'I r — T' 

Sine  of  angle  of  steepest  slope  is  sin.  B  =  — y—  =  -=. 

4^r 
R  :r  =ig  :  —if — ,  or  as  gravity  is  to  the  centrifugal  force  of  a  surface 

particle. 

The  maximum  height  of  a  wave  depends  on  the  centrifugal  force  of 

the  particles,  and  thus  on  the  external  forces  generating  it.     When  the 

centrifugal  force  becomes  equal  to  gravity,  or  r=sR,  the  resultant 

force  for  a  particle  at  the  highest  point  of  its  orbit  or  at  the  crest  of  the 
—  - 

•| —  is  the  Telocity  due  to  a  beeTj  body  fldllng  ^^^  or  m  it  le  eometimee  worded. 


'-#"' 


epproxiuutely  one-thirteentb  of  the  waye  length. 
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wave  must  be  zero.  Beyond  this  point  the  particle  flies  from  its  orbit 
and  the  crest  breaks  into  foam. 

The  greatest  elevation  of  the  crests  above  the  level  of  still  water  is 
also  when  r  =z  E  and  equals  three-fonrths  of  the  depth  of  the  wave, 
and  the  centers  of  the  orbits  of  the  snrfaoe  particles  will  be  on  a  line 
one-fonrth  of  the  depth  of  the  wave  above  the  level  of  still  water. 

Capt.  Gaillard,  from  45  observations  on  waves  2^  to  6  ft.  deep 
just  before  breaking,  fonnd  that  the  elevation  above  still  water  varied 
from  0.67  to  0.89,  with  a  mean  of  0.76;  with  a  flat  slope  of  the  bottom 
and  opposing  wind  it  was  increased,  while  with  a  steep  slope  and  favor- 
able wind  it  was  decreased. 

Stevenson  says  waves  at  Wick's  Bay  were  two-thirds  above  and  one- 
third  below  mean  level. 

Bankine  gives  elevation  of  crest  above  still  water  =:---+  0.7854  -7- 

D  & 

depression  of  trough  below  still  water  =75 0.7854  — 

The  height  of  the  wave  is,  within  certain  limits,  independent  of 
its  length. 

The  longer  waves  travel  the  faster. 

The  normal  oscillatory  wave  to  which  the  preceding  theoretical 
equations  apply  is  the  wave  on  deep  water  or  water  more  than  a  wave 
length  in  depth.  In  shallower  water  the  orbits  are  no  longer  circles, 
but  approximately  ellipses  of  less  height  than  length  according  to 
the  degree  of  shallowness. 

When  a  series  of  waves  advances  into  water  gradually  becoming 
shallower,  their  periods  remain  unchanged,  but  their  speed,  and  con- 
sequently their  length,  diminishes  and  their  slopes  become  steei>er. 
The  orbits  become  distorted  in  such  a  manner  that  the  front  of  the 
wave  becomes  steeper  than  the  back,  the  crest,  as  it  were,  advancing 
faster  than  the  troughs.  At  length  the  front  of  the  wave  curls  over 
beyond  the  vertical,  its  crest  falls  forward  and  the  wave  breaks. 

Purely  oscillatory  waves  rarely,  if  ever,  occur  in  the  ocean.  They 
are  also  more  or  less  waves  of  translation.  The  forward  horizontal 
motion  of  each  particle  under  the  crest  is  not  quite  compensated  for 
by  its  backward  movement  under  the  trough,  so  that  the  wave  sets 
down  each  particle  of  water  a  little  in  advance  of  where  it  picked  that 
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particle  up,  caaBing  what  is  known  to  sailors  as  the  ''heave  of  the 
sea. "  This  effect,  however,  like  the  whole  disturbance,  is  greatest  at 
the  surface  layer  and  diminishes  rapidly  for  each  lower  layer. 

Long  waves  are  analogous  to  oscillatory  waves  with  the  modification 
that,  owing  to  the  enormous  length  of  the  waves  as  compared  with  the 
depth  of  the  water,  the  extent  of  horizontal  motion  of  the  particles 
is  nearly  equal  at  all  depths  and  the  extent  of  the  vertical  motion  in 
any  layer  is  nearly  in  the  simple  proportion  of  its  height  above  the 
bottom.  The  orbit  of  such  particles  is  a  very  long  and  flat  ellipse.  The 
deeper  a  particle  is  situated,  the  flatter  becomes  the  orbit,  a  particle 
in  contact  with  the  bottom  moving  backward  and  forward  in  a  hori- 
zontal line. 

Comparing  the  equations  for  the  speed  of  propagation  of  a  long  wave, 

F  =  V  9  ^i  ^tl^  that  for  an  oscillatory  wave,  F=  y^—  =  V^^*  ^* 
will  be  seen  that  they  are  very  similar  in  form. 

Bankine  gives  as  a  general  equation  for  the  velocity  of  waves  of  all 
figures  and  for  every  kind  of  disturbance,  provided  only  that  the  up- 
per surface  of  the  water  is  free: 

k  being  the  virtual  depth  of  uniform  disturbance,  or,  more  briefly,  the 
virtual  depth,  or  a  depth  which,  with  a  uniform  velocity  equal  to  the 
horizontal  surface  velocity  of  a  particle,  would  give  the  same  volume 
of  horizontal  displacement  as  occurs  at  a  vertical  plane  through  the 
crest  of  a  wave  with  the  varying  velocities  of  any  wave. 

For  an  osciUatory  wave,  k  =  R,  and  for  a  long  wave,  k=^  h. 

When  oscillatory  waves  pass  from  deep  to  shallower  water,  im- 
parting their  energy  to  a  less  and  less  mass  of  water,  and  flattening 
their  orbits,  they  take  on  more  and  more  the  characteristics  of  long 
waves.  Mr.  Scott  Bussell  says  that  if  waves  be  propagated  in  a  chan- 
nel whose  depth  diminishes  uniformly,  the  waves  will  break  when 
their  height  becomes  equal  to  the  depth  of  the  water.  He  has  never 
seen  a  wave  of  10  ft.  in  10  ft.  of  water,  nor  so  much  as  20  ft.  in  20  ft. 
of  water,  nor  30  ft.  high  in  5  fathoms  of  water,  but  has  seen  them 
approach  near  these  limits. 

M.  Bazin  has  shown  that  a  wave  breaks  when  its  height  exceeds 
two- thirds  of  the  total  depth.  The  most  trustworthy  measurements 
of  waves  in  the  mid-ocean  show  44  to  48  ft.  to  be  a  remarkable  height. 
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Waves  having  a  height  greater  than  30  ft.  are  not  commonly  encount- 
ered. Scoresby  measured  waves  48  ft.  high,  559  ft.  long,  traveling  at 
a  velocity  of  82  i  miles  per  hour,  at  16-8econd  Intervals. 

Dr.  Schott  (1891-92)  reports  the  greatest  storm  wave  observed  by 
him  as  86  ft.  above  sea  level.  Lieut.  Paris  records  87  feet  above  sea  level. 
Dr.  Schott  says  the  heaviest  storm  waves  he  met  moved  about  58  ft. 
per  second,  and  attained  a  length  of  about  650  ft.  He  confirms  Lieut. 
Paris'  determinations  that  the  proportion  between  wave  height  and 
wave  length  in  a  high  sea  is  as  1  to  18,  and  in  a  moderate  sea  as  1  to 
88.  Gapt.  Gaillard,  from  58  observations  at  St.  Augustine  on  waves 
varying  from  4  ins.  to  6  ft.  in  height,  found  that  the  depth  at  which 
waves  broke  varied  from  0.72  to  2.0  times  the  wave  height,  but  that 
for  the  greater  number,  it  equaled  the  wave  height.  A  strong,  favor- 
able wind  made  it  equal  1.25,  while  an  equal  wind  in  the  contrary  direc- 
tion caused  it  to  fall  to  0.72;  when  there  was  no  wind  and  the  bottom 
was  uniform  and  sloping  only  1  in  100,  the  depth  was  nearly  always  1, 
but  when  the  slope  was  about  1  in  12,  it  became  2.  Officers  of  the 
United  States  Navy  have  recorded  waves  measuring  ^  mile  from  crest 
to  crest  and  a  period  of  23  seconds. 

Waves  having  lengths  of  500  to  600  ft.  and  periods  of  10  to  11 
seconds,  are  the  ordinary  storm  waves  of  the  Northern  Atlantic. 

Mr.  Deverell  observed  in  the  equatorial  calms  a  swell,  which  was 
never  absent  and  measured  4  ft.  high,  500  ft.  long,  and  had  periods 
of  10  seconds. 

The  study  of  waves  and  wave  action  is  one  of  great  importance  to 
engineers. 

The  strength,  modeling  and  stability  of  vessels,  the  best  speed  of 
boats  in  channels  of  limited  cross-section,  the  wash  of  banks  in  canals 
and  impounding  reservoirs,  the  protection  of  sea  coasts,  the  improve- 
ment and  maintenance  of  channels  and  harbors,  the  design  and  main- 
tenance of  artificial  structures  which  are  liable  to  wave  action, 
whether  they  be  inland  and  subject  to  the  sudden  onslaught  of  a  wave 
produced  by  the  rupture  of  some  restraining  medium,  or  located  on 
the  coast  and  subject  to  the  attack  of  sea  waves — all  require  a  knowl- 
edge of  water  waves  and  their  action. 

This  paper  will  be  confined  to  the  consideration  of  the  action  of 
waves  or  the  force  of  the  sea  upon  artificial  structures. 

Smeaton  classed  the  action  of  the  sea  as  among  the  powers  of  nature 


Digitized  by  VjOOQIC 


148  COOPBB  OK  OCEAN  WAVES. 

that  are  not  subject  to  oalonlation.  Since  his  time,  experience  with 
sea  stractnres  and  knowledge  of  the  laws  governing  the  force  of  waves 
have  been  greatly  extended.  The  valuable  collection  of  facts  and  ex- 
I>eriments  by  Mr.  Thomas  Stevenson  and  others  upon  the  power 
exerted  by  sea  waves,  and  the  study  of  the  laws  governing  the 
action  and  forms  of  waves  by  Messrs.  Scott  Bussell,  Bankine,  Stokes 
and  many  other  able  investigators,  go  far  to  enable  a  reasonable  esti- 
mate to  be  made  of  the  forces  to  be  encountered  by  structures  subject 
to  wave  action. 

Mr.  Scott  Bussell  says: 

**  In  sea  works  there  were  practically  two  classes  of  waves  to  deal 
with.  In  deep  water  there  were  not  only  the  oscillatory  surface  waves 
to  be  encountered,  but  also  those  which  he  had  termed  'waves  of 
translation,'  forming  what  were  called  'rollers,'  or,  when  on  a  smaller 
scale,  *  ground  swell.'  These  were  a  much  more  troublesome  class  of 
waves.  It  was  mainly  with  them  that  the  eng^eer  had  to  deal  in 
places  open  to  the  Atlantic. 

'*  To  reflect  or  send  back  the  roller  was  the  most  effectual  plan.  For 
this  purpose  nothing  more  was  necessary  than  a  deep  perpendicular 
face  of  perfect  masonry,  and  so  long  as  it  stood  firm  it  was  faultless, 
for  the  reflection  really  converted  the  whole  effect  of  the  roller  on 
itself  into  a  simple  pressure  of  water.  When  such  a  wave  was  re- 
flected on  a  perpendicular  wall,  it  merely  provided  a  hydraulic 
pressure  equal  to  that  due  to  little  more  than  double  its  own  height." 

Bankine  says: 

**  When  waves  roll  against  a  vertical  wall  they  are  reflected,  and 
the  particles  of  water  for  a  certain  distance  in  front  of  the  wall  have 
motions  compounded  of  those  due  to  the  direct  and  reflected  waves. 
The  particles  in  contact  with  the  wall  move  up  and  down  through  a 
height  equal  to  double  the  original  height  of  the  wave." 

This  is  in  accordance  with  well-known  mechanical  laws.  The  work 
stored  in  a  wave  must  necessarily  be  measured  by  the  weight  of  water 
in  the  wave,  multiplied  by  the  mean  distance  to  which  this  mass  of 
water  has  been  lifted.  The  height  to  which  each  particle  is  lifted  is 
determined  by  the  centrifugal  force  due  to  the  velocity  of  its  rotation. 
The  energy  of  each  particle  will  be  measured  by  its  weight  and  its 
velocity  of  rotation,  or,  in  other  words,  by  its  weight  and  the  height 
to  which  it  will  be  lifted  by  the  centrifugal  force. 

To  destroy  such  a  wave,  each  particle  must  be  opposed  by  a  force 
equal  and  opposite  to  that  which  it  has.  To  reflect  or  throw  it  back 
an  additional  opposing  force  of  the  same  amount  must  be  added  to  it. 
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A  oolonm  of  water,  then^  double  the  wave  height  would  measure  the 
maximnm  force  necessary  to  reflect  the  particles  in  the  maTimum  sec- 
tion through  the  wave  crest.    Let  Fig.  5  represent  a  long  or  solitary 
wave  of  eleyation  (a  wave  of  translation). 
0  0  =  level  of  undisturbed  water. 

a  =  elevation  of  wave  crest  above  sea  level  =s  ^  D. 

h  =s  depth  of  water. 

V  =  velocity  of  propagation  of  the  wave. 

9  =  uniform  horizontal  velocity  of  water  in  the  section  AB,^ 


therefore  v 


-"nII- 


The  vis  viva  of  all  the  particles  in  the  section  A  B  will  be  : 

k  Mv^  —    tf,     where  M  is  the  mass  of  the  particles  in  the  section 

A  B, 

Mg  =  W=^  y  h=z  weight  of  particles  in  section  A  B, 


Fio.  5» 

Substituting  in  above,  vis  viva  =s  ^  y  JO^  ;  but  y  Lis  the  weight  of 
particles  for  a  depth  equal  to  the  wave  height.  Hence,  the  vis  viva 
of  such  a  section,  A  B^  oi  %  long  wave,  where  the  horizontal  velocity 
is  uniform  for  the  full  depth  of  the  water,  is  measured  by  the  product 
of  the  weight  of  water  y  Dot  the  wave  section  and  its  mean  height  i  D, 
which  is  identical  with  that  of  a  column  of  water  of  this  height. 
To  destroy  suddenly  the  energy  of  such  a  wave,  it  is  therefore  neces- 
sary to  present  an  obstruction  capable  of  resisting  a  head  of  water 
double  that  of  the  wave  height. 

From  the  practical  side,  there  is  a  mass  of  facts  and  experiments 
upon  the  force  exerted  by  the  sea  which  is  very  impressive  and  tends 
to  create  doubt  in  regard  to  the  correctness  of  theoretical  deductions. 
While  theories  should  be  tested  and  judged  by  a  comparison  of  their 
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deduotions  with  observed  facts  and  the  results  of  experiments,  these 
latter  should  be  oarefnlly  examined  and  received  with  much  caution 
when  they  appear  to  contradict  well-proved  mechanical  laws.  Before 
questioning  the  correctness  of  the  theoretical  deductions,  it  would  be 
well  to  examine  the  observations  and  experiments,  to  see  if  there  are 
not  other  elements  to  be  considered,  which  would  explain  the  phe- 
nomena in  accordance  with  true  mechanical  principles. 

The  text-books  present  as  evidence  of  the  enormous  power  of  the 
waves  the  exi>erimentB  of  Mr.  Thomas  Stevenson  by  means  of  a  dyna- 
mometer, the  transportation  of  large  masses  of  rock  or  masonry,  the 
quarrying  of  rock  from  its  bed,  the  great  elevations  to  which  spray  or 
even  solid  water  is  thrown  by  the  breaking  of  waves  against  cliffo  or 
artificial  structures,  etc.  An  examination  of  the  recorded  facts  should 
be  made  to  see  if  proper  and  full  consideration  has  been  given  to  the 
various  elements  effecting  the  interpretation  of  such  phenomena. 

Stevenson  by  means  of  his  marine  dynamometer  obtained  at  Skerry- 
more  Bocks  in  the  Atlantic  Ocean  the  following  average  and  maximum 
results  in  pounds  pressure  per  square  foot  of  surface  exposed. 

Average  of  summer  months,  1843  and  1844 611  lbs. 

winter  "  **  2  086    " 

Maximum,  March  29th,  1845 6  088    ** 

In  the  Gterman  Ocean  he  obtained  the  following  pressures  per 
square  foot: 

Maximum  at  Bell  Bock 3  013  lbs. 

**  Dunbar 7  840    •* 

The  dynamometers  had  disks  from  3  to  9  ins.  in  diameter,  but 
generally  6  ins. ;  the  strength  of  the  springs  varied  from  10  to  50  lbs. 
for  every  i  in.  of  elongation. 

The  pressures  obtained  by  Stevenson  are  constantly  used  and 
accepted  as  evidence  of  the  force  of  the  waves,  and  even  so  careful 
and  reliable  an  author  as  Bankine  gives  them  as  such,  neglecting  or 
overlooking  the  very  important  qualifications  made  by  Mr.  Stevenson 
in  regard  to  them. 

It  is  well  to  note  here  that  Bankine  apparently  is  unwilling  to 
accept  these  high  pressures  on  any  other  theory  than  that  the  waves 
did  rise  high  enough  to  produce  such  high  hydrostatic  pressures,  for 
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he  says,  ''the  oonoentration  of  energy  upon  small  masses  of  water 
produces  waves  of  heights  greatly  exceeding  those  which  occnr  in 
water  of  uniform  depth,  as  the  following  examples  show*';  he  then 
tabulates  opposite  the  above  pressures  the  feet  of  water  which  would 
produce  them. 

The  following  quotations  show  Stevenson's  own  opinion  as  to  the 
applicability  of  these  pressures  as  the  measure  of  the  wave  forces. 
Beferring  to  his  observations,  he  says: 

''  It  will  be  sufficient  here  to  state  generally  the  results  obtained, 
only  premising  that  the  values  refer  to  areas  of  limited  extent,  and 
are  applicable  therefore  only  to  the  piece-meal  destruction  of  masonry, 
and  must  not  be  held  as  applicable  to  large  surfaces  of  masonry. 

''The  experiments  at  Dunbar  and  Buckie  prove  that  the  sea  may 
exert  a  force  so  great  as  3^  tons  aver  the  limited  extent  of  surface 
presented  by  the  disJes^  and  that  the  force  varies  much  with  the  level 
at  which  the  instruments  are  set. " 

The  emphasis  in  all  quotations  is  that  of  the  author  quoted. 

Clearly,  therefore,  Stevenson  does  not  accept  these  dynamometer 
pressures  as  the  measure  of  the  force  of  a  wave,  but  solely  as  local 
pressures  which  can  be  produced  by  the  waves.  He  gives  the  follow- 
ing records  of  great  heights  to  which  spray  and  solid  water  have  been 
thrown  by  the  action  of  the  sea: 

**  On  February  15th,  1853,  during  a  gale  a  large  body  of  water  was 
thrown  upon  the  lantern  of  Nosshead  Lighthouse  at  a  height  of  175 
ft.  above  the  sea. 

"At  Unst,  the  most  northerly  of  the  Zetland  Islands,  a  door  was 
broken  open  at  a  height  of  195  ft.  above  the  sea. 

'<In  November,  1827,  during  a  ground  swell  without  wind,  the 
water  rose  to  the  gilded  ball  of  the  Bell  Bock  lantern  106  ft.  It 
therefore  follows  that  there  is  a  force  in  action  at  the  foot  of  the  Bell 
Eock  tower  competent  during  ground  swells  when  there  is  no  wind 
to  project  a  column  of  water  to  the  height  of  106  ft. ,  which,  according 
to  the  laws  of  hydrodynamics,  is  due  to  a  pressure  of  very  nearly  3 
tons  per  square  foot;  whereas,  the  greatest  force  that  happened  to 
have  been  actually  measured  was  only  1^  tons. 

*'  It  may  be  added  that  the  spray  on  an  average  of  17  observations 
taken  roughly  was  found  to  rise  on  a  hollow  curved  wall  about  seven 
times  higher  than  the  waves  which  projected  it;  and  on  a  vertical  wall, 
taking  a  mean  of  23  observations,  it  rose  6.6  times." 

Now,  if  it  had  happened  that  the  water  which  was  thrown  to  those 
great  heights  had  been  thrown  against  the  surfaces  of  the  disks,  the  dy  na- 
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mometers,  as  Mr.  Stevenson  suggests,  would  have  recorded  the  much 
higher  pressures  due  to  the  height  of  those  columns  of  water.  Such 
pressures,  however,  would  not  measure  the  force  of  the  waves,  for  only 
a  small  portion  of  the  water  in  the  wave  was  projected  to  those  heights. 

That  the  energy  of  a  wave,  upon  meeting  an  obstacle  like  a  wall  or 
tower,  would  be  expended  in  giving  a  greater  velocity  to  those  particles 
near  the  free  surface  and  in  projecting  them  in  the  direction  of  the 
least  resistance,  is  not  mysterious.  The  action  of  a  hydraulic  ram  in 
lifting  water  higher  than  the  head  of  the  operating  current  is  precisely 
similar.  To  determine  the  energy  of  such  a  wave,  it  is  necessary  to 
know  not  only  the  number  of  particles  that  are  raised  and  their  veloci- 
ties, but  also  the  greatest  number  of  particles  that  are  finally  stopped. 

That  such  a  concentration  of  energy  into  a  small  portion  of  the 
water  can  cause  very  high  local  pressures,  which  should  be  considered 
in  the  detail  of  the  work  is  unquestioned,  but  these  pressures  cannot  be 
taken  as  the  measure  of  the  effect  of  a  wave  upon  the  stability  of  a  large 
mass  of  masonry.  They  would  bear  about  the  same  relation  to  the 
action  of  a  wave,  considered  as  a  whole,  as  the  local  action  of  an  engine 
wheel  in  crushing  or  indenting  a  rail  would  to  the  action  of  an  engine 
or  train  load  upon  a  bridge  structure. 

In  addition  to  the  records  of  the  dynamometer  and  of  the  heights  to 
which  water  has  been  thrown,  other  evidence  as  to  the  immense  power 
of  the  sea  has  been  presented,  consisting  of  the  movement  of  heavy 
blocks  of  stone,  the  breaking  out  or  quarrying  of  rock  from  its  bed,  the 
breaking  of  timber  booms,  etc.  The  conclusions  drawn  from  many  of 
these  instances,  where  su£Soient  data  have  been  furnished  as  a  basis  of 
judgment,  are,  to  the  author's  mind,  entirely  fallacious. 

The  cautious  investigator  would  put  little  reliance  on  a  calculation 
of  the  force  of  a  wave  from  the  breaking  of  wet  timbers  by  repeated 
blows.  The  breaking  out  from  their  beds  of  blocks  of  stone  or  rock  in 
place  by  the  impact  of  a  wave  upon  water  already  contained  in  the 
seams  is  a  well -recognized  process  which  in  no  manner  conveys  any 
knowledge  of  the  force  of  the  wave.  The  movement  of  masses  of  rock 
6  to  13  tons  in  weight  from  their  original  beds  70  to  75  ft.  above  the  sea 
level,  as  noted  by  Mr.  Stevenson  at  Whalsey  Skerries,  Shetland,  is  very 
impressive.  The  action,  however,  is  not  mysterious,  when  the 
immense  waves  which  occur  at  such  places  are  considered.  At  Bound 
Island,  Scilly  Group,  large  masses  of  water  have  been  driven  over  the 
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BTimmit  of  this  rooky  island,  which  is  130  ft  in  height,  and  small  2^- 
ounoe  stones  carried  to  the  top  of  a  dwelling  house  143  ft.  above  high 
water.  At  Bishop  Bock  Lighthouse,  about  5  miles  from  the  island, 
waves  50  ft.  above  high  water  have  been  noted.  These  waves  would 
probably  be  about  66|  ft.  from  crest  to  trough.  That  waves  of  this 
size  breaking  upon  a  sloping  rock  or  against  a  lighthouse  should  pro- 
duce the  destructive  effects  recorded  is  not  astonishing,  but  that 
writers  on  wave  force  should  assume  these  extraordinary  results  as 
some  inherent  force  due  to  waves  regardless  of  their  height  is  sur- 
prising. 

The  author,  while  accepting  all  these  evidences  of  the  force  of  the 
sea  at  various  localities,  desires  to  show  that  they  are  due  to  the  size  of 
the  waves  at  each  locality,  and,  therefore,  when  the  actual  maximum 
waves  are  known,  it  is  possible  to  estimate  the  resistance  which  must 
be  given  to  every  structure  to  meet  the  force  of  such  waves. 

Mr.  Stevenson,  after  enumerating  many  wonderful  effects  of  sea 
waves,  all  within  his  own  personal  observations,  says  : 

"  We  should  never  expect  that  examples  of  the  development  of  the 
greatest  totce  would  be  found  to  be  against  masonry  of  those  artificial 
works  which  form  our  ports  and  harbors.  Accordingly,  the  examples 
of  the  most  violent  wave  action  which  have  been  heretofore  mentioned 
were  cases  of  the  dislocation  or  movement  of  dislocated  natural 
rocks. 

*  *  This,  however,  no  longer  holds  true.  The  most  startling  example 
now  on  record  is  that  of  an  artificial  work. '' 

He  then  describes  the  Wicks  Breakwater  and  the  struggle  to  main- 
tain it  against  the  sea.  For  a  full  report  of  this  work  see  Mr.  Steven- 
son's reports.  It  will  be  sufficient  for  the  present  purpose  to  make  the 
following  extracts : 

*'In  December,  1872,  an  enormous  mass  of  concrete,  at  the  end  of 
the  work,  weighing  not  less  than  1  350  tons,  succumbed  to  the  force  of 
the  sea,  and  the  resident  engineer  actually  saw  it  from  adjacent 
cliffs  being  gradually  '  slewed '  round  by  successive  strokes,  until  it 
was  finally  removed  and  deposited  inside  of  the  pier,  having  sustained 
no  damage  but  a  slight  fracture  of  the  edges.  It  was  composed  of 
three  courses  of  large  blocks  of  80  to  100  tons  (see  Fig.  6),  which  were 
deposited  as  a  foundation  on  the  rubble.  Above  this  foundation  there 
were  three  courses  of  large  stones  carefully  set  in  cement,  and  the 
whole  was  surmounted  by  a  large  monolith  of  cement  rubble  measur- 
ing about  26  ft.  by  45  ft.  by  11  ft.  in  thickness,  and  at  16  ft.  to  the  ton, 
weighing  upwards  of  800  tons.     This  block  was  built   in  situ.    As  a 
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further  preoantion,  iron  rods  di  ins.  in  diameter  were  fixed  in  the  up- 
permost of  the  foundation  courses  of  cement  rubble.  These  rods  were 
carried  through  the  courses  of  stonework  by  holes  cut  in  the  stone, 
and  were  finally  embedded  in  the  monolithic  mass  which  formed  the 
upper  portion  of  the  pier." 

The  shaded  portion  of  Fig.  6  shows  the  part  removed  by  the  waves. 
This  mass  weighed  no  less  than  1  350  tons,  and  presented  an  area  of 
about  496  sq.  ft.  to  the  sea.  The  lower  or  foundation  course  of  80-ton 
blocks,  b  by  retained  their  positions  unmoved.  The  second  course  of 
cement  blocks,  aa,  on  which  the  1  350  tons  rested,  were  swept  off  after 
being  relieved  of  the  superincumbent  weight,  and  some  of  them  were 
found  entire  near  the  end  of  the  breakwater. 


FXG.  6. 

The  waves  by  which  the  works  had  on  various  occasions  been  as- 
sailed, and  which  had  carried  away  the  outer  portion  of  the  work,  were 
estimated  by  the  resident  engineer  at  42  ft.  from  crest  to  hollow.  They 
passed  over  the  top  of  the  parapet  in  masses  of  solid  water  estimated 
to  be  from  25  to  30  ft.  deep,  and,  as  ascertained  by .  photographic 
views,  the  clouds  of  spray  were  projected  to  a  height  of  not  less  than 
150  ft.  If  it  is  assumed,  as  seems  perfectly  justifiable,  that  the  hori- 
zontal bed  joints  along  the  top  of  blocks  a  a,  which  were  about  5 
ft.  below  low  water,  were  not  water-tight  joints,  the  moving  of  this 
great  mass  by  the  waves  of  the  above  description  does  not  appear  so 
extraordinary.     The  buoyancy  of  the  water  would  reduce  the  effective 
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weight  of  this  block  when  submerged  in  the  wave  to  about  730  tons. 
With  a  friotional  resistance  on  its  bed  as  high  as  76% ,  a  pressure  per 
square  foot  of  surface  of  about  2  500  lbs.  would  be  sufficient  to  move 
the  block.  The  marimum  pressure  exerted  by  a  wave  42  ft.  high  would 
be  theoretically  about  5  400  lbs.  per  square  foot.  It  does  not  appear 
necessary,  therefore,  to  assume  any  more  mysterious  force  possessed 
by  such  a  wave  than  would  be  expected  by  theoretical  considerations, 
to  explain  its  action  in  this  case.  In  fact,  as  was  afterwards  the  case, 
it  would  not  be  surprising  to  find  even  a  larger  mass  of  masonry 
moved  by  it. 

In  1877  another  concrete  mass  containing  1 600  cu.  yds.  of  cement 
rubble  and  weighing  about  2  600  tons,  substituted  for  the  one  just 
described,  was  in  like  manner  carried  away. 

In  considering  this  case  a  friction  of  75^  has  been  assumed  for  this 
mass  upon  its  bed.  It  seems  very  probable  to  the  author's  mind, 
however,  that  the  impact  of  the  waves  upon  the  water  in  the  bottom 
seams  would  greatly  assist  the  other  displacing  forces. 

In  Volume  CVJH  of  the  Proceedings  of  the  Institution  of  Civil 
Engineers,  there  is  a  very  interesting  description  of  the  lighthouses 
built  at  Bishop's  Bock,  SciUy  Islands.  The  first,  a  skeleton  iron  light- 
house was  entirely  swept  away  February  5th,  1850.  This  was  replaced 
by  a  masonry  lighthouse  in  1858.  In  a  brief  time  the  great  effects 
of  the  sea  were  noted.  During  a  severe  storm  a  fog-bell  weighing  5 
cwt.  was  torn  from  its  bracket  on  the  lantern  gallery,  100  ft.  above 
high  water. 

**When  a  hurricane  of  this  type  was  raging,  the  tower  vibrated 
violently;  articles  were  shaken  from  the  shelves  in  the  rooms  and  the 
prisms  of  the  dioptic  apparatus  fractured.  Later  on  it  was  discovered 
that  some  of  the  external  blocks  of  granite  situated  a  few  feet  above 
high  water  had  been  split  by  the  excessive  strain  imposed  on  the  build- 
ing. 

**  The  tower  was  then  strengthened  from  top  to  bottom  by  bolting 
heavy  iron  ties  to  the  internal  surface  of  the  walls  and  connecting 
them  through  the  fioors.  Nevertheless,  after  a  violent  storm  in  1881, 
there  was  again  evidence  that  the  heavy  strains  of  the  sea  had  caused 
further  damage.  In  certain  places  pieces  of  granite  weighing  i  cwt. 
were  split  from  the  face  of  the  exterior  blocks  a  few  feet  above  high- 
water  level." 

It  was  therefore  resolved  to  strengthen  and  improve  the  tower.  As 
it  was  apparently  on  the  verge  of  destruction  by  the  storms  to  which  it 
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had  been  snbjeoted,  it  will  be  interesting  to  apply  the  preceding  theo- 
retical views  to  it.    Sir  James  N.  Donglas  says: 

''After  the  completion  of  the  second  work,  they  had  more  detailed 
information  through  the  light-keepers  as  to  the  exact  movement  of 
those  heavy  seas.  The  primary  wave  flowed  freely  over  the  rock  at  a 
height  of  50  ft.  above  its  snmmit.  There  was  very  little  break  in  the 
wave  except  on  the 'tower  itself;  and  there  a  rather  lighter  wave  arose 
and  reached  the  cavetto  of  the  lantern  gallery  (100  ft.  above  high  water), 
where  a  third  and  still  lighter  wave  was  produced  of  heavy  spray, 
which  struck  the  lantern  and  rising  far  above  it,  was  driven  a  long  way 
to  leeward,  sometimes  nearly  i  mile  during  a  heavy  storm.  He  had 
visited  many  parts  of  the  world,  cast  and  west,  but  had  never  seen 
heavier  seas  than  he  had  witnessed  at  Bishop's  Bock,  where  everything 
appeared  favorable  to  their  development.'* 

This  tower  was  36  ft.  in  diameter  at  the  high-water  line,  and  for  50 
ft.  above  high  water  had  an  exposed  wave  surface  of  1  820  sq.  ft.,  and 
above  the  50  ft.  an  exposed  wind  surface  of  about  1  275  sq.  ft.  (dimen- 
sions scaled  from  drawings).  The  cubic  contents  of  masonry  was 
about  38  000  cu.  ft. ;  the  weight  of  the  tower  and  contents  was  estimated 
at  6  500  000  lbs.,  equal  to  an  insistent  pressure  of  about  6  400  lbs.  i>er 
square  foot  on  the  base. 

A  wave  which  rose  50  ft.  above  the  rock,  which  was  about  high 
water,  would  measure  at  least  66f  ft.  from  crest  to  trough.  Such  a 
wave  reflected  from  a  flat  vertical  surface  would  exert  a  pressure  due 
to  the  mean  of  a  water  column  133^  ft.  high,  but  16}  ft.  of  this  would 
be  below  the  base  of  tower,  so  only  116f  ft.  will  be  taken. 

For  a  circular  tower,  there  are  theoretical  grounds  for  believing  that 
the  pressure  will  be  only  one-third  of  that  upon  a  continuous  walL 
Then  there  will  be  a  mean  pressure  of  116f  x  64.3  -f-  3  x  2  =  1  249  lbs. 
per  square  foot  of  exposed  surface;  1  249  x  1  320  sq.  ft.  =  1  648  680 
lbs.,  which  gives  an  overturning  movement  of  about  1  648  680  x  17  = 
28  027  560  foot-pounds. 

Forty  pounds  of  wind  pressure  acting  on  the  upper  surface  of  the 
tower  would  increase  this  moment  2  000  000  foot-pounds,  making  a 
total  moment  of  30  027  560  foot-pounds.     The  moment  of  resistance  of 

the  base  would  be  —  = 3 —  =  4  580. 

t  4 

80  027  560        .   .^1, 
^   4580      =='=^^1^«' 

causing  a  reduction  of  the  pressure  on  the  base  at  the  windward  side 
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from  6  400  lbs.  to  a  tension  of  156  lbs.,  and  an  increase  on  the  leeward 
side  from  6  400  to  12  956  lbs. 

No  masonry  structure  could  be  expected  to  stand  such  conditions  of 
strain  for  a  long  time. 

If,  then,  it  is  possible  to  explain  these  extreme  cases  of  sea  force 
upon  well-recognized  mechanical  principles,  it  is  safe  to  accept  these 
same  principles  as  sufficient  for  estimating  the  forces  which  sea  struct- 
ures will  have  to  encounter.  In  estimating  the  forces  to  be  re- 
sisted by  a  sea  structure,  the  greatest  waves  which  will  possibly 
impinge  against  the  structure  when  built  must  be  determined.  These 
may  be  entirely  different  from  the  off-shore  waves.  It  will  be  neces- 
sary to  study  all  the  conditions  of  the  location  to  determine  the  prob- 
able maximum  waves  which  may  have  to  be  encountered,  if  the 
maximum  waves  at  that  point  are  not  already  known. 

The  off-shore  waves  running  into  shallower  water  or  converging  into 
narrower  limits  by  the  form  of  the  coast  or  bottom  will  impart  their 
energy  to  smaller  masses  of  water,  producing  waves  exceeding  those 
originating  them.  Or  on  the  contrary,  the  character  of  the  bottom  or 
foreshore  and  depths  of  water  may  be  such  as  to  cause  these  off-shore 
waves  to  break  and  lose  their  energy  before  reaching  the  structure. 

It  may  be  well  to  quote  further  from  Mr.  Thomas  Stevenson  : 

"The  determination  of  the  stability  of  a  practically  monolithic 
mass,  such  as  the  Eddy  stone  or  Bell  Bock  lighthouses,  though  diffi- 
cult enough,  is,  however,  of  a  simpler  nature  than  that  of  the  discon- 
nected materials  of  a  harbor  work.  In  the  masonry  of  lighthouses  the 
sea  is  excluded  from  the  joints  of  the  stones,  but  in  many  harbor 
works,  the  jet  of  water  enters  freely  into  the  interior  of  the  masonry  - 
and  introduces  such  complexity  into  the  question  as  to  render  it  im- 
possible, at  least  in  the  present  imperfect  state  of  our  information,  to 
g^ve  any  rules  for  directing  the  euKineer.  I  can  therefore  simply 
point  out  the  nature  of  the  different  forces  which  enter  into  the  ques- 
tion of  the  stability  of  such  loosely  built  structures,  so  as  to  show  in 
what  direction  the  sea  attacks  the  works. 

''The  impact  of  the  waves  against  the  outside  of  a  sea  wall  or  pier 
gives  rise  to  four  distinct  forces,  viz. :  First,  the  direct  horizontal  force 
which  tends  to  shake  loose  or  drive  in  the  blocks  of  which  the  masonry 
consists;  second,  the  vertical  force  acting  upwards  on  any  projecting 
stone  or  protuberance,  as  well  as  against  the  lying  beds  of  the  stones; 
third,  the  vertical  force  acting  downwards,  which  results  either  from 
the  wave  breaking  upon  the  toe  of  the  talus  wall  or  from  its 
passing  over  the  parapet  and  falling  upon  the  pitching  behind,  so 
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as  to  plough  it  np  ;  fourth,  the  back-draught  which  tends  by  reaction 
from  the  wall  to  remove  the  soft  bottom,  and  in  this  way  to  under- 
mine the  lower  courses  of  the  work." 

Again  he  says  : 

*<  Within  the  masonry,  as  well  as  without,  the  waves  exert  forces 
in  the  following  different  ways:  First,  by  propulsion  of  vibrations  pro- 
duced by  the  shock  of  the  waves  on  the  outer  or  sea  wall  through  the 
body  of  the  pier  to  the  inner  or  quay  wall.  Second,  by  the  direct  com- 
munication of  the  impulses  through  the  particles  of  the  fluid  occupy- 
ing the  interstices  of  the  hearting  so  as  to  act  against  the  back  joints  of 
the  face  wall  of  the  quay.  Third,  by  the  sudden  condensations  and  ex- 
pansions of  the  air  in  the  hearting  so  as  to  loosen  and  at  last  to  blow 
out  the  face  stone  of  the  quay,  combined  with,  fourth,  the  hydro- 
static pressure  of  the  water  which  is  forced  through  the  sea  wall  and 
from  want  of  free  exit  is  retained  and  acts  as  a  head  at  the  back  of  the 
quay  and  which,  however  small  in  quantity,  will  act  as  in  a  Bramah 
press  upon  all  surfaces  exposed  to  its  pressure,  however  great  those 
surfaces  may  be.  The  three  last  causes  are  probably  the  most  efficient 
agents  in  the  work  of  destruction.** 
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DISCUSSION. 


Chablbs  MaodonaiiD,  M.  Am.  Soc.  G.  E. — The  effect  of  waves  is  Mr.Maodonald 
well  shown  in  the  experience  at  the  breakwater  at  Havre,  France. 
The  exposed  part  of  this  breakwater  is  curved  like  that  of  the  front  of 
a  masonry  dam  of  large  size.  When  the  breakwater  was  finished  it 
was  found  that  the  waves  passed  over  the  top  and  into  the  basin 
beyond,  to  the  serious  inconvenience  of  vessels.  This  action  was  re- 
duced by  dumping  boulders  at  the  toe  of  the  sea  face  of  the  wall. 
The  energy  of  the  waves  was  spent  in  rolling  the  boulders  upward. 
The  plan  is  still  followed,  a  certain  amount  of  stone  being  dumped 
into  the  sea  at  the  front  of  the  wall  every  year  to  replace  that  ground 
to  sand  and  washed  away.  Does  not  this  indicate  a  decided  frictional 
reaction? 

CORRESPONDENCE. 


BuDoij»H  Hebino,  M.  Am.  Soc.  C.  K — The  force  of  waves  acting  Mr.  Hering. 
vertically  upward  should  undoubtedly  be  given  consideration,  al- 
though in  most  cases  it  may  be  small  compared  to  other  forces,  and 
furnish  merely  a  reason  for  avoiding  projections  from  the  face  of 
structures  exposed  to  wave  action.  Mr.  Stevenson,  see  page  157  of 
the  paper,  has  considered  its  action  against  *'  any  projecting  stone  or 
protuberance,  as  well  as  against  the  lying  beds  of  the  stones. " 

In  sx)eaking  of  the  dynamometer  pressures  of  waves  obtained  by 
Mr.  Stevenson,  the  author  says  that  they  do  not  measure  the  force  of 
a  wave,  but  solely  a  local  pressure  which  can  be  produced  by  it,  as 
only  a  small  portion  of  the  water  in  the  wave  is  projected  to  the  re- 
corded heights.  He  therefore  thinks  that  the  high  pressures  should 
be  considered  in  the  details  of  the  work,  but  questions  the  necessity 
of  taking  such  pressures  as  a  measure  of  the  effect  upon  a  large  sur- 
face of  masonry.  The  writer  does  not  think  this  conclusion  sufficiently 
definite,  nor  can  he  see  the  identity  of  the  parallel  drawn  between 
wave  pressure  and  the  pressure  of  an  engine  wheel  on  a  bridge.  The 
latter  consists  of  a  framework,  with  different  duties  assigned  to  each 
member,  while  in  a  sea  wall  there  is  a  comparatively  uniform,  homo- 
geneous and  solid  mass,  with  the  same  cross-section  at  every  part, 
substantially  even  when  buttresses  are  added.  If  every  part  of  a  wall 
is  made  strong  enough  to  resist  these  enormous  isolated  pressures, 
why,  then,  should  not  the  whole  wall  be  practically  strong  enough  to 
resist  them,  even  if  extending  over  a  large  surface,  and  to  what  area 
of  wall  would  the  author  have  this  action  applied,  when  he  says  that 
at  the  Scilly  Islands,  '<  large  masses  of  water  have  been  driven  over  the 
summit  of  this  rocky  island,  which  is  130  ft.  in  height "?    The  press- 
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Mr.  HeriDg.  nre  of  sea  water  130  ft.  in  height  is  8  340  lbs.  per  square  foot,  or  more 
than  Stevenson's  greatest  dynamometer  measurement  on  small  disks  at 
Dnnbar,  which  was  7  840  lbs.  To  drive  "  large  masses  "  of  water  over 
snoh  an  island  means  a  large  mass  at  the  bottom,  and  to  drive  water  np 
an  inclined  rooky  slope  to  such  a  height  requires  a  still  greater  force  at 
its  foot  than  that  mentioned.  It  seems  necessary  to  the  writer  to  take 
np  each  case  of  this  kind  by  itself,  and  to  consider  it  in  the  light  of  all 
forces  liable  to  act,  instead  of  generalizing  farther  than  to  find  out 
what  simple  mechanical  principles  apply. 

The  writer  does  not  consider  the  division  of  free  waves  into  "long** 
waves,  **  oscillating  "  waves  and  **  ripples  "  a  very  happy  one.  Oscil- 
lating waves,  particularly  in  the  ocean,  can  be  very  much  longer  than 
the  so-called  "  long  "  waves  in  very  shallow  water,  or  near  the  shore. 
Bipples,  the  author  explains,  run  by  surface  tension.  So  far  as  the 
writer's  experience  goes,  ripples  are  waves  generally  caused  by  the 
friction  of  air  moving  over  the  surface  of  water,  like  most  other  waves. 
They  can  be  seen  plainly  when  a  slight  gust  of  wind  starts  over  a  per- 
fectly calm  sheet  of  water,  as  in  a  pond.  The  writer  has  also  seen 
them  under  the  same  conditions  on  the  ocean  after  a  day's  calm.  They 
are  the  first  result  after  wind  commences.  If  the  wind  continues  and 
blows  stronger,  then  another  and  larger  set  of  waves  is  generated,  upon 
the  surface  of  which  the  ripples  still  continue,  though  less  regular  in 
form.  If  the  wind  blows  still  stronger,  still  larger  waves  set  in,  carry- 
ing the  two  other  kinds  of  waves  on  their  surface.  When  crossing  the 
Atlantic,  the  writer  could,  on  a  certain  occasion,  distinctly  discern 
four  classes.  On  the  Jersey  shore,  perhaps  twelve  hours  after  a  storm, 
when  watching  the  surf,  he  once  distinctly  noticed  that  about  every 
seventh  to  tenth  breaker  would  run  further  up  the  beach  than  the 
others,  and,  in  addition  to  the  breaking  waves,  smaller  waves  or  rip- 
ples could  be  seen  upon  them  which  had  been  started  by  a  fresh 
breeze.  It  was  evident  that  there  still  existed  the  effect  of  some  large 
waves  coming  in  from  the  ocean  and  caused  by  the  previous  storm. 

On  a  dry,  sandy  beach  similar  effects  can  also  be  noticed.  What 
in  this  case  are  often  called  sand  ripples  are  also  the  effect  of  the  fric- 
tion of  air  upon  the  particles  of  sand  and  are  not  due  to  surface  ten- 
sion. A  flag  or  streamer  waving  in  a  breeze  has  its  wavy  motion  im- 
parted by  the  friction  of  passing  air,  similar  to  the  case  of  water  waves. 

Generally  speaking,  there  seems  to  be  no  difference  in  kind  between 
large  and  small  free  waves,  but  merely  a  difference  of  degree.  A  de- 
finite relation  exists  between  the  causing  force  and  the  character  of 
the  material  which  is  set  in  motion  and  its  freedom  to  move.  The 
writer  had  never  seen  this  general  problem  worked  out,  but  it  applies 
equally  to  solid,  fluid  and  gaseous  bodies  moving  over  each  other, 
and  of  which  there  are  nine  possible  cases.  Unless  the  friction  is  re- 
duced or  wholly  overcome,  as  by  a  lubricant,  such  movements  produce 
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osoillations.  These  may  be  in  the  form  of  soand  waves  of  high  pitch,  Mr.  Bering, 
as  in  some  cases  of  solids  moving  npon  solids,  or  merely  a  rattling 
noise  when,  for  instance,  the  ferrule  of  an  umbrella  is  made  to  slip 
over  the  snrface  of  a  sidewalk,  or  these  oscillations  may  be  a  visible 
tremor  as  when  water  flows  through  a  hose,  or  be  in  the  form  of  a 
spiral  motion  assumed  by  bubbles  of  air  when  rising  through  water. 

Unless  the  author  can  ofifer  a  better  explanation,  it  seems  to  the 
writer  that  **  surface  tension  '*  rather  explains  the  somewhat  remark- 
able fact,  that  oil  poured  upon  highly  agitated  water  will,  by  hanging 
together  and  spreading  out  into  a  thin  film,  actually  reduce  the 
oscillation  of  waves  and  completely  stop  the  ripples.  The  water  sur- 
face does  then  not  as  readily  yield  to  the  attack  of  the  wind,  nor  per- 
mit the  breaking  of  the  waves,  the  so-called  whitecaps.  It  is  trust- 
worthily  stated  that  a  teaspoonful  of  oil  will  "  calm  "  a  surface  of  1 000 
square  meters  or  about  i  acre  on  the  ocean.  Heavy  and  thic^  oils  are 
said  to  be  the  most  effective. 

BoBBBT  Fletcher,  Assoc.  Am.  Soc.  G.  E. — Among  the  earlier  Mr.  Fleteher. 
contributions  to  the  literature  of  civil  engineering  is  an  interesting 
work  by  Col.  A.  R.  fimy,  an  officer  of  the  corps  of  engineers  of  the 
French  army,  entitled:  "Du  Mouvement  des  Ondes  et  des  Travaux 
Hydrauliques  Maritimes,  Paris,  1831. "  The  author  devotes  consider- 
able space  to  disproving  the  then  commonly  accepted  theory  that  in 
wave  motion  the  individual  particles  of  water  move  up  and  down  by 
filaments  which,  through  all  phases  of  the  displacement,  remain  ver- 
tical Having  shown  this  theory  to  be  untenable,  he  then  opposes  the 
practice  of  giving  to  exposed  sea-walls  or  breakwaters  a  vertical  or 
slightly  battered  face,  bringing  to  bear  a  great  array  of  facts  and 
arguments  to  show  that  such  structures  are  assailed  by  enormous 
masses  of  water  acting  by  horizontal  impact,  and  should  deflect  rather 
than  reflect  such  masses. 

Col.  £my  was  recognized  by  one  or  two  of  his  contemporaries  as 
among  the  first  to  propound  the  true  theory  of  wave  motion,  that  is, 
the  orbital  movement  of  the  individual  particles.  His  treatment  of 
the  subject  is  free  from  mathematical  analysis,  although  he  presents 
very  clear  and  ingenious  geometrical  demonstrations;  he  argues  from 
facts  gathered  by  his  own  long-continued  observations  of  wave  action 
and  some  of  its  results,  while  he  appeals  to  the  common  phenomena 
with  which  even  less  diligent  observers  are  familiar. 

Figs,  7,  8  and  9  are  drawn  on  the  assumption  that  the  velocity  of 
the  particle  in  the  orbit  is  constant  during  a  complete  oscillation,  but 
with  the  depth  of  trough  exaggerated  in  proportion  to  the  length  of 
wave.  £my  claims  that  the  orbit  cannot  be  circular  because  the  wave 
profile  would  then  be  a  curve  of  sines,  and  the  most  cursory  observa- 
tion shows  that  this  is  not  the  fact.  He  claimed  also  that  the  elliptical 
orbit  with  minor  axis   vertical  would  give  a  form  equally  at  vari- 
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Mr.  Fletcher,  ance  with  actual  appearanoe;  bnt  that  the  elliptioal  orbit  with  major 
axis  vertical  accounts  for  all  actual  circumstanceB  of  form  and  motion. 
That  pure  wave  motion  in  deep  mid-ocean  consists  in  the  motion 
of  the  individual  particles  in  elliptical  orbits,  and  that  the  size  of 
orbit  decreases  as  the  depth  increases,  until  perfect  calm  exists,  is  now 
the  commonly  accepted  theory.  £my  laid  chief  emphasis,  however, 
on  his  conception  and  definition  of  the  term  ftot  defend  or  *'  bottom 
wave. "  He  says :  *  *  I  have  discovered  that  the  true  bottom  waves  consti- 
tute a  very  important  phenomenon  of  which  the  nature  has  not  hitherto 
been  recognized,  although  some  of  its  efifects  have  been  noted." 

When  waves  approach  the  shore  from  the  ideal  position  in  deep 
mid-ocean  and  feel  the  influence  of  bottom  and  projecting  lands,  their 


behavior  is  no  longer  fully  explained  by  the  purely  orbital  motion  of 
the  molecules  of  water.  The  theory  advanced  is  chiefly  concerned 
with  the  effects  that  the  bottom  exercises  upon  the  waves.  This  in- 
fluence of  the  bottom  is  claimed  to  be  of  three  kinds. 

First, — When  the  general  depfch  is  small  and  the  waves  are  large, 
they  will  be  shortened  and  raised,  having  a  more  pointed  shape  due  to 
the  reaction  of  the  bottom,  causing  the  vertical  axis  of  the  ellipse  to 
be  lengthened. 

Second. — ^If  the  general  depth  of  the  sea  or  ocean  is  great,  and 
diminishes  towards  the  shore  by  very  gentle  and  uniform  slopes,  the 
undulations  are  destroyed  by  gradually  stopping  the  lower  particles 
in  their  orbits,  and  also  modifying  the  undulations  of  the  surface  par- 
ticles. 
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TMrcL — The  third  action  is  caused,  in  the  ideal  and  extreme  case,  Mr.  Bletdlitr. 
by  sndden  rises  or  steps  in  the  bottom,  and  is  of  the  greatest  import- 
ance. Beferring  to  Fig.  10,  let  0  R  represent  the  surface  of  the  calm 
sea,  the  curve  BCD,  etc.,  a  vertical  section  of  the  wave  surface,  and 
P  Q  the  level  where  no  movement  exists,  so  that  the  bottom  below  this 
level  has  no  influence  upon  the  wave  motion.  Let  UThe  a  sharp  rise, 
followed  by  the  nearly  horizontal  bottom  TS,  The  undulation  bcde, 
etc.,  is  tangent  to  TS,  and  it  is  evident  that  all  the  particles  of  water 
above  this  curve  will  have  sufficient  space  in  which  to  describe  their 
orbits,  but  that  all  particles  below  the  curve  will  lack  the  room  re- 
quired for  a  full  undulation.  The  latter  particles  form  under  each  wave 
of  the  undulating  mass  bodies  of  water  limited  by  the  curve  and  the 


E^^^v 


bottom.  These  entrained  masses  of  water  with  profiles  of  the  general 
shape  c desire  subject  to  pressure  on  the  rear,  for  the  wave  above  is 
descending  to  form  the  trough,  while  it  is  relatively  relieved  from 
pressure  in  front,  for  the  water  above  is  rising  to  form  the  crest  of  the 
advancing  wave.  By  the  purely  oscillatory  action  of  the  wave  above, 
or  surface  wave,  the  entrained  mass  must  travel  in  the  direction  of  the 
wave  motion  and  with  the  same  velocity.  Each  oscillatory  and  appa- 
rently advancing  wave*  entrains  a  new  body  of  water,  and  these  masses 

*  In  the  nomurf  or  otoiUatory  waTe  no  particle  of  water  haa  a  greater  horizontal  dieplaoe- 
ment  than  the  length  of  the  horizontal  axis  of  its  orbit.  Any  person  who  has  attentiTely 
obserred  a  floating  object  tossed  by  waves  where  there  is  no  current  has  recognized  this  as 
an  elementary  and  fandamental  fact.  It  is  iUustrated  by  the  waves  which  sweep  over  a  field 
of  ripened  grain  and  by  familiar  experiments  in  the  physical  laboratory. 
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Mr.  Fletoher.  of  water,  forced  along  the  bottom  under  the  normal  waves,  are  defined 
as  *<  bottom  waves."  Here  is  a  true  wave  of  translation,  which  has 
little  or  nothing  of  an  oscillatory  character,  and  which  must  exert  hori- 
zontal energy  nearly  in  proportion  to  its  mass  and  the  square  of  its 
horizontal  velocity. 

When  the  bottom  rises  in  a  series  of  slight  but  abrupt  ascents,  the 
bottom  wave  formed  at  the  first  rise  is  forced  to  mount  those  succeed- 
ing by  the  pressure  from  the  wave  above  it,  and,  as  each  rise  causes  a 
bottom  wave  on  its  own  account,  the  bottom  waves  increase  in  volume 
as  they  proceed,  and  may  carry  a  large  mass  of  water  towards  the  shore. 
If  such  waves  meet  an  inclined  plane  after  passing  the  sharp  rises,  they 
are  retarded  by  the  bottom,  and,  as  the  pressure  continues  with  little 
diminution,  they  are  forced  into  shorter  and  higher  waves,  which  cause 
the  surface  waves  to  change  in  form  similarly.  The  energy  required 
to  give  the  bottom  waves  their  velocity  is  furnished  by  the  normal  or 
surface  waves,  and  this  loss  of  energy  causes  the  latter  to  shorten  and 
lose  velocity.  The  effects  of  the  incline  may  be  likened  to  those  caused 
by  a  succession  of  small  rises.  Fig.  11  may  represent  the  appearance 
at  the  instant  when  the  bottom  wave  has  become  of  such  a  form  as  to 
break  the  surface  wave  and  run  up  on  the  shore.  The  sudden  pro- 
jection of  the  surf  upon  the  inclined  shore  is  indicated  at  E,  Fig.  11. 
If  the  velocity  and  volume  of  the  bottom  wave  are  great,  it  may  break 
the  surface  wave  when  it  encounters  a  rise  in  the  bottom,  as  at  iT,  Fig. 
10,  causing  foam  and  spray  as  each  wave  passes  this  point. 

Often  this  breaking  of  the  waves  over  a  submerged  bank  destroys 
the  undulation  to  such  an  extent  that  the  sea  is  quite  calm  after  pass- 
ing the  line  of  the  surf.  The  pressure  upon  the  bottom  wave  may  not 
be  sufficient  to  bring  any  part  of  it  near  the  surface;  but  its  infiuence 
will  always  be  shown  by  some  change  in  the  character  of  the  surface 
waves,  since  such  a  fluid  mass  is  very  sensitive  to  any  expenditure  of 
energy.  The  bottom  waves,  formed  and  increased  in  volume  by  suc- 
cessive shoaling  of  the  water,  are  hurled  against  steep  shores  or  arti- 
ficial breakwaters  with  great  force. 

Such  is  femy's  theory  of  the  bottom  wave.  Being  literally  outside 
of  the  limits  of  the  mathematical  wave  of  oscillation,  its  existence  and 
action  might  not  be  considered  demonstrable  by  pure  analysis,  but 
the  hypothesis  does  not  contravene  physical  laws.  Later  authors, 
English  and  Italian,  cite  observations  and  draw  conclusions  as  to  the 
proper  profile  of  sea-wall  sections  which  are  in  exact  accordance  with 
the  doctrine  and  practice  which  fimy  developed  from  this  theory.  It 
is  certain  that  any  mathematical  theory  of  wave  action  rests  upon  ideal 
conditions  quite  as  extreme  and  unusual  as  those  upon  which  the  theory 
of  the  bottom  wave  is  based.  The  simple,  unmodified  undulation  of 
the  surface  of  the  sea,  showing  the  ideal  billow,  is  not  to  be  seen  every 
day.     The  great  swell  of  the  ocean  presents  it  on  a  large  scale,  but 
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nsaally  there  are  primary,  secondary  and  tertiary  systems,  one  super-  Mr.  Fletoli«r« 
imposed  on  the  other,  one  from  distant  and  another  from  local  sources 
of  disturbance,  with  modifications,  so  that  the  resultant  action  is  often 
apparently  confused,  irregular  and  interrupted.  Hence  the  engineer 
desiring  a  proper  working  knowledge  as  to  the  principles  of  construc- 
tion of  maritime  works  must  study  chiefly  facts,  phenomena  and  the 
accumulated  experience  of  his  predecessors  in  this  line.  Some  facts 
and  phenomena  in  addition  to  those  cited  in  the  paper  will  now  be 
presented. 

Prof.  Airy*  asserts  that  the  horizontal  motion  of  the  particles  of 
water  next  to  the  bottom,  produced  in  shoal  water  by  long  waves,  is 
proved  by  the  sensible  disturbance  of  the  sand  and  stones  of  the  bot- 
tom; and  that  waves  break  over  the  edge  of  the  Bank  of  Newfoundland 
when  the  waves  are  high,  although  the  depth  of  water  on  the  shallow 
side  of  the  bank  is  500  ft.  He  also  mentions  that  ofif  the  coast  of  the 
British  Isles,  where  the  best  charts  show  a  sudden  falling  off  of  the 
bottom,  a  similar  breaking  of  the  waves  occurs. 

Similar  action  is  noted  by  Mr.  Kiddle^.  Speaking  of  the  general 
^belief  that  the  influence  of  heavy  waves  ceases  at  a  few  fathoms  be- 
neath the  surface,  where  all  is  quiet,  he  says  that  swells  show  marked 
increase  in  height  when  they  roll  over  the  edge  of  soundings.  **  On 
the  parallel  of  Cape  Clear,  in  longitude  15^  W.,  seamen  are  familiar 
with  this  phenomenon,  although  the  depth  is  nearly  500  fathoms.  At 
times  it  is  so  marked  that  the  dead  reckoning  may  be  checked  by  care- 
fully noting  the  increase  in  the  depths  of  the  hollows  of  the  waves." 
''Shortly  after  the  edge  of  the  sounding  is  passed,  the  sea  becomes 
more  regular  and  less  dangerous  to  vessels." 

The  great  depth  to  which  the  action  of  waves  may  be  felt  is  illus- 
trated by  a  common  occurrence  off  Nantucket  Shoals,  noted  by  Mr. 
Kiddle.  Pilots  and  masters  of  vessels  assert  that  sand  is  frequently 
left  on  deck  after  a  sea  has  broken  on  board,  although  the  depth  of 
water  is  from  75  to  90  ft.  The  waves  of  the  Pacific  off  the  western 
coast  of  the  United  States  are  described  by  observers  as  much  greater 
than  those  of  the  Atlantic,  and  many  record  their  breaking  in  15 
fathoms  of  water. ^  Charts^  show  the  bottom  to  be  in  general  more 
precipitous  than  the  bottom  off  the  eastern  coast. 

In  the  opinion  of  Mr.  Michael  Scott*: 

When  waves  come  upon  a  slope  the  vertical  oscillation  is  con- 
verted into  a  motion  parallel  to  the  slope.  Surf  waves  are  greatest 
when  deep  water  shoals  suddenly.  When  the  water  shoals  the  waves 
rear  up,  change  their  profile  and  have  a  progressive  motion  imparted 
to  them. 

1 "  Encyclopedia  Metropolitana."    Arfclcle,  ••  Tides  and  Waves." 

•  "Nature,"  December  9th,  1875. 

>  Report  of  Ohief  of  Engineers,  U.  8.  Army,  1881,  p.  2635. 

4  U.  8.  Coast  Survey  Charts,  Nos.  676  and  681. 

s  ProeeeOngt  of  the  Instttntion  of  Civil  Engineers,  Vol.  xviii,  pp.  75,  76. 
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Mr.  Fletcher.  Mr.  Gockbnm  Curtis,  who  had  extensive  practice  on  coast  surveys 
under  the  British  Admiralty  in  all  parts  of  the  world,  in  a  discussion 
on  the  form  of  breakwaters,'  said  that  much  might  be  done  toward 
determining  the  best  form  and  materials  for  their  construction  by  a 
careful  observation  of  the  character  of  the  waves  and  of  the  form  of 
bottom  over  which  they  approach  the  shore.  He  found  that  when  the 
general  configuration  was  decidedly  steep  at  the  shore  line,  there  was 
very  little  change  in  the  waves;  but  where  great  dififerences  of  level, 
or  steps,  existed  in  the  profile,  what  might  be  called  shoal  waves  or 
surf  waves  were  generated.  Mr.  Curtis  decided  from  his  study  of 
the  surf  waves  on  the  west  coast  of  Central  America  and  on  the  coast 
of  Coromandel,  where  he  believed  the  heaviest  surf  to  exist,  that 
the  waves  were  generally  greatest  where,  in  approaching  the  shore^ 
the  deep  water  was  suddenly  succeeded  by  a  long  series  of  shoals. 
**  The  ocean  or  deep-water  wave,  when  it  came  in  contact  with  the  first 
shoal  water,  immediately  appeared  to  rear  up  or  increase  in  height  and 
subsequently  to  alter  its  profile  so  that  the  mass  of  the  water  was  thrown 
into  the  front  part  of  the  wave  and  a  progressive  motion  was  commu- 
nicated to  the  particles  of  water.  *  *  *  The  consequence  was  that 
the  wave  always  took  up  with  it  a  mass  of  water  along  the  slope."         ^ 

The  author  of  an  article  entitled,  '*  Notes  on  the  ££fect8  of  the 
Waves  Upon  the  Neapolitan  Shore,  in  Connection  with  the  New  Coast 
Works,"  gives*  the  following  conclusions  from  his  observations: 

*'  Whatever  theory  may  be  entertained  as  to  the  origin  of  waves,  this 
fact  is  undisputed,  that  near  the  shore  the  vertical  motion  is  trans- 
formed, as  the  depth  diminishes,  into  a  more  or  less  rapid  horizontal 
movement  of  translation,  and  that,  by  reason  of  this  transformation, 
the  waves  acquire  a  horizontal  action  upon  shallow  shores  which  at 
times  is  very  energetic,  causing  them  to  break  violently  against  any 
obstacle  they  may  encounter.  The  translation  may  be  partial  or  com- 
plete ;  in  the  first  case,  they  are  *  bottom  waves ' ;  in  the  second  the 
water  has  become  shallow  enough  to  cause  the  '  bottom  wave '  to  be  the 
greater  part  of  the  whole  wave,  which  causes  the  entire  mass  of  water 
to  be  thrown  forward. " 

The  following  facts  are  well  known:  When  a  body  of  slightly 
greater  specific  gravity  than  the  water  is  thrown  oflf  from  the  beach  it 
sinks,  but  is  returned  to  the  shore  very  sooji.  Debris  and  portions  of 
the  cargo  from  wrecked  vessels,  whether  capable  of  floating  or  not,  are 
driven  ashore.  Dead  bodies  are  washed  up  in  the  same  manner  (by 
the  bottom  waves?).  A  remarkable  instance  of  this  action  is  given  by 
Sir  John  Bobinson.^  At  Madras,  during  a  violent  storm  a  quantity  of 
pig  lead  was  cast  on  the  beach,  and  it  was  proved  that  it  came  from  a 
vessel  which  had  been  wrecked  more  than  a  mile  oflf  shore. 

Mr.  John  Murray,*  when  working  in  a  diving  bell  at  Sunderland, 
in  20  ft.  of  water,  found  it  impossible  to  work  on  one  occasion  because 

1  Procudingt  of  the  Institutioo  of  CItU  Engineers,  Vol.  vi,  p.  126. 

*  L'lngegneria  CiviU  t  I'ArH  Induttriali,  1885.  p.  S3. 

■  Prooetdingi  of  the  Instltntion  of  OiTil  Engineers,  Vol.  11,  p.  128. 

*  Prooudimgt  of  the  Institntion  of  OItU  Engineers,  Vol.  xlx,  page  669. 
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of  the  great  agitation  of  the  water  at  the  bottom,  although  at  the  enr-  Mr.  Fletcher, 
face  there  waa  but  a  slight  swell.     This  is  a  direct  proof  of  the  move- 
ment of  translation  at  the  bottom,  while  the  surface  presented  only  the 
movement  of  oscillation. 

Smeaton's  account  of  the  tremendous  force  of  the  waves  at  Eddy, 
stone  reads  :^  **  The  waves  would  strike  the  rock  and  house  and  fly  up 
in  a  white  column,  enveloping  it  like  a  sheet,  rising  to  at  least  twice  its 
height  (about  200  ft. )  and  totally  intercepting  it  from  sight.  '*  Smeaton 
believed  the  cause  of  this  action  to  be  due  to  the  position  of  the  reefs 
and  the  shape  of  the  bottom  rock.  **  A  circumstance  which  tends  to 
augment  the  force  and  height  of  the  sea  so  breaking  upon  these  rocks 
is  their  particular  form  and  position.  *  *  ♦  They  not  only  stretch 
across  the  channel  in  a  north  and  south  position  to  the  length  of  about 
100  fathoms;  but  they  lie  in  a  sloping  manner  towards  the  southwest." 
This  sloping  continues  below  the  water  for  a  mile  or  more.  **From 
this  configuration  it  happens  that  seas  coming  uncontrolled  from  the 
deep  water,  and,  rather  suddenly  at  last,  though  gradually  meeting 
the  slope  of  the  rocky  bottom,  they  are  swelled  to  a  degree,  in  storms 
and  hard  gales  of  wind,  as  to  break  upon  the  rocks  with  most  dread- 
ful violence.'*  The  chart  of  the  locality  shows  that  the  reefs  form  a 
gradually  rising  trough  or  gorge,  doubtless  broken  by  steps  and 
ridges,  leading  up  to  the  level  where  the  stone  tower  was  built,  from 
the  direction  of  the  heaviest  seas.  ^*  I  particularly  noticed  the  man- 
ner in  which  the  waves  began  to  gather,  as  soon  as  they  came  so  near 
the  house  as  to  be  sensible  to  the  sloping  rocks  underneath  them. 
These  waves,  by  degrees  towering  higher  as  they  came  nearer,  formed 
a  deep  hollow  sea  at  the  foot  of  the  building;  and  then,  falling  into  it, 
struck  it  with  all  imaginable  fury.  '* 

The  late  Thomas  Stevenson,  referring  to  the  wave  action  at  Bell 
Rock  Lighthouse,  quoted  the  late  Robert  Stevenson  as  follows:"'^ 
**The  dispersion  of  fishes,  by  their  disappearance  from  the  fishing 
grounds  in  stormy  weather,  tends  to  show  the  disturbance  of  the  depth 
of  the  ocean  at  the  depth  of  30  or  40  fathoms.  *  *  *  Some  drift 
stones  of  large  dimensions,  measuring  upwards  of  30  cu.  ft.,  or  more 
than  2  tons  in  weight,  have,  during  storms,  been  thrown  up  from  deep 
waters.  These  stones  are  so  familiar  to  the  lighthouse  keepers  at  this 
station  as  to  be  by  them  termed  travelers." 

It  appears  from  these  citations  that  a  motion  of  translation  of 
portions  of  the  wave  when  it  reaches  shallow  water  is  now  generally 
admitted;  also  that  where  abrupt  rises  in  the  bottom  are  known  to 
exist,  there  the  phenomena  are  observed  which  £my*s  theory  describes 
and  explains. 

Thomas  Stevenson  had  no  records  of  pressures  near  the  bottom. 

At  Skerryvore  Rocks  the  high  and  low  dynamometers  were  not  placed 

1  Joho  Smeaton's  '*  Narrative  of  the  BaUding  aod  a  Description  of  the  Constraction  of 
the  Bddystone  Lfghthouse,"  pp.  10  and  176. 

s" Design  and  Constmctlon  of  Harbors/'  Edinbnrgh,  1874,  p.  17. 
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Mr.  Fletoher.  upon  the  same  rook,  but  one  was  40  ft.  seaward  of  the  other,  and  hence 
subject  to  different  conditions.  At  Dunbar  flush  dynamometers  were 
placed  over  quite  an  extent  of  the  curved  wall,  as  shown  in  Fig.  12. 
The  dotted  lines  show  the  variation  of  horizontal  pressure  thought  to 
exist.  Stevenson  gave  the  diagram  as  a  rough  approximation  only,  as 
some  of  the  instruments  failed. 

The  following  argument  is  by  Mr.  A.  W.  French,  the  writer's  col- 
league: Masses  of  water  hurled  against  the  foot  of  a  curved  wall 
would  be  deflected  from  their  horizontal  course  and  would  exercise  a 
nearly  constant  normal  pressure  on  the  surface.  Of  course  the  hori- 
zontal pressure  would  increase  as  it  passed  up  the  curve.  In  Fig.  13, 
with  a  profile  similar  to  that  of  Fig.  12,  the  change  in  horizontal  press- 
ure due   to   the  reaction   of  deflection,   or  centrifugal  force  B  C  = 

— 5  Iw  is  the  weight  of  a  cubic  foot  of  the  water,  and  R  is  the  radius  of 
g  -ti 

curvature)  is  represented  by  the  broken  line  ABB,  The  energy  of  the 
moving  and  lifted  water  would  be  expended  against  the  force  of  gravity 
and  would  become  zero  at  some  point  on  or  above  the  wall.     Some 


line,  as  ^  0,  connecting  A  with  the  point  of  zero  energy,  would  com- 
plete the  line  of  pressure. 

The  similarity  of  Figs.  12  and  13  is  apparent.  Stevenson's  figure 
shows  a  sharper  diagram,  but  it  is  reasonable  to  suppose  that  this  is 
due  to  the  impulse  of  the  surface  particles  as  they  are  suddenly 
stopped  in  their  orbits  by  the  wall.  This  impulse  would  lengrthen 
the  line  A  B  and  make  the  agreement  still  closer. 

At  Dunbar  the  action  upon  the  unfinished  wall  was  noteworthy. 
Dynamometers  were  attached  to  piles  a  few  feet  in  front  of  the  wall 
and  also  on  the  wall  itself  and  pressures  noted.     Stevenson  remarks: 

**  These  experiments  prove,  therefore,  that  oscillatory  waves  be- 
come waves  of  translation  when  they  reach  the  unfinished  part  of  a 
vertical  sea  wall,  and  that  they  then  exert  a  force  nearly  six  times 
greater  than  if  they  had  remained  waves  of  oscillation.  It  further 
appears  that  purely  oscillatory  waves  do  not  exert  much  more  than 
their  hydrostatic  pressure,  under  conditions  similar  to  those  affecting 
the  Dunbar  experiments;  but  had  there  been  a  storm  of  wind,  those 
waves  would  no  doubt  have  ceased  to  be  purely  oscillatory,  even 
though  the  water  had  been  deep. " 
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Beferring  to  the  Skerryyore  experiments,  assame  the  maximum  di-  Mr.  Fletcher, 
mensions  of  waves  to  be  600  ft.  in  length,  43  ft.  in  height,  with  a  ve- 
locity of  50  ft.  per  second.^    The  velocity'  of  the  surface  particles  in 
their  orbifcs  would  be  approximately  12  ft.  per  second. 

Mean  speed  of  particle  __  Circumference  of  orbit 
speed  of  wave  length  of  wave 

The  pressure  of  the  water  striking  the  dynamometer  at  this  velocity 

would  be  about  290  lbs.  per  square  foot(p  = V    This  pressure 

would  decrease  from  the  surface  downward.  The  static  pressure  of 
the  wave  at  the  sea  level  would  be  43  x  64.4  =  2  769  lbs.  per  square 
foot,  or  an  average  pressure  of  1  385  lbs.  If  the  average  pressure  due 
to  the  impulse  of  the  particles  be  290-^-2  =  145  lbs.,  the  combined 
pressure  would  be  only  1  530  lbs.  per  square  foot.  But  the  maximum 
force  recorded  was  above  6  000  lbs.  If,  now,  some  of  the  water  is  as- 
sumed to  move  horizontally  with  the  wave  velocity  of  50  ft.  per  sec- 

64.4  X  (50)' 
ond,  then  the  force  of  the  impact  will  be  theoretically ^^ — -  = 

5  000  lbs.;  if  1  385  lbs.  (neglecting  145 lbs.,  since  the  particles  of  the 
bottom  wave  have  no  orbital  motion)  is  added  to  this,  there  results 

6  885  lbs. ,  which  is  a  good  agreement  with  the  experimental  results. 

Thbodobe  Cooper,  M.  Am.  Soc.  C.  E. — No  modern  authority  on  Mr.  Cooper, 
waves  holds  to  that  part  of  Col.  £my*s  theory  which  requires  that  the 
major  axis  of  the  ellipse  be  vertical.  The  special  cases  of  wave  ac- 
tion mentioned  by  Prof.  Fletcher  and  the  phenomena,  for  the  expla- 
nation of  which  the  bottom  wave  theory  was  advanced,  are  all  covered 
sufficiently  for  the  purpose  of  this  paper  by  the  general  statement, 
**the  oflf-shore  waves  running  into  shallower  water,  or  converging  into 
narrower  limits  by  the  form  of  the  coast  or  bottom,  will  impart  their 
energy  to  smaller  masses  of  water,  producing  waves  exceeding  those 
originating  them."  While  the  manner  in  which  waves  are  formed  and 
modified  and  their  action  under  various  conditions  are  instructive  and 
tun  of  interest,  the  important  points,  from  an  engineering  point  of 
view,  are  the  character  of  the  waves  that  will  reach  any  proposed 
structure  and  the  force  they  will  exert  against  the  work.  The  height 
of  any  wave,  regardless  of  the  manner  of  its  generation,  is  the  measure 
of  its  energy,  and  therefore  the  measure  of  the  force  necessary  to  re- 
sist such  wave,  according  to  the  method  to  be  employed,  whether  to 
reflect,  divert  or  destroy  it. 

The  computations  at  the  end  of  Mr.  Fletcher's  remarks  are  incor- 
rect. The  orbital  energy  and  the  static  pressure  cannot  be  added,  for 
the  static  pressure  is  produced  by  the  orbital  energy.  Neither  can  the 
impact  of  a  wave  be  determined  by  use  of  an  impact  formula,  nor  is 

*  Stevenson's  "  Design  and  Construocion  of  Httrbors,"  p.  35. 
Banklne's  "Civil  Engineeriog/'  p.  754. 
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Mr.  CkMper.  it  necessary,  for  the  height  of  the  wave  measures  its  energy,  and  twice 
this  height  gives  the  greatest  measure  of  the  pressure  needed  to  reflect 
it.  His  assumption  that  some  of  the  water  may  moye  with  a  Teloc- 
ity equal  to  the  wave  velocity  is  untenable,  for  such  particles  could 
not  continue  in  the  wave,  but  must  fly  off  by  centrifugal  force.  If 
such  an  assumption  were  applied  to  the  Atlantic  tidal  wave,  there 
would  be  twice  in  24  hours'  pressures  along  the  whole  seaboard  of 
1  500  000  lbs.  per  square  foot. 

Mr.  Hering  asks :  **  If  every  part  of  a  wall  is  made  strong  enough 
to  resist  these  enormous  pressures,  why,  then,  should  not  the  whole  wall 
be  practically  strong  enough  to  resist  them"?  Walls  are  not  the  only 
form  of  sea  structures.  In  a  solid  wall  the  joints  and  projections 
would  be  the  parts  most  seriously  effected  by  these  enormous  pressures 
acting  over  only  limited  areas.  In  timber  crib  walls  or  bulkheads  the 
detail  parts  might  be  entirely  too  weak  to  resist  the  localized  press- 
ures, and  yet  the  whole  crib,  unless  destroyed  in  detail,  be  abundant 
to  resist  the  onslaught  of  the  waves.  Lighthouses  which  were  per- 
fectly seciire  as  to  the  main  structure  could  be  and  have  been  seri- 
ously effected  in  their  upper  works  by  these  limited  but  heavy  forces. 

Mr.  Hering  does  not  think  the  division  of  waves  as  accepted  by 
modem  writers  a  happy  one,  and  especially  objects  to  **  ripples  "  or 
that  class  of  small  waves  which  run  mainly  by  surface  tension.  Sur- 
face tension  enters  into  all  the  problems  of  liquids,  but  usually  is  a 
very  minor  factor.  In  large  waves  its  effects  are  unimportant,  but  for 
minute  waves  it  becomes  the  principal  factor  and  modifies  and  in 
some  cases  reverses  the  laws  governing  large  waves.  Ripples  run  the 
faster  the  shorter  they  are,  while  waves  do  the  reverse  of  this. 

Any  one  who  desires  to  study  into  this  interesting  subject  will  find 
**The  Construction  of  Harbors,"  by  Thomas  Stevenson;  Tides  and 
Waves  in  the  **  Encyclopedia  Metropolitana";  **  Waves  and  Wave 
Theory,"  in  the  *' Encyclopedia  Britannica,"  good  material  to  com- 
mence on.  All  of  these  have  been  freely  drawn  upon  in  preparation 
of  the  foregoing  paper. 
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WITH  DISCUSSION. 

Upon  the  prohibition  of  placer  mining  by  the  State  of  California, 
the  immense  canal  systems  extending  over  the  western  slopes  of  the 
Sierra  Nevadas  were  left  without  a  purpose,  and  their  future  existence 
depended  upon  a  new  use  for  water.  Out  of  this  necessity  has  grown 
a  business  of  selling  water  for  power  and  irrigation,  retaining  the  orig- 
inal methods  of  delivery  at  the  bank  of  the  canal  and  miner's  inch 
measurement.  The  price  of  water  is  approximately  1  cent  per  1  000 
galls,  delivered  at  the  canal;  its  cost  for  power  depends  upon  the  press- 
ure that  can  be  obtained  from  it.  In  the  case  of  the  North  Star  plant, 
it  could  have  been  conveyed  directly  to  the  mines  and  have  done  its 
work  there  on  different  wheels  more  or  less  adapted  to  the  varying  con- 
ditions; but  there  is  a  certain  inconvenience  and  danger  in  using  water 
in  this  manner  under  a  high  pressure,  and,  moreover,  the  mines  are  on  a 
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hill.  So  it  therefore  seemed  advisable  to  convey  the  water  directly  to  the 
lowest  convenient  point,  obtain  the  power  there,  and  transmit  this 
power  to  the  places  where  it  was  needed. 

This  brought  forward  the  subject  of  transmission  of  power,  and 
electricity  was  natnrally  suggested  first.  Visits  to  mines  in  operation 
and  careful  study  and  investigation  of  electrical  appliances  for  under- 
ground work,  especially  pumping,  finally  decided  the  author  in  favor 
of  compressed  air.  The  latter  method,  under  the  conditions,  was  be- 
lieved to  be  most  economical  of  power,  least  liable  to  accident,  and 
cheapest  in  first  cost.  Moreover,  almost  absolute  security  against 
stoppage  could  be  obtained  by  having  a  set  of  boilers  on  hand  ready 
for  firing  up  in  case  the  water  power  or  air  plant  gave  out,  for,  by  the 
use  of  these  boilers  and  opening  and  shutting  a  few  valves,  all  the  air 
motors  become  equally  good  steam  motors;  whereas,  with  electrical 
transmission  an  entire  set  of  steam  motors  would  have  to  be  provided 
to  give  equal  security;  or,  as  the  air  and  steam  motors  are  the  same, 
the  electrical  motors  would  require  just  so  much  extra  expense  in  cost 
of  plant  of  equal  security  against  stoppage. 

To  give  as  briefly  as  possible  a  distinct  idea  of  this  work,  a  concise 
description  of  the  whole  plant  is  first  submitted,  followed  by  the  de- 
tailed presentation  of  its  several  parts,  and,  finally,  the  results  obtained 
after  careful  tests  during  three  months  of  actual  working. 

The  water  supply  is  obtained  from  the  South  Yuba  Water  Company, 
at  a  point  on  their  canal  about  4  miles  from  Grass  Valley,  Nevada 
County,  Cal.  Thence  it  is  conveyed  about  2^  miles  to  the  Empire 
Mining  Company's  works  in  a  22-in.  riveted  iron  pipe,  built  more  than 
ten  years  ago.  The  new  conduit  is  a  riveted  steel  pipe,  20  ins.  diameter, 
joined  to  the  lower  end  of  this  old  one  under  a  head  of  420  ft. ,  and  con- 
tinues 7  070  ft.  to  the  power  house,  situated  at  the  lowest  convenient 
point  on  Wolf  Creek,  just  below  the  town  of  Grass  Valley,  where  a  head 
of  775  ft.,  or  a  static  pressure  of  335  lbs.  per  square  inch,  is  obtained. 
The  capacity  of  this  pipe  is  sufficient  to  develop  800  to  1  000  H.  P. 

At  the  power  house  there  is  a  Pelton  water  wheel  18  ft.  6  ins. 
diameter,  running  on  a  10-in.  shaft,  to  which  a  duplex  compound  air 
compressor  is  connected  directly.  The  initial  cylinders  are  18  ins., 
and  the  second  cylinders  are  10  ins.  in  diameter,  with  a  24-in.  stroke. 
They  were  designed  to  run  at  110  revolutions  per  minute,  and  require 
283  H.  P.  from  the  water  wheel. 
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A  6-iii.  lap-welded  pipe  conveys  the  air  at  90  lbs.  pressure  from  the 
power  honse  to  the  company's  Stockbridge  shaft  on  Massachusetts 
Hill,  800  ft.  distant  and  125  ft.  higher.  Here  it  is  now  being  used  in 
a  100-H.  P.  cross-componnd  Corliss  pnenmatic  hoisting  engine,  and  a 
75-H.  P.  compound  pnmp,  besides  other  pumps,  blacksmith  forge, 
drills,  etc, 

The  Pipe  Line,  — The  line  of  the  pipe  is  quite  crooked,  both  horizontally 
and  vertically,  partly  because  it  was  necessary  in  locating  it  to  follow 
a  county  road.  The  trench  was  dug  with  plows  and  scrapers,  except 
where  too  stony,  and  the  joint  holes  were  dug  by  hand.  The  joint 
holes  cost  fully  as  much  as  the  trench,  for  the  reason  that  many  of 
them  reached  down  to  the  harder  and  rockier  stratum  below  the  soft 
surface  material.  The  trench  was  about  10  ft.  wide  on  top,  4  to  5  ft. 
on  the  bottom,  and  4  ft.  deep.  The  joint  holes  were  4  to  5  ft.  long 
and  8  ft.  deeper  than  the  trench.  The  total  cost  of  all  the  work  of 
burying  the  pipe,  including  covering  a  large  portion  of  it  with  stone 
from  the  mine  dumps,  and  cement  masonry  wells  for  the  valves  and 
for  sustaining  the  pipes  around  bends,  amounted  to  approximately 
$6  756.27.  This  was  done  on  company  account,  after  refusing  bids,  the 
lowest  of  which  would  have  amounted  to  about  ^S  500. 

An  aqueduct  of  cement  masonry  across  Wolf  Creek  at  the  power 
house  is  not  included  in  this  estimate,  but  was  built  on  company  account. 
As  shown  in  Plate  Y,  Figs.  1  and  2,  it  was  first  built  up  to  grade; 
the  pipe  was  then  laid  upon  it  and  afterward  covered,  so  that  the  pipe 
is  now  in  the  center  at  the  tops  of  the  arches,  where  the  masonry  sec- 
tion is  4  ft.  square.  The  piers  of  this  aqueduct  are  carried  down  to 
the  bed-rock  of  the  creek  some  8  or  10  ft.  below  its  water  level.  The 
lower  portion  of  the  center  piers  was  built  up  of  cement  concrete,  but 
the  remainder  of  the  bridge  is  built  of  the  rough  stone  hauled  from 
the  mine  dumps  in  the  vicinity,  and  Portland  cement  and  sand  mixed 
one  to  three.  Very  little  hammering  was  allowed,  mortar  being  cheaper 
than  masons.  The  center  arches  are  of  33-ft.  span,  and  the  other  two 
of  24  ft.  and  28  ft.,  the  length  of  aqueduct  over  all  being  153  ft.  The 
rock  and  sand  each  cost  75  cents  per  yard  delivered;  common  labor, 
$2.50  per  day;  masons  and  foreman,  $4  per  day.  The  entire  cost  of 
the  bridge  was  $1  435;  as  it  contains  about  180  cu.  yds.,  the  cost  per 
yard  was  about  $8.  It  is  thought  that  this  will  prove  cheaper  in  a 
few  years  than  any  other  mode  of  carrying  the  pipe  across  the  creek. 
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Wood  or  even  iron  would  be  anbject  to  more  or  less  change  of  form, 
sufficient  to  cause  leakage  in  the  pipe,  but  it  is  believed  that  the  pipe 
buried  in  the  masonry,  when  once  tight,  will  never  have  movement 
enough  to  cause  leakage.  In  any  case,  it  is  probable  that  a  wooden 
truss  bridge  with  stone  piers  would  have  cost  nearly  as  much  as  the 
stone.  It  should  be  mentioned,  however,  that  the  lumber  for  centers 
is  not  included  in  the  cost  in  this  case  as  it  could  be  used  equally  well 
afterward  in  the  mine. 

The  steel  slabs  for  the  pipe  were  furnished  by  the  Pennsylvania 
Steel  Company.  The  Central  Mills  of  Harrisburg  rolled  the  plates, 
and  only  seven  sheets  of  the  entire  lot  were  rejected  by  the  inspector. 
The  Bisdon  Iron  and  Locomotive  Works  of  San  Francisco  manufac- 
tured the  pipe  from  the  48  x  66-in.  sheets  and  laid  it  complete  in  lengths 
of  about  28  ft.  in  the  trench  under  the  following  schedule,  the  longi- 
tudinal seams  being  double  riveted  by  hydraulic  riveters: 


Head  in  Feet 

Length. 

NO.B.W.G. 

Tbicknees. 

Biveta. 

Bemarki. 

420  to  600 
600  to  600 
600  to  700 
700  to  760 
760  to  776 
Beceiver 

2320  ft. 
2  110ft.6inB. 
1 168  ft. 
1204  ft. 
286  ft. 
40  ft. 

0.148  in. 
0.166  in. 
0.180  in. 
0.203  in. 
0.220  in. 
0.376  in. 

}in. 
Sin. 
A  in. 
{in. 
|in. 

Gold  riveted 
Hot  riveted 

The  specifications  required  a  mild  and  very  tough  steel,  and  the 
eold  flat  bending  test  was  insisted  upon  for  all  thicknesses.  The 
pipe  was  dipped  after  being  made  into  lengths  into  the  usual  hot 
asphaltum  mixture,  and  then  shipped  by  rail  to  Grass  Valley  and 
delivered  along  the  trench  in  wagons.  It  was  then  rolled  into  the 
trench,  and  the  lengths  riveted  together  in  place.  Where  there  was  no 
change  in  direction  a  slip  joint  was  made  by  raising  the  outer  end  of 
the  length  with  a  small  hand  derrick,  slipping  the  upper  side  into  the 
completed  portion,  and  catching  it  there  through  the  rivet  holes  with 
bolts.  Then  by  lowering  the  outer  end,  the  weight  forced  the  length 
into  its  place  with  a  little  care  and  guidance  by  chisels,  when  it  was 
bolted  ready  for  the  riveters.  Where  there  was  a  change  in  direction, 
bands  were  put  on  in  two  halves,  lapping,  but  no  bend  piece  or  band 
was  allowed  with  more  than  4  ins.  difference  in  width  between  the  in- 
side and  outside.  Where  hot  rivets  were  used  a  l-in.  hole  was  punched 
in  the  top  of  the  pipe  near  the  end,  through  which  the  hot  rivets  were 
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dropped  to  the  holder-on  inside.  This  hole  was  afterward  stopped 
with  a  l-in.  gas-pipe  ping.  P  &  B  paint  was  nsed  to  cover  all  points 
not  protected  by  the  original  asphalt  am  mixtnre,  because  it  was  con- 
sidered preferable  to  the  hot  mixture  when  pnt  on  the  cold  metal. 

In  filling  the  pipe  with  water,  it  was  quite  a  delicate  operation  to 
let  on  the  full  pressure  at  the  Empire  gate,  as  it  added  180  lbs.  press- 
ure per  square  inch  the  instant  the  lower  7  000  ft.  became  full.  It 
was  done  several  times  by  keeping  open  a  valve  at  the  lower  end  of 
the  pipe,  while  the  Empire  gate  was  allowing  a  little  more  to  pass 
than  the  lower  valve  allowed  to  run  away.  In  this  way  the  pressure 
was  not  raised  more  than  10  or  15  lbs.  above  the  normal.  Numerous 
very  small  leaks  appeared  in  the  pipe  under  pressure,  but  neither 
then  nor  since  has  there  been  a  defective  rivet  or  plate.  Fine  dust 
from  the  wagon  road  was  put  into  the  pipe  in  considerable  quantities, 
which  stopped  most  of  the  smaller  leaks  or  sweating.  The  attempt 
was  made  at  first  to  mark  the  larger  leaks,  and  then  take  off  the  press- 
ure and  calk  them,  as  in  the  case  of  a  steam  boiler.  It  was  soon 
found,  however,  that  they  would  appear  again  as  soon  as  the  pressure 
was  returned.  Since  the  leaks  have  been  calked  under  pressure, 
using  proper  care  not  to  strike  heavy  blows,  all  trouble  has  ceased. 
For  a  time,  owing  to  an  imperfect  gate  at  the  Empire,  the  pressure 
was  raised  60  to  90  lbs.  almost  instantly  many  times  a  day,  and  in 
consequence  small  leaks  developed,  though  they  were  easily  calked. 

Close  watching  was  necessary,  however,  as  a  stream  no  larger  than 
a  hair,  if  it  happened  to  be  turned  along  or  against  the  pipe,  would, 
with  the  aid  of  the  sand  it  washed  in,  cut  the  pipe  badly  in  a  few 
hours.  In  one  instance  two  threads  of  water,  so  small  that  they 
failed  to  wet  the  earth  upward  to  the  surface,  shot  out  at  right  angles 
to  each  other,  one  from  the  longitudinal  seam,  and  one  from  the  cir- 
cular seam  near  their  intersection.  These  streams,  striking  each 
other,  formed  a  miniature  whirlpool,  which  bored  a  hole  through  the 
pipe  about  the  size  and  shape  of  the  point  of  a  lead  pencil,  letting  out 
a  larger  stream  which  soon  led  to  its  discovery.  Where  sharp  bends 
were  necessary,  the  pipe,  as  laid  in  the  trench,  was  packed  on  the  outer 
side  of  the  bend  by  grouting  and  cement  masonry  between  the  pipe 
and  the  side  of  the  trench  for  the  full  thickness  of  the  pipe. 

About  1  000  ft.  from  the  lower  end  a  12-in.  branch  with  a  gate  is 
put  in  for  possible  future  use,  and  adjoining  it  on  the  lower  side  a 
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20-iii.  gate.  These  are  buried  in  cement  masonry,  to  prevent  any 
movement  from  thrust  when  the  latter  gate  is  closed,  and  over  all  is 
built  a  cement  masonry  gate  house  12  ft.  square,  which  answers  also 
for  a  tool  house.  At  the  lower  end  of  the  pipe  in  the  power  house 
there  is  another  20-in.  gate,  below  which  is  a  12-in.  branch  leading  to 
the  Pelton  wheel,  and  adjoining  this  is  the  receiver,  2  ft.  in  diameter, 
on  which  are  the  air  chambers,  charging  tube  and  relief  valve.  The 
lower  end  is  stopped  with  a  flanged  end,  bolted  on,  which  can  easily 
be  removed  for  extending  the  receiver  for  additional  power. 


PlO.  1. 


SECTION  A. 8. 


The  air  chamber  is  a  10-in.  lap-welded  tube  18  ft.  long  standing  on 
the  receiver,  with  an  8-in.  gate  between.  The  charging  tube  is  similar, 
but  8  ins.  in  diameter.  Both  have  2-in.  water  discharge  pipes  and 
gates,  and  by  proper  manipulation  of  the  gates  and  the  operation  of 
inlet  check  valves  on  top  of  the  tubes,  the  air  chamber  may  be  filled. 
Ordinarily  the  charging-tube  is  filled  up  to  90  lbs.  pressure  from  the 
air  compressor  delivery  pipe,  and  then  raised  by  the  water  pressure. 
It  is  found  necessary  to  put  in  about  one-tenth  of  the  volume  of  the 
air-chamber  every  day.  Where  the  air  goes  is,  thus  far,  a  mystery,  as 
no  leak  has  been  discovered. 
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The  relief  valye  was  designed  by  Mr.  H.  Sohassler,  Chief  Engineer 
of  the  Spring  Valley  Water -Works  of  San  Franciseo,  and  is  the  first 
of  its  kind  ever  made.  It  is  shown  in  Fig.  1.  It  seems  perfect  for 
the  purpose,  exeept  that  the  small  pop-valve  leaks  oontinnally.  It  is 
hoped  that  this  fault  may  be  remedied  by  using  a  different  form  of 
valve.  It  can  be  set  to  open  at  about  85  lbs.  above  normal,  and  will 
close  without  jar  or  hammer.  In  action,  the  pressure  rises  until  it 
lifts  a  pop-valve  in  the  ordinary  way;  when  this  is  raised  the  pressure 
is  relieved  on  top  of  an  8-in.  piston,  slightly  larger  at  the  top  end, 
which  rises  and  opens  the  ports  of  an  8-in.  outlet.  The  pressure 
going  down,  the  pop- valve  closes  and  equalizes  the  pressure  on  both 
ends  of  the  piston,  gradually  closing  it.  If  the  proper  pop-valve  can 
be  procured,  this  relief  valve  will  prove  a  sure  safeguard  for  the  pipe. 
On  one  occasion  already,  when  from  some  unknown  source  a  piece  of 
drift  wood  entered  the  nozzle  and  stopped  the  flow  of  water  instantly, 
this  relief  valve  saved  the  pipe  from  serious  shock,  if  not  actual 
bursting. 

Water  Wheel. — The  demand  for  direct  action  under  a  head  of  775  ft. 
made  a  large  wheel  necessary  in  order  to  obtain  the  proper  peripheral 
speed  of  half  the  spouting  velocity.  The  manufacturers  objected  seri- 
ously to  undertaking  anything  over  15  ft.  in  diameter;  whereas  the 
proper  speed  of  60  to  70  revolutions  for  the  compressors  required  a 
wheel  of  nearly  30  ft.  diameter.  A  compromise  was  finally  made  with 
a  wheel  of  18  ft.  6  ins.  diameter,  and  a  compressor  revolution  of  110 
per  minute,  and  the  Pelton  Water- Wheel  Company,  of  San  Francisco, 
built  the  wheel  from  a  design  by  Mr.  E.  S.  Cobb.  Had  the  design 
been  prepared  sooner,  the  wheel  could  have  been  made  80  ft.  in 
diameter  equally  well.  The  Pelton  Company  guaranteed  an  efficiency 
of  85^  at  full  load,  and  an  average  of  75%  from  half  to  full  load  of  the 
theoretical  power  of  the  water,  and,  at  the  same  time,  to  so  govern  the 
wheel  that  it  should  not  exceed  120  revolutions  nor  raise  the  air  press- 
ure above  105  lbs.  per  square  inch  in  case  of  accident  to  machinery  or 
sudden  shutting  off  of  air.  As  shown  in  Plate  YI,  the  rim  is  built  up 
of  angles  and  plates  riveted  together  to  break  joints.  It  weighs  about 
6  800 lbs.,  and  is  held  concentric  with  the  shaft  by  12  pairs  of  radial 
spokes  of  li-in.  rod  iron  held  by  nuts  to  the  cast-iron  hub.  The 
driving  force,  being  applied  to  the  rim,  is  transferred  to  the  hub  by 
four  pairs  of  2-in.  iron  rods,  so  arranged  as  to  form  a  truss,  shown 
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also  in  Plate  YL  Without  going  into  the  oalcnlations  lor  strains, 
which  are  given  as  Inmished  by  Mr.  Cobb  in  Appendix  No.  1,  it  may 
be  stated  that  the  factor  of  safety  is  very  large  for  all  the  strains  likely 
to  come  on  the  wheel. 

The  wheel  is  set  on  a  10-in.  shaft,  having  a  disk  crank  on  either  end 
connected  directly  to  the  compressors.  The  wheel  was  easily  lined  np 
by  the  nuts  on  each  end  of  the  radial  spokes  to  run  almost  perfectly 
tme.  After  a  few  weeks'  use  it  was  found  to  have  worked  slightly  and 
was  straightened  again.  It  balanced  so  well  that  upon  shutting  off 
the  water  it  was  14^  minutes  coming  to  rest  from  110  revolutions  per 
minute,  when  disconnected  from  the  compressors.  The  regulator  is  a 
floating  valve  actuated  against  excessive  velocity  by  the  ordinary  ball 
governor  and  against  excessive  air  pressure  by  a  spring  set  to  move 
when  the  air  pressure  in  the  delivery  pipe  exceeds  90  lbs.  This  float- 
ing valve  admits  water  on  either  end  of  a  hydraulic  piston  which  oper- 
ates a  lever  moving  a  hood  up  and  down  over  the  head  of  the  nozzle, 
thus  shutting  off  or  letting  the  water  on  to  the  wheel  as  the  air  press- 
ure becomes  too  great  or  as  the  speed  gets  above  or  below  110  revolu- 
tions. This  regulator  has  now  operated  the  wheel  for  several  weeks 
and  seems  almost  human  in  handling  its  speed.  The  load  can  be 
thrown  off  entirely  and  the  governor  will  hold  the  wheel  to  120  revo- 
lutions or  less,  and  if  all  the  air  motors  happen  to  be  shut  down  the  air 
pressure  will  increase  rapidly  and  the  wheel  slow  down,  until  at  100 
lbs.  it  will  stop. 

The  compressors  are  so  arranged,  as  will  be  shown  further  on,  as 
to  admit  of  being  run  at  one-quarter,  a  half,  three-quarters  or  full 
power.  It  was  quite  an  object,  therefore,  to  have  a  water  wheel  which 
would  give  as  nearly  as  possible  the  full  ef&ciency  under  these  differ- 
ent heads.  For  this  purpose  there  are  four  nozzles,  one  for  each  of 
the  heads  required,  and,  as  the  machine  must  be  stopped  to  change  its 
capacity  from  one  load  to  another,  it  is  no  great  inconvenience  to 
change  nozzles  at  the  same  time,  requiring  perhaps  three  minutes.  It 
was  of  considerable  interest  to  know  just  what  the  efficiency  of  so  large 
a  wheel  might  be,  and  it  was  also  necessary  to  measure  the  water  quite 
accurately  for  business  purposes;  therefore  a  measuring  flume  18  ft. 
long  and  6  ft.  9  ins.  wide  was  constructed  to  take  the  tail  water  on  leav- 
ing the  building.  The  overflow  is  a  sharp-edged  iron  about  3  ins.  high 
and  16  ins.  above  the  bottom  of  the  flume.     No  contractions  are  made. 
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An  8-in.  pipe  about  6  It.  above  the  overflow  connects  with  the  gauge 
box,  within  which  is  the  measuring  scale  lor  the  hooked  gauge.  Great 
care  was  used  in  making  the  whole  apparatus  as  perfect  as  possible, 
and  it  is  believed  that  the  average  result  of  many  measurements  is 
within  1%  of  being  correct.  The  power  developed  by  the  wheel  was 
found  by  taking  a  large  number  of  indicator  cards  from  the  com- 
pressors. These  were  averaged  and  the  friction  added,  which  was 
found  by  first  running  one  compressor  and  afterward  running  it  with 
the  other  compressor  with  the  valves  out;  the  difference  in  the  quantity 
of  water  used  was  measured  and  the  horBe-x>ower  of  this  water  was 
called  two-thirds  of  .the  friction  of  the  machine  when  loaded,  which  was 
equivalent  to  allowing  50%  for  load.  The  friction  of  the  water  wheel 
and  its  bearings  is  included  in  its  efficiency.  Bepeated  tests  which 
checked  very  closely  give  the  wheel  an  efficiency  of  a  trifle  over  90^ 
for  one-quarter,  one-half,  three-quarters  and  full  loads.  Betw.een  these 
X>oint8  it  is  somewhat  less,  as  the  hood  coming  down  over  the  nozzle 
tends  to  deflect  the  water  as  well  as  hold  it  back,  and  decreases  the 
efficiency.  It  seems  probable  that  the  long  radius  of  the  wheel  ac- 
counts for  the  high  efficiency. 

The  illustration  of  the  wheel  shown  in  Plate  YI  was  taken  before 
the  wheel  was  tried.  The  buckets  were  soon  found  to  be  too  near  to- 
gether, and  one-half  of  them  were  taken  off.  Actual  working  has 
shown  that  this  wheel  has  great  efficiency  at  low  speed.  It  began 
working  under  half  load,  using  the  half-load  nozzle.  Gradually  in 
pumping  out  the  mine,  as  the  pumps  were  lowered  and  more  x>ower 
was  needed,  the  Umit  of  the  machine  while  running  one  compressor  at 
110  to  115  revolutions  was  reached,  and  the  opposite  compressor  was 
connected  on,  the  intention  being  to  run  three-quarters  load  with  the 
three-quarter  nozzle.  As  an  experiment,  both  compressors  were  con- 
nected as  if  for  full  load,  and  the  half -load  nozzle  was  retained.  The 
result  showed  considerable  more  power  delivered  with  both  compres- 
sors running  at  54  to  65  revolutions  than  was  obtained  before  with 
one  compressor  at  115  to  120,  so  much,  indeed,  that  the  works  were 
kept  running  over  two  weeks  longer  with  the  half-load  nozzle,  though 
the  pumps  were  lowered  on  an  average  18  ins.  per  day.  Of  course 
a  large  portion  of  the  gain  in  power  can  be  attributed  to  the  saving  in 
friction  and  improved  working  of  the  compressors  under  the  slow  mo- 
tion, but  yet  it  must  be  true  that  the  wheel  loses  very  little  in  its  effici- 
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enoy,  compared  with  the  accepted  ideas  of  loss  in  wheel  efficiency,  work- 
ing under  a  peripheral  speed  of  one-quarter  of  the  spouting  velocity. 

Cbwpr«Mor«.— Mr.  E.  A.  Rix,  of  San  Francisco,  who  has  made  a 
careful  study  of  air  compression,  designed  the  compressors  shown  in 
Plate  VI,  and  they  were  built  by  the  Fulton  Engineering  and  Ship-, 
Building  Company  of  San  Francisco.  They  are  made  yery  heavy 
to  stand  the  high  piston  speed  required  by  the  conditions  of  the  water 
power.  Had  it  been  known  at  the  time  of  designing  this  plant  that 
a  wheel  could  have  been  made  like  the  one  described,  a  diameter  of 
80  ft.  instead  of  18  ft.  would  have  been  chosen  and  the  piston  speed 
of  the  compressors  reduced  accordingly,  for  there  is  no  question  but 
that  60  to  70  revolutions  will  do  better  work  than  110.  The  com- 
pressor cylinders  are  18  and  10  ins.  in  diameter  and  24  ins.  stroke, 
with  a  water  jacket  so  arranged  that  two  streams  of  water  pass  around 
the  cylinders  in  opposite  directions.  The  inlet  valves  are  of  the  Brenner 
pattern  and  open  directly  into  the  power  room.  Mechanical  valves  and, 
air  inlets  from  the  wheel  pit  were  considered,  but  taking  hito  consid- 
eration the  class  of  mechanics  likely  to  handle  the  machine,  and  its 
remoteness  from  the  shops,  it  was  decided  to  adopt  the  simplest 
valves  and  place  them  so  as  to  be  reached  easily.  The  compressor 
cylinders  were  made  sufficiently  large  to  allow  for  the  rarefaction  of 
the  air  caused  by  the  automatic  valve,  and  all  the  air  that  enters  the 
building  is  forced  to  come  up  through  the  wheel  pit.  The  other  valves 
are  made  after  the  pattern  of  ammonia  compressors. 

The  most  novel  feature  of  these  machines  is  the  interoooler.  This 
is  made  up  of  49  soft  copper  pipes,  1  in.  in  diameter,  18  ft.  long,  each 
with  a  stuffing-box  at  each  end  connected  with  manifold  castings. 
The  air  delivered  from  the  first  cylinder  into  one  manifold  passes 
through  these  pipes  to  the  other  manifold,  from  which  it  is  taken  to  the 
second  cylinder.  The  whole  is  placed  in  the  wheel  pit  directly  under 
and  in  front  of  the  wheels  so  that  the  water  dashes  all  over  and  through 
it.  The  air  leaving  the  first  cylinder  at  a  temperature  of  200^  Fahr., 
passes  through  the  intercooler  and  enters  the  second  cylinder  at  60^, 
slightly  cooler  than  when  entering  the  first  cylinder.  The  temperature 
is  again  raised  to  204^  on  leaving  the  second  cylinder  and  passing  into 
thetrMismission  pipe,  showing  a  total  rise  in  temperature  of  282^  Fahr. 

The  transmission  pipe,  conducting  the  air  at  90  to  100  lbs.  pressure 
about  800  ft.  from  the  compressors  to  works  at  the  mine,  is  ordinary 
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well  tubing  5|  ins.  in  diameter  inside,  screwed  together  in  the  trench 
and  bent  to  fit  the  nneven  gronnd  bj  bnilding  fires  aroond  it  and  heat- 
ing it  nntil  its  own  weight  shaped  it  to  the  surface.  After  being  laid 
and  covered,  it  was  tested  by  filling  it  with  water  under  120  lbs.  press- 
ure, which  was  allowed  to  stand  over  night.  No  leakage  was  discoy- 
ered  and  none  has  appeared  since.  As  yet  only  half  of  the  full  load  of 
air  has  been  passed  through  this  pipe,  so  no  data  of  value  regarding 
loss  in  transmission  through  pipes  have  been  obtained.  With  the  pres- 
ent load  the  difference  in  pressure  between  the  power  house  and  the 
mine  is  not  sufficient  to  be  detected  on  the  ordinary  pressure  gauge. 
At  the  mine  there  is  the  ordinary  air  receiver,  and  also  three  50  H.  P. 
boilers  set  ready  for  steam,  which  are  used  for  receivers. 

The  air  is  taken  from  these  into  the  reheaters  designed  by  Mr.  Bix 
and  built  by  the  Fulton  Company.  As  these  are  the  first  of  their  kind, 
it  may  be  said  they  have  proved  remarkably  well  designed  for  their 
work.  Experience  has  shown,  however,  that  slight  improvements  can 
be  made  wfiich  would  save  fuel.  At  present  it  requires  a  little  over 
half  a  oord  of  good  pine  wood  each  24  hours  to  heat  about  700  cu.  ft. 
of  free  air  per  minute  to  a  temperature  of  850  to  400^  Fahr. 

The  heated  air  passes  through  pipes  covered  with  magnesia  and 
hair-felt  to  the  first  cylinder  of  the  hoisting  engine,  from  which  it  is 
exhausted  back  into  the  upper  heater,  where  its  temperature  is  again 
brought  to  850^,  whence  it  passes  to  the  second  cylinder  at  30  lbs. 
pressure.  From  this  it  is  exhausted  through  a  flue  to  the  change  house, 
where  it  is  used  for  heating  and  drying  clothes.  From  the  first  heater 
also  the  air  for  the  pump  is  conveyed  some  300  ft.  down  the  shaft  in 
a  similarly  covered  pipe.  The  pump  was  designed  and  built  by  Mr. 
George  £.  Dow,  of  San  Francisco,  and  is  a  tandem  compound  vertical 
sinking  pump  of  a  capacity  of  500  galls.  300  ft.  high  per  minute.  It  re- 
ceives the  air  at  about  275^  and  exhausts  it  into  the  shaft  at  about  60^, 
thus  giving  plenty  of  pure  cool  air  to  the  men,  without  the  usual  fans 
or  ventilators.  At  the  present  writing,  this  pump  is  throwing  600  galls, 
per  minute  240  ft.  high. 

In  addition  there  is  a  direct-acting  donkey  pump  throwing  350  galls. 
110  ft.  high  situated  in  another  shaft  750  ft.  distant,  to  which  air  is 
carried  cold  in  a  2-in.  pipe  over  the  surface.  An  old  hot- water  heater 
is  used  as  a  reheater  for  the  air,  and  consumes  12  sticks  of  pine  cord 
wood  per  24  hours. 
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The  hoisting  engine  is  a  oompoond  direct-acting  Corliss  of  100  H. 
P.  with  cylinders  jacketed  for  hot  air,  and  is  calculated  to  work  8  000 
ft.  down  an  incline  of  about  35  degrees.  This  was  also  designed  by 
Mr.  Bix  and  built  by  the  Fulton  Company.  While  it  is  especially 
adapted  to  the  use  of  heated  air,  it  takes  steam  as  well  as  any  engine 
and  in  fact  was  first  tested  with  steam. 

Blfficiencies. — Efficiencies  often  seem  to  depend  largely  on  the  per- 
sonal equation  of  the  reporter.  Mr.  Bix's  summary  of  tests  is  giyen  in 
Appendix  No.  2.  He  spent  a  number  of  weeks  making  them,  and 
while  agreeing  with  him  in  the  main,  the  following  are  submitted  as  the 
author's  conclusions.  In  any  case,  the  plain  tale  is  this.  There  is 
804  theoretical  H.  P.  in  the  water  used  at  the  power  house,  the  work 
actually  accomplished  at  the  mine  amounts  to  208  H.  P. ,  and  the  cost 
of  reheating  is  $8  per  day. 
Efficiency  of  compression   and   transmission 

from  water  wheel  to  motors,  and  not  in- 

225.82 
eluding  cost  of  reheating ""§83"  ~  "^^'^  ^'  ceui. 

Efficiency  of  compression    and   transmission 

from  theoretical  power  of  the  water  to  the 

225  82 
motors,and  not  including  cost  of  reheating:     ^^^   =  74  per  cent. 

Efficiency  from  the  water  wheel  to  and  through 

202.7 
the  motors,  not  including  reheating -^^  =  71.6  per  cent. 

Efficiency  from  the  theoretical  power  of  the 

water,  to  and  through  the  motors,  and  not 

202  7 
including  the  cost  of  reheating -^^  =  66  per  cent. 

Efficiency  of   compression    and    transmission 

from  water  wheel  to  motors,  including  the 

225  32 
cost  of  reheating  expressed  in  water  power:  ^f^  =  78  per  cent. 

oOi.oo 

Efficiency  of  compression  and  transmission  from 

the  theoretical  power  of  the  water  to  the 

motors,   including  the  cost  of   reheating 

expressed  in  water  power 225^  __  gg^  p^^  ^^^^ 

o2<7 
Efficiency  of  compression  and  transmission  from 

the  water  wheel  to  and  through  motors, 

including     cost    of    reheating    expressed 

in  water  power ^™7  =  65.5  per  cent. 

807.66  ^ 
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Efficiency  of  eompression  and  transmission  from 
the  theoretical  power  of  water  to  and 
through  the  motors,  including  cost  of 
reheating  expressed  in  water  power -*     =  61.6  per  cent. 

3247 

Horse  power  of  air  at  works  after  reheating:  225.32. 

Horse  power  delivered  to  compressors  by  water  wheel:  283. 

Theoretical  horse  power  of  water  used  on  the  wheel:  304. 

Horsepower  of  work  actually  done  by  the  motors:  202.7. 

The  horse  power  delivered  by  the  water  wheel  to  the  compressor,  to 

which  is  added  the  horse  power  (24.66)  which  the  cost  of  the  wood 

used  in  reheating  would  buy  in  water:  307.66  =  283  +  24.66. 
The  theoretical  horse  power  of  the  water  used  on  wheel  added  to  the 

horse  power  (24.66)  which  the  cost  of  the  wood  used  in  reheating 

would  buy  in  water:  329  =  304  +  24.66. 
After  nearly  three  months*  working  of  the  plant,  the  author  be- 
lieves the  results  obtained  demonstrate  the  wisdom  of  having  chosen 
air  instead  of  electricity. 

It  may  be  urged  that  the  conditions  are  particularly  favorable 
to  compressed  air,  as  the  transmission  is  short  and  the  power  is  not 
needed  for  tramways  or  lighting.  For  lighting  it  is  admitted  without 
question,  and  possibly  for  tramways,  that  electricity  is  preferable,  but 
for  transmission,  were  it  20  miles  instead  of  1  000  feet,  it  is  thought 
by  the  author  that,  taking  the  whole  plant,  compressor,  transmission 
pipe  and  motor,  as  against  generator,  transmission  wires,  transformers, 
and  electric  motors,  the  air  will  prove  cheaper  in  first  cost,  higher  in 
efficiency,  less  liable  to  accident,  and  less  expensive  to  operate  and 
maintain. 

The  sense  of  being  solidly  supported  in  his  plans  and  expend- 
itures and  encouraged  to  make  his  work  thorough  by  the  money  power 
behind  him  is  so  rare  in  the  experience  of  the  American  engineer  as  to 
be  worthy  of  grateful  mention;  but  still  more  rarely  does  he  find,  united 
to  this  material  backing,  the  moral  support  which  comes  of  the  com- 
prehension and  sympathy  of  a  wise  engineer.  This  was  the  great  good 
fortune  of  the  author  in  carrying  out  the  decision  in  favor  of  com- 
pressed air  transmission  and  other  somewhat  novel  features  of  the 
plant,  under  the  sanction  of  Mr.  James  D.  Hague,  the  President  of  the 
North  Star  Mining  Company. 
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THE  PROBLEM  OF  THE  WHEEL. 


By  E.  S.  Cobb,  Esq. 

The  problem  is  to  design  a  wheel,  the  total  weight  of  which  is  to 
be  10  000  lbs.,  as  nearly  as  possible,  the  diameter  18  ft.  4  ins.,  the  rim 
of  suitable  section  to  receive  the  backets  of  a  Felton  water  wheel,  and 
the  whole  strong  enough  to  be  in  continuous  use  at  110  revolutions  per 
minute  while  transmitting  226  H.  P.  from  rim  to  shaft. 

The  cross-section  of  rim  adopted  is  shown  in  Fig.  2.  It  is  made 
up  as  follows: 

Two  6  X  4  X  *-in.  angles,  weighing  20  lbs.  per  foot,  40  lbs.  per  foot 

of  rim. 
Four  4  X  4  X  f-in.  angles,  weighing  15^  lbs.  per  foot,  62  lbs.  per  foot 

of  rim. 
Center  plate  |  in.  thick,  28  lbs.  per  foot  of  rim. 


It 

^•.•nitea      EACH   7 V  LONG  <%  ^^^^ 

Tt^J  wound  iron 


Fxo.  3. 

The  mean  diameter  of  the  rim  is  16  ft.,  and  the  average  weight  per 
foot  is  185.2  lbs.,  including  rivet  heads.  The  total  weight  of  the  rim 
is  6  800  lbs. 

The  rim  is  held  concentric  with  the  shaft  by  twelve  pairs  of  radial 
spokes.  Strictly  speaking,  however,  these  spokes  are  at  a  slight  angle 
with  the  plane  of  revolution,  and  this  angle  is  taken  into  account  in 
the  calculations. 

For  the  purpose  of  determining  the  maximum  strain  in  working 
that  may  be  expected  by  one  pair  of  spokes,  the  rim  is  assumed  to  be 
cut  into  twelve  pieces,  each  piece  weighing  576  lbs.,  and  being  held  in 
position  against  centrifugal  force  by  one  pair  of  spokes.  Then  the 
strain  on  each  pair  of  radial  spokes  due  to  the  velocity  is  found  as 

follows: 

weight  X  radius  x  rev.' 


Centrifugal  force  = 


proper  quantities 
spoke. 


575  X  8  X 


2  936 
12  100 


Substituting  the 


2  936 


=  18  958  lbs.,  or  9  479  lbs.  per 
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By  reason  of  the  poeition  of  the  spoke  at  an  angle  with  the  plane 
of  revolution,  this  strain  becomes  10  000  lbs.  per  spoke.  As  l^-in. 
ronnd  iron  is  used,  there  is  at  the  bottom  of  threads  a  safe  area  of 
0.7854  sq.  in.,  or  a  strain  of  12  700  lbs.  per  square  inoh  of  section,  on 
the  assumption  that  these  rods  hold  the  whole  of  the  centrifugal  force 
acting  in  the  rim,  without  any  aid  from  the  strength  of  the  rim  itself. 

The  strain  at  the  least  cross-section  of  the  rim  when  it  sustains  its  own 

centrifugal  force  without  any  aid  from  the  radial  spokes  is  as  follows: 

185.2  X  8  X  12  100 


2  936 


4  458  lbs. 


nearly,  per  foot  of  diameter.     At  16  ft.  average  diameter,  the  total 
bursting  strain  of  71  828  lbs.  is  held  by  two  sections,  or  85  664  lbs. 


Pio.  8. 

per  least  cross-section.  The  least  cross-section  of  the  rim  is  the  sec- 
tion of  the  six  angle  irons,  or  30.6  sq.  ins.  Deducting  25^  for 
unknown  imperfections  and  rivet  holes  leaves  about  23  sq.  ins.  area, 
giving  a  strain  of  1  550  lbs.  per  square  inch  of  rim,  when  it  alone  is 
sustaining  all  the  strain  due  to  centrifuge  force. 

Power  being  applied  to  rim  to  develop  226  H.  P.  at  110  revolutions 
per  minute,  there  results  as  the  tangential  strain  at  the  ends  of  the 
truss  rods  1  500  lbs.,  or  375  lbs.  tangential  strain  at  the  end  of  each 
truss  rod.  This  tangential  strain  produces  in  the  rod,  on  account  of 
its  position,  a  tensile  strain  of  2  207  lbs.,  or  1 100  lbs.  per  square  inch 
of  net  cross-section  when  seven  threads  are  allowed  for. 

The  general  form  of  the  wheel  is  shown  in  Fig.  3. 
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SUMMARY  OF   TESTS   OF  THE  NORTH   STAR  POWER  AND 
TRANSMISSION  PLANT. 


By  E.  A.  Rcc,  Esq. 

Actual  capacity  of  compressor,  1  412  en.  ft.  of  free  air  compressed 
to  90  lbs.  gauge. 

Volumetric  efficiency,  96.6^,  determined  as  follows: 

Barometer  pressure,  18.42.  At  90  lbs.  gauge,  compression  ratio  is 
108.42  -;-  18.42  =  7.7.  Receiver,  air  pipe,  and  all  storage,  reduced  to 
90  lbs.  gauge,  contained  291  cu.  ft.,  which  equals  2  240  cu.  ft.  of  free 
air.  Compressor  averaged  102  (  revolutions  to  fill  this  at  90  lbs.  from 
25  lbs.,  which  was  intercooler  pressure.  Receiver,  etc.,  at  25  lbs. 
gauge  contained  830  cu.  ft.  free  air.  2  240  —  830  =  1  410  cu.  ft.  de- 
livered by  102^  revolutions;  deducting  2%  for  increase  of  temperature 
in  receiver  makes  1  882  cu.  ft.  at  60^,  the  outside  temperature.  Theo- 
retical capacity  of  compressor,  1  429  cu.  ft.  at  102  (  revolutions,  1  882  -^ 
1  429  =  96.6^  volumetric  efficiency.  Reduced  to  110  revolutions,  this 
gives  1  412  cu.  ft.  working  capacity.  To  compress  this,  804  theoretical 
H.  P.  of  water  was  used  on  18-ft.  6-in.  Pelton  wheel,  at  110  revolutions. 

The  indicated  horse  power  in  all  the  cylinders  averaged  250  H.  P., 
and  friction  load  22  H.  P. ;  total,  272  H.  P.  272  -i-  804  =  90%  efficiency 
for  water  wheel. 

This  friction  load  was  determined  when  machine  had  no  pressure 
on  it,  but  was  running  at  normal  speed.  Experiments  on  steam  com- 
pressors show  that  the  friction  load  is  50^  more  under  full  work. 
This  would,  then,  be  22  +  11  =  88  H.  P.  friction  load,  making  total  of 
272  -f  11,  or  288  H.  P.  deHvered  by  wheel,  or  288  -^  804  =  98^  of 
theoretical  power  in  water. 

The  head  of  water  on  the  wheel  is  780  ft. 

The  work  of  compression  and  delivery  is  250  -^  804  =  82.2^  of  the 
theoretical  horse  power,  or  250  -^  283  ==  88.3%  of  horse  power  delivered 
by  wheel. 

The  1  412  cu.  ft.  of  air  is  reheated  to  350°  Fahr.,  and,  considering 
that  it  is  used  in  a  compound  Corliss  engine  with  intermediate  re- 
heating, the  theoretical  potential  in  the  air  before  use  is  225.82  H.  P., 
determined  as  follows: 

The  cylinders  being  jacketed  for  hot  air  the  Y  which  is  used  in  cal- 
culations is  the  same  as  that  used  for  compound,  jacketed  compression, 
viz.,  1.3;  then 

F=1.3;  y— 1  =  0.8;   1^  =  0.28;^^  =4.83. 
Barometric  pressure  =  13.42.     Outside  temperature,  60^  Fahr. 
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The  work  being  equally  distributed  between  the  two  cylinders,  the 
intermediate  pressure  will  be  the  mean  proportional  between  the  ini- 
tial and  final  pressures.  Initial  pressure,  90  +  18.42  =  108.42.  Final 
pressure,  18.42  +  1  =  14.42  (1  being  the  exhaust  pressure  aboye 
atmosphere).  Then  V  108.42  x  14.42  =  88.62,  absolute  intermediate 
pressure.     The  formula  for  the  work  in  the  cylinders  will  then  be: 

38  000 
in  which  the  elements  are 


F— 1      -^ 
P  =s  barometric  pressure  per  square  foot  =  18.42  x  144. 
V  =  cubic  feet  free  air. 

7*3  =  temperature  of  reheating,  absolute  =  461  +  850  =  811. 
•     T  =s  absolute  outside  temperature  =  461  -f-  60  =  521. 
Pa  s=  intermediate  pressure  =  88.62. 
Pi  =  initial  pressure  =  108.42,  and 
F— 1 

i-pr^  =  0.23. 

Then  substituting,  the  equation  becomes: 

4.88  X  18.42X  144  x  1412  x  gj  (  1 -^)o.28. 

88  000. 
Or  554.96  X  0.208  =  112.66  H.  P.  in  one  cyHnder,  or  225.82  H.  P.  in 
two  cylinders. 

Inasmuch  as  98  worth  of  wood,  or  its  equivalent,  15  ins.  of  water  at 
20  cents  an  inch,  has  to  be  added  for  reheating,  the  following  allow- 
ance must  be  made  for  this:  15  ins.  of  water  under  780  ft.  head  equals 
80  H.  P.  The  work  of  compression  and  delivery  being  82%'  of  the 
theoretical  horse  power,  80  x  82.2,  or  2466,  represents  the  actual 
yalue  of  power  delivered  to  the  air  to  account  for  reheating,  then, 
250  +  24.66  =  274.66  is  the  total  power  spent  on  the  air  It  has  a 
theoretical  potential  of  225.82  and  consequently  225.82  -^  274.66  =82 
per  cent.  Counting  from  the  theoretical  power  in  the  water,  the 
efficiency  would  be  225  4-  804  =  74  per  cent. 

This  82%  represents  the  efficiency  of  the  compressed  air  system 
under  unfavorable  circumstances.  It  was  deemed  advisable  to  have 
the  water  wheel  on  the  compressor  shaft,  and  18  (  ft.  was  the  limit  of 
diameter  which  could  be  contracted  for.  This  made  a  revolution  speed 
of  110,  and  a  piston  speed  of  440,  which  reached  660  ft.  at  the  half  stroke 
just  when  discharge  was  beginning  from  the  cylinders.  These  piston 
speeds  are  too  high  for  economical  work.  Bunning  the  water  wheel 
throttled  at  80  revolutions,  or  a  piston  speed  of  820  ft. ,  the  indicator 
cards  showed  a  horse  power  of  247,  including  the  friction  load.     This 
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would  show  an  effioienoy  of  225.82  -i-  247  =  90% ,  or  from  the  theoreti- 
cal water  power  225  -^  275  =  80^,  and  were  the  same  plant  to  be  bnilt 
again  this  oonld  easily  be  attained,  because  it  has  been  ascertained  from 
the  experience  with  the  present  water  wheel  that  its  diameter  can  be 
increased  so  as  to  run  at  80  revolutions. 

What  power  value  will  be  in  this  90^  efficiency  will  depend  largely 
on  the  motors  used.  The  theoretical  potential  was  calculated  on  the 
assumption  that  compound  Corliss,  jacketed,  double-reheated  engines 
should  be  used.  Allowing  that  these  engines  have  a  mechanical 
efficiency  of  90^,  which  is  not  a  high  efficiency,  the  horse  power  rea- 
lized will  be  90  X  90,  or  81%  of  the  indicated  horse  power  of  the  com- 
pressors, or  90  X  80  =  72%  of  the  theoretical  value  of  the  water  power. 
With  other  classes  of  motors,  the  value  of  their  work  can  be  proportioned 
to  the  above  percentages  directly  as  their  economic  value  is  to  that  of 
the  compound  Corliss  motor  from  which  the  air  potential  was  assumed. 

When  the  pump  was  first  started  it  made  71  strokes,  theoretically 
710  galls.,  or  5  898  lbs.  The  pump  has  a  volumetric  efficiency  of 
95%$  which  would  make  this  quantity  889  752  foot-pounds.  This  was 
done  with  the  compressor  running  at  80,  and  the  air  pressure  at  90. 
At  the  present  time,  the  pump  is  making  60  strokes  or  4980  lbs., 
pumping  280  ft.,  making  1 145  400  foot-pounds,  or,  at  96%  volumetric 
efficiency,  1  088 180  foot-pounds.  This  is  being  done  with  98  single 
revolutions,  at  90  lbs. 

The  compressor  is  making  90  single  revolutions  at  an  average  of  92} 
lbs.  pressure,  which  is  equivalent  to  98  single  revolutions  at  90  lbs.,  in 
order  to  reduce  both  the  performances  to  the  same  pressure. 

The  difference  between  the  foot-pounds  of  work  in  both  of  these 
oases,  viz.,  1  088  180  —  889  752  is  248  378  foot-pounds.  The  difference 
in  revolutions  is  18;  consequently  18  revolutions  did  248  878  foot-pounds 
of  work,  or  19  100  foot-pounds  for  one  single  revolution. 

It  is  evident  that  this  work  is  what  the  pump  is  capable  of  doing, 
independent  of  its  friction  of  pipes,  etc.,  because  the  friction  of  the 
pump  and  the  friction  of  the  pipes  within  the  small  working  limits  of 
this  pump  are  practically  the  same,  as  will  be  seen  from  the  following: 
For  98  single  revolutions,  were  there  no  friction  of  pipes  or  inertia  of 
pump  to  overcome,  it  is  evident  the  pump  should  perform  98  times 
19  100  foot-pounds  of  work,  or  1  776  800  foot-pounds.  It  really  did 
1  088  180  foot-pounds,  the  difference  being  688  170  foot-pounds,  which 
is  the  friction  of  the  pipes  and  inertia  losses.  ^ 

In  the  other  case  80  revolutions  should  have  done  80  times  19 100, 
or  1 528  000.  It  actually  did  889  752,  the  difference  being  688  248,  again 
almost  identical  with  the  first  proposition.  So  the  mean  between  these 
two,  or  688  209  foot-pounds,  is  the  actual  pump  loss,  and  this  loss  it 
would  seem  is  almost  the  same  at  any  head  within  the  working  limits 
of  the  pump. 
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The  loBs  now  being  determined,  it  is  possible  to  determine  what 
actual  work  is  being  done,  and  if  the  pump  efficiency  is  determined,  a 
check  can  be  made  on  the  potential  of  the  compressor. 

If  at  93  reyolutions  the  pnmp  does  1  088  180  foot-pounds  of  work, 
and  the  friction  is  688  248  foot-pounds,  and  19  100  foot-pounds  are 
added  for  each  single  revolution  of  the  compressor  up  to  its  limit  of 
speed,  viz.,  220  single  revolutions,  this  last  amount  being  2  426  700 
foot-pounds,  there  would  result  a  total  of  4  202  078  foot-pounds  of 
work  which  the  pump  would  do  when  the  compressor  is  running  its 
220  single  revolutions,  or  its  limit.  If  there  is  deducted  from  this 
amount  the  friction  and  inertia  loss  of  688  248  foot-pounds,  the  result 
is  3  513  830  foot-pounds,  which  is  the  useful  effort  of  the  pump,  and 
the  ratio  between  what  the  pump  actuallj  does  and  the  foot-pounds  of 
work  it  consumes,  would  be  its  efficiency,  which,  upon  dividing  these 
sums  by  each  other,  shows  the  mechanical  efficiency  of  the  pump  to  be 
83  per  cent. 

If  the  potential  of  the  compressor  is  225.32  H.  P.  and  the  efficiency 
of  the  typical  motor  is  90^,  then  the  brake  horse  power  possible  for 
the  typical  motor  would  be  225.32  times  0.9,  or  202.7  H.  P.  for  220 
single  revolutions  of  the  compressor.  For  one  revolution  it  would  be 
0.992,  which  is  30  426  foot-pounds. 

The  pump  actually  does  19  100  foot-pounds  for  one  revolution. 
The  ratio  therefore  between  19  100  which  the  pump  actually  does,  and 
30  426  which  the  typical  motor  would  be  capable  of,  would  be  the 
pump  efficiency  as  compared  to  that  of  the  motor.  This  would  be 
62  per  cent.  This  includes  temperature,  the  friction  in  pipes  and 
inertia  losses  between  the  reheater  and  the  pump  exhaust. 

Inasmuch  as  the  pump  did  4  202  076  foot-pounds  of  work  with  an 
efficiency  of  62^,  as  compared  to  the  typical  motor,  the  typical  motor 
would  yield  4  202  076  -^  0.62  =  6  600  000  foot-pounds,  or  200  H.  P., 
which  compares  very  favorably  with  the  original  calculations  for  the 
brake  horse  power  at  the  potential  as  being  202.7. 

Recapitulating  these  figures: 

The  total  work  done  by  the  pump =   4  202  076  foot-pounds. 

The  total  brake  horse  power  of  the  ideal 

motor =    6  600  000 

The  total  potential  of  the  air  after  reheating  =    7  434  900        '< 
The  total  work  spent  on  the  air,  including 
the  energy  of  reheating  at  440  ft.  piston 

speed =    9042000 

The  total  work  spent  on  the  air,  including 
the  energy  of  reheating  at  320  ft.  piston 

speed =   8  215  000 

Theoretical  power  of  the  water  at  440  ft. 

piston  speed =  10  032  000        " 
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Theoretical  power  of  the  water  at  820  ft. 

piston  speed =s   9  205  000  foot-pounds. 

Total  power  of  the  water,  including  the 

energy  of  reheating  at  440  ft.  piston 

speed =10692000 

Total  power  of  the  water,  including  the 

energy  of  reheating  at  820  ft.  pbton 

speed. =   9  865  000        •* 

Under  the  lower  piston  speed,  which  should  be  the  proper  speed 
to  run  the  compressor,  the  ratio  of  original  power  and  reheating, 
9  860  000  foot-pounds,  and  the  total  pump  result,  4  202  000  foot-pounds, 
would  be  44%,  which  would  be  the  efficiency  from  first  to  last  as  far  as 
the  pump  system  was  concerned,  and  the  ratio  between  any  other  of 
the  elements  in  the  preceding  recapitulation  will  be  their  relative 
percentages. 
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DISCUSSION. 


8.  S.  WhertiHB,  M.  Am.  Soo.  C.  E. — While  the  theoretical  power  of  Mr.  Wheeler, 
the  water  is  stated  very  clearly,  there  are  few  figures  to  indicate  ex- 
actly the  amount  of  useful  work  done.  The  hoisting  engine  is  stated 
to  haye  a  capacity  of  100  H.  P.,  but  no  iuformation  is  giyen  showing 
how  much  work  it  actually  does,  and  the  same  remark  applies  to  the 
other  machinery.  More  definite  information  on  this  part  of  the  sub- 
ject is  needed. 

William  Doblb,  Esq. — It  is  impossible  to  compare  ^ancially  the  Mr.  Doble. 
plant  described  in  the  paper  with  one  using  electricity  for  the  same 
purpose,  since  the  author  has  not  given  any  figpires  of  cost  of  his  appa- 
ratus. There  would  have  been  a  saving  in  the  first  cost,  however,  for 
a  6-ft.  water  wheel  would  have  been  ample  to  run  the  generator,  and 
would  have  cost  about  one-fifth  as  much  as  that  installed ;  the  electric 
generators  would  haye  cost  less  per  horse-power  than  the  com- 
pressors, and  the  freight  charges  on  them  and  the  smaller  wheel  would 
have  been  less,  and  the  cost  of  wiring  would  have  been  less  than 
that  of  the  pipes  used  to  convey  the  compressed  air  to  and  into 
the  mines.  The  cost  of  installing  the  electric  plant  would  also  have 
been  less,  particularly  on  account  of  its  smaller  foundations.  The  use 
of  covered  hot-air  pipes  in  the  shafts  presents  drawbacks  which  are 
avoided  where  electric  wires  are  employed.  The  pumping  plant  de- 
scribed in  the  paper  may  be  compared  with  one  employing  electricity 
which  was  installed  in  another  mine  to  handle  about  240  galls,  of  water 
a  minute  under  a  vertical  lift  of  468  ft.  In  the  latter  case,  the  theoreti- 
cal power  required  was  80.1  H.  P. ;  the  amount  actually  delivered  was 
40  H.  P. ,  conducted  by  two  wires  instead  of  large  covered  hot-air  pipes. 
Another  advantage  of  electrical  apparatus  over  that  using  compressed 
air  is  that  it  is  more  easily  operated  and  more  economical  in  operation. 
The  compressor  has  to  be  stopped  whenever  the  load  varies  enough  to 
make  it  necessary  to  change  the  nozzle  of  the  wheels,  whereas  with  an 
electric  generator  the  varying  loads  are  taken  care  of  automatically 
in  the  generator.  The  guaranteed  efficiency  with  generators  at  one- 
quarter  load  is  85^,  and  from  that  condition  rises  to  96%  at  full  load; 
higher  efficiencies  than  that  can  be  obtained  with  air  compressors. 
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CORRESPONDENCE. 


Mr.  Toong.  C.  G.  YouHQ,  Absoo.  Am.  Soo.  C.  E.— On  examining  oarefnlly  the 
efficiencies  given  in  the  paper,  it  will  be  found  that  only  about  three- 
tenths  of  the  power  deyeloped  by  the  motors  has  been  transmitted, 
while  seyen-tenths  has  been  developed  at  the  reheater.  Consequently 
the  plant  does  not  furnish  an  instance  of  real  power  transmission;  in 
fact,  hot-air  engines  without  transmission  of  power  from  other  prime 
movers  are  comparable  to  the  case  in  question  and  would  be  nearly  as 
efficient. 

It  has  not  yet  been  demonstrated  that  compressed  air  can  be 
transmitted  economicaUy  for  power  purposes  to  any  great  distance. 
In  most  cases  it  is  inconvenient,  if  not  impracticable,  to  use  a  reheater 
at  the  motor,  and  unless  the  reheater  is  very  near  the  motor,  its  ad- 
vantages will  be  lost.  The  necessity  of  such  an  apparatus  will  prevent 
the  adoption  of  compressed  air  for  extensive  distribution  of  power, 
while  the  expense  of  pipe  lines  and  the  attendant  losses  will  prevent 
its  adoption  for  transmission  of  power  to  any  great  distance. 

The  great  loss  in  air  compression  can  be  appreciated  when  it  is  con- 
sidered that  all  the  energy  is  represented  la  raising  the  temperature, 
and  that  when  the  latter  falls  the  difference  in  temperature  represents 
the  energy  lost  which  cannot  be  regained.  Pipes  for  transmission  to 
any  great  distance  would  be  very  expensive,  the  allowable  pressure 
would  be  comparatively  low,  and  the  losses  in  energy  would  be  con- 
siderable. The  air  motor  is  very  inefficient,  even  when  the  air  is 
reheated;  the  reheater  is  an  efficient  apparatus,  and  on  this  depends 
the  success  or  failure  of  a  compressed  air  plant. 

In  the  following  comparative  table  of  compressed  air  and  electric 
transmission  of  power  to  a  distance  of  20  miles,  using  water  power  as 
the  source  of  power,  the  very  high  efficiencies  given  in  the  paper  have 
been  used. 


EmCXXMOIIB  WITH  OOMPBIMBD  AlB. 

Wheel WH 

Oompreeeor 8SV 

TrMiemlMion  aod  reheating 88^ 

Totel»  without  motor 68^ 


EmoDniGiu  with  Elhotbioitt. 

Wheel WX 

Qenerator 96X 

Line  and  transformer 88^ 

Total,  without  motor 78V 


This  shows  a  considerable  advantage  for  electrical  transmission. 
In  cases  where  the  reheater  cannot  be  used,  the  efficiency  of  compressed 
air  would  fall  to  about  30  per  cent.  The  data  given  for  the  electrical 
apparatus  are  obtainable  in  regular  practice.  The  efficiency  of  the 
water-wheel  appears  high,  and  probably  S6%  would  agree  better  with 
the  usual  conditions;  this  would  lower  the  total  efficiency  of  air  trans- 
mission to  62% f  and  of  electrical  transmission  to  71  per  cent.     The 
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effidenoiee  given  in  the  paper  appear  very  high,  and  it  is  doabtfol  if  llr.T<mnf. 
they  can  be  maintained  in  regular  practice.  Mr.  Frank  Bicharda 
states  in  his  book  entitled  **  Compressed  Air/'  that  the  net  efficiency 
of  modem  air  compressors  in  actual  practice  is  neyer  above  80%,  and 
is  often  below  60  per  cent.  Assuming  70)iif|'  as  a  fair  average,  the  com- 
parison given  in  the  preceding  table  would  be  changed  to  show  total 
efficiencies  of  49%  and  71%  for  compressed  air  and  electricity  respec- 
tively. Mr.  Richards  claims  that  it  is  practically  impossible  to  double 
the  power  at  the  reheater  on  account  of  the  excessively  high  tempera- 
tures required,  and  that  in  the  best  practice  not  over  30%  is  added  to 
the  power  at  the  reheater.  These  statements  differ  considerably  from 
the  author's  figures. 

The  cost  of  electric  generators  and  motors  would  not  be  more  than 
the  cost  of  compressors,  reheaters  and  air  engines,  while  the  copper 
transnussion  line  would  be  cheaper  than  a  pipe  line  and  could  be 
erected  in  places  where  it  would  be  impossible  to  lay  a  pipe  line.  The 
cost  of  a  copper  transmission  line  on  wooden  poles,  capable  of  deliver- 
ing 10  000  H.  P.  to  the  motors  20  miles  distant,  with  a  loss  of  10%, 
using  30  000  volts,  would  be  about  $85  000.  This  is  about  33  cents 
I>er  foot  It  ia  evident  that  a  pipe  line  capable  of  transmitting  10  000 
H.  P.  a  distance  of  20  miles,  with  a  loss  of  10%,  cannot  be  built  at  this 
price.  The  plant  described  in  the  paper  is  apparently  a  good  example 
of  a  compressed  air  system  for  transmission  a  short  distance,  but  an 
electric  plant  installed  under  the  same  circumstances  ought  to  show 
better  results  at  a  smaller  cost.  The  voltage  could  be  kept  low  and 
be  suitable  for  lighting.  Electrically  operated  pumps  and  drills  are 
fully  as  efficient  as  those  driven  by  compressed  air,  and  more  portable. 
No  auxiliary  set  of  boilers  wo  aid  be  needed  in  the  case  of  an  electric 
plant,  for  there  would  be  two  electric  generators  and  two  or  more 
circuits,  so  in  case  of  trouble  only  a  portion  of  the  plant  would  be 
affected. 

The  writer  desires  to  ask  the  author  testate  the  horse -power  in  the 
air  at  the  works  before  reheating,  and  to  compare  this  with  the  horse- 
power at  the  water-wheel;  also  to  state  the  pressure,  loss  in  transmis- 
sion, and  size  of  pipe  for  delivering  10  000  H.  P.  to  motors  20  miles 
distant,  and  the  amount  of  power  he  would  generate  at  the  reheaters 
in  this  case. 

A.  D.  FooTB,  M.  Am.  Soc.  C.  E.— Mr.  Young  states  that  **  only  about  Mr.  Foote. 
three-tenths  of  the  power  developed  by  the  motors  has  been  trans- 
mitted, while  seven-tenths  has  been  developed  at  the  reheater."  A 
more  careful  reading  of  the  paper  would  have  shown  him  that  about 
seven-tenths  of  the  power  is  transmitted,  and  about  three-tenths  devel- 
oped at  the  reheater.  Consequently,  his  remark  that  this  plant  does 
not  furnish  an  instance  of  real  power  transmission  and  his  comparison 
with  hot-air  engines  do  not  apply. 
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Mr.  Foote.  Again,  quoting  Mr.  Young:  '*  The  great  loss  in  air  compression  can 
be  appreciated  when  it  is  considered  that  all  the  energy  is  represented 
in  raising  the  temperature."  Were  this  true,  there  would  be  no  power 
left  in  the  air  after  being  compressed  and  cooled. 

Mr.  Young  says:  **  The  air  motor  is  very  inefficient,  even  when  the 
air  is  reheated."  The  reply  to  this  is  that  the  compound  Corliss 
engine  is  more  efficient  when  working  with  compressed  air  than  it  is 
with  steam,  as  has  been  proved  by  practice,  and  becomes  still  more 
efficient  by  reheating  the  air  between  the  cylinders,  as  is  being  done 
in  the  plant  described  in  the  paper. 

In  the  comparative  table  of  efficiencies,  as  between  compressed  air 
and  electricity,  given  by  Mr.  Young,  his  efficiencies  for  electrical  trans- 
mission  may  possibly  be  attained  at  full  load,  under  ideal  conditions; 
but  a  transmission  plant  very  seldom  is  worked  at  full  load,  and  in  air 
transmission  the  efficiencies  as  obtained  in  working  are  not  perceptibly 
different,  whatever  the  load,  as  has  been  demonstrated  by  nine  months* 
working  of  the  North  Star  plant. 

Mr.  Young  presents  aii  average  of  Mr.  Richard's  best  and  worst  air 
compression  as  a  foundation  for  comparing  electric  and  air  transmission. 
It  seems  more  proper  to  assume  that  in  putting  up  a  plant  the  best 
compressors  would  be  used;  and  it  is  proved  by  wotk  now  being  done 
that  Mr.  Richard's  figures  are  not  the  last  word  on  air  compression. 

Mr.  Young's  statement  that  the  '*cost  of  electric  generators  and 
motors  would  not  be  more  than  the  cost  of  compressors,  reheaters  and 
air  engines,"  does  not  agree  with  the  author's  experience.  The  bids 
from  the  electrical  companies  for  the  North  Star  plant  machinery  were 
considerably  more  than  the  actual  cost  of  the  air  machinery  in  place. 
The  air  transmission  pipe  cost  56  cents  per  foot.  If  Mr.  Young  could 
see  the  pipe-laying  that  has  been  done  by  western  engineers  in  the 
Sierra  Nevadas,  he  would  realize  that  there  is  very  little  of  the  earth's 
surface  over  which  a  pipe-line  cannot  be  laid.  His  theoretical  trans- 
mission line  carrying  30  000  volts,  in  the  present  stage  of  electrical 
practice,  is  hardly  worthy  of  consideration.    * 

Mr.  Young  says  that  '*  electrically  operated  pumps  and  drills  are 
fully  as  efficient  as  those  driven  by  compressed  air,  and  more  port- 
able." This,  in  regard  to  drills,  is  an  unfortunate  statement,  as  there 
has  never  been  an  instance  of  a  drill  successfully  worked  by  electric- 
ity;  electricians  themselves  admit  this.  In  regard  to  electrical  pumps, 
the  best  that  can  be  said  for  them  is  that  they  have  been  a  great  trial 
and  disappointment  to  miners. 

The  auxiliary  set  of  boilers  was  put  in  as  a  safeguard  against  a 
possible  break  in  the  water  supply,  as  well  as  in  the  air  machinery. 
The  duplication  of  electrical  machinery  would  cost  more  than  the 
boilers  and  would  be  of  no  use  in  case  of  a  water  stoppage;  and  the 
boilers,  moreover,  are  used  as  air  reservoirs. 
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Tke  air  at  the  works  before  reheating  carries  about  150  H.  P.,  Bir.  Foote. 
which  is  about  50^  of  the  theoretical  power  of  the  water.  Theincon- 
yenienoe  of  reheating  is  largely  imaginary.  In  the  ease  under  con- 
sideration, the  firing,  which  is  done  by  the  motor-man,  amounts  to 
handling  a  cord  of  wood  in  twenty-four  hours;  and  the  heated  air  is 
used  at  a  distance  of  from  50  ft.  to  400  ft.,  transmitted  in  magnesia- 
coYcred  pipes  which  are  not  hot  externally  and  giye  no  trouble. 

.In  answer  to  Mr.  Young's  incidental  request  for  the  figures  on  a 
10  000-H.  P.  20-mile  air  transmission  plant,  the  author  refers  him  for 
information  in  that  direction  to  Prof.  Tin  win  and  Gen.  Haupt.  As  a 
suggestion,  however,  the  probabilities  are  that  the  air  would  be  com- 
pressed to  about  2  000  lbs.,  and  could  be  transmitted  in  two  6-in.  pipes, 
costing  possibly  $8  000  per  mile,  losing,  say,  80  per  cent.  By  the  use 
at  the  terminal  station  of  what  Mr.  Bix  calls  a  pneumatic  transformer, 
this  dO%  would  be  regained.  This  pneumatic  transformer  consists  of  a 
triple  expansion  Corliss  engine  reheating  between  the  cylinders,  ex- 
hausting at  90  lbs.,  and  running  compound  air  compressors  pumping 
air  into  the  distributing  system  at  90  lbs.  pressure. 

The  first  part  of  Mr.  Doble's  discussion,  referring  to  comparative 
costs,  etc.,  is  answered  in  the  foregoing  reply  to  Mr.  Young,  and  in 
the  accompanying  table  of  costs : 

Ck)cn  OF  Ck>MPBii8SKD  Ant  Power  Plakt  and  Ptpb  Line. 

Power  House  : 

Grading 9895  86 

Foundation  and  building 6  437  42 

Machinery  in  place 7  410  00 

Total  for  powerhouse 914  743  28 

Aqueduct : 

Grading 960  65 

Masonry 138435 

Total  for  aqueduct 143500 

Pipe  Line: 

Trench ; 96  156  10 

Masonry 600  17 

Pipe  and  receiver  in  place 20  199  95 

Total  for  pipe  line 26  956  22 

Air  pipe  transmission  line 463  10 

Reheater  at  works 560  00 

944157  60 
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Mr.  Foote.       Bights  of  way,  legal  expenses,  engineering  and  superintendence  are 
not  included  in  the  foregoing  table. 

In  reference  to  changing  the  nozzle  of  the  wheel,  the  author  would 
state  that  this  takes  less  than  fiye  minutes,  and  the  air  reservoirs 
(boilers)  are  sufficient  to  keep  the  works  going  while  it  is  being  done. 

Theoretical  discussions  and  comparisons  have  their  interest,  but  the 
hard  facts  of  practical  working  are  what  the  engineer  values  most. 
The  North  Star  plant,  though  employing  well-known  principles,  is 
somewhat  novel  in  its  combination  and  application  of  them.  Being 
the  first  complete  plant  of  the  kind,  from  start  to  finish,  it  was 
fully  expected  that  mistakes  would  be  made,  and  changes  required 
pausing  delays  and  stoppages.  However,  on  the  first  of  February  of 
this  year,  the  sinking  pump,  weighing  7  tons,  was  swung  into  the  shaft 
and  lowered  to  the  water  level  by  an  engine  working  with  reheated 
compressed  air.  A  few  days  later  another  pump  was  installed  in 
another  shaft,  some  800  ft.  away;  air  was  led  to  it  through  a  pipe,  and 
reheated  in  an  old  hot  water  heater.  The  combined  capacity  of  the 
two  pumps  was  1  250  g^s.  per  minute,  and  for  a  few  days  over  four 
months  these  pumps  averaged  a  constant  stream  lifted  from  the  old 
mine  of  over  1 000  galls,  per  minute.  At  no  time  was  there  a  stoppage 
of  an  hour's  duration  in  the  air  machinery.  Since  then  and  up  to  the 
present  writing*,  additional  pumps  have  been  put  in,  an  underground 
engine,  installed,  and  the  mines  worked  generally  in  the  usual  manner, 
and  still  without  delay  or  stoppage. 

The  enormous  experience  that  has  been  attained  in  the  use  of  steam 
and  steam  machinery  is  very  largely  applicable  in  the  use  of  air;  men 
understand  it  and  are  not  afraid  of  it.  To  this  fact,  the  author  believes, 
is  due  in  great  measure  the  record  that  has  been  made  by  this  new  plant. 
Another  advantage  in  the  use  of  the  air  system,  which  is  of  great  im- 
portance in  mining,  is  the  ventilation  so  easily  and  cheaply  supplied 
by  the  exhaust  air.  In  the  case  under  discussion,  one  pump  throws  air 
into  the  face  of  a  drift  300  ft.  away,  another  into  a  stope  200  ft.  away, 
where  20  men  are  working,  a  third  into  the  bottom  of  an  incline  shaft 
which  is  being  sunk ;  and  in  every  place,  men  go  back  to  their  work 
within  ten  minutes  after  blasting,  and  this  is  done  without  extra  ex- 
pense, except  for  the  piping,  which  would  be  required  in  any  system 
of  ventilation. 

•  October  iSth,  1896. 
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PLOW  OP  WATER  IN  WROUGHT  AND  CAST-IRON 
PIPES  PROM  28  TO  42  INS.  IN  DIAMETER. 


Bj  Isaac  W.  Smith,  M.  Am.  Soo.  C.  E. 

PRESENTED  AT  THE  AmTUAIi  CoNYENTIOKy   1896. 


WITH  DISCUSSION. 


The  water  supply  of  the  city  of  Portland,  Ore.,  is  from  the  Bnll 
Bon  Biyer,  which  heads  in  a  lake  fed  by  springs  3  500  ft.  above  sea 
level  and  10  miles  from  Monnt  Hood  in  the  Cascade  Mountains.  It 
runs  with  an  average  fall  of  100  ft.  to  the  mile  over  a  bed  of  rocks 
and  boulders  between  high  walls  of  rook  and  hard  pan  into  the  Sandy 
Biver,  a  few  miles  above  the  place  of  its  discharge  into  the  Columbia. 
The  water-shed  of  220  square  miles,  now  a  government  reservation,  is 
mountainous,  covered  with  timber,  and  unfit  for  settlement  or  occu- 
pation, and  the  main  stream  and  its  tributaries  carry  down  but  little 
sand  or  gravel,  and  not  enough  clay  or  alluvial  soil  to  color  the  water 
during  the  highest  floods.  The  temperature  of  the  water,  which 
averages  about  dS^  Fahr.  in  winter,  45^  in  the  spring  and  fall,  and  55^ 
in  summer,  does  not  change  in  passing  through  80  miles  of  pipes. 
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The  minimnm  discharge  is  abont  70  000  000  galls,  in  24  hours,  of  which 
a  third  is  now  taken  for  the  city  water  supply. 

The  water  is  diverted  from  the  stream  at  the  head  of  a  rapid  by 
means  of  a  canal  400  ft.  in  length,  terminating  in  a  chamber  from 
which  it  is  discharged  through  a  funnel  9  ft.  in  length  and  with  a 
diameter  tapering  from  5  to  81  ft.,  the  latter  being  the  diameter  of  the 
discharge  pipe.  ,A  42-in.  gate  is  placed  at  a  distance  of  30  ft.  from  the 
head  for  the  purpose  of  regelating  or  shutting  off  the  water  supply 
to  the  city.  The  head  lost  from  the  water  chamber  to  a  point  below 
the  gate  is  6  ins.     From  the  head  to  the  foot  of  the  canal  there  is  a  fall 


Fio.  1. 

in  the  river  of  16  ft.  at  low  water,  and  as  the  canal  walls  are  but  3  ft. 
in  height,  the  flood  waters  are  wasted  over  the  top  of  the  wall  and  there 
is  but  little  variation  in  the  level  of  the  water  in  the  water  chamber. 

The  water  is  conducted  to  the  city  through  a  riveted  steel  and  a 
cast-iron  pipe,  the  one  24  miles  and  the  other  6  miles  in  length.  The 
steel  pipe  extends  from  the  source  to  a  reservoir  on  the  east  side  of  the 
Willamette  River;  the  oast-iron  pipe  extends  thence  to  a  reservoir  on 
the  west  side,  passing  under  the  river  by  means  of  a  submerged  pipe 
2  006  ft.  in  length,  as  shown  in  Fig.  1. 

At  each  reservoir  the  water  ascends  vertically  into  the  gate  chamber 
and  flows  through  screens  over  a  weir  6.97  ft.  long  with  two  end  con- 
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tractions,  whieh  differs  from  the  regulation  weir  only  in  haying  a  oir- 
onlar  channel  of  approach.  On  the  outside  of  the  channel  there  is  a 
a  float  supporting  a  gauge,  which  shows  the  height  H  of  the  water,  and 
the  corresponding  discharge  Q,  calculated  by  the  formula, 

q  =  8.38  (length  -  -^)  x  F* 

This  float  is  adjusted  by  means  of  a  hook  gauge  on  the  outside  of 
the  circular  channel,  but  it  is  found  that  the  height  is  0.02  ft.  greater 
on  the  inside. 

The  capacity  of  each  reseryoir  was  carefully  measured,  and  the 
depth  of  the  water  in  feet  and  the  surface  level  for  each  1  000  000  galls, 
were  marked  on  a  rod  attached  to  the  gate  house  and  resting  on  the 
bottom. 

On  March  28th,  1896,  2  995  000  galls,  by  reseryoir  measurement 
was  turned  into  Reservoir  No.  1  in  8.7  hours,  and  617  000  galls,  by 
weir  measurement  into  other  reservoirs,  making  8612  000  galls,  in  8.7 
hours,  or  23  410  000  galls,  in  24  hours. 

The  flow  by  weir  was  28  760  000  galls.,  or  340  000  galls,  more  than 
the  reseryoir  and  weir  measurements  combined.  On  January  21st, 
1896,  all  of  the  water  was  turned  out  of  Beservoir  No.  1,  and  the  full 
flow  from  Bull  Bun  then  turned  in,  and  as  the  surface  of  the  water 
rose  to  each  million  mark  on  the  rod  from  1  to  10,  the  time  was  noted 
and  found  to  be  1  hour  and  1  minute  in  seven  instances,  and  1  hour 
and  2  minutes  in  three,  giving  a  flow  of  10  000  000  galls,  in  10  hours 
and  18  minutes,  or  23  491  000  galls,  in  24  hours.  During  the  whole 
time  the  height  of  water  above  the  weir  stood  steadily  at  1.87  ft.  on  the 
outside  of  the  circular  approach  and  1.39  ft.  on  the  inside,  giving  a 
flow  in  24  hours  of  23  100  000  galls,  for  the  first,  and  23  592  000  galls, 
for  the  second,  which  differs  only  100  000  galls,  from  the  flow  by  reser- 
voir measurement. 

By  tests  made  carefully  at  different  times,  it  was  ascertained  that 
there  was  no  appreciable  leakage,  either  from  the  reseryoir  or  from  the 
supply  main  from  Bull  Bun.  As  the  weir  at  Beservoir  No.  3  on  the 
west  side  of  the  river  was  in  all  respects  similar  to  that  on  the  east 
side,  it  may  be  assumed  that  the  weir  measurements  are  correct  in 
both  cases,  taking  the  heights  on  the  inside  of  the  circular  approach. 

The  steel  pipes  are  composed  of  60-in.  plates  made  up  in  alternate 
large  and  smaU  sections,  the  smaller  fitting  at  each  end  into  the 
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larger.  The  plates  are  double  riveted  on  the  straight  seams,  single 
riveted  on  the  round,  and  coated  with  a  preparation  of  asphalt,  which 
rounds  off  the  projecting  edges  of  the  joints  and  tends  to  lessen  the 
frictional  resistance  on  the  pipes.  The  rivets  were  not  counter- 
sunk. 

On  the  42-in.  pipe,  the  thickness  of  the  plates  corresponds  to  Nos. 
6  and  ^  B.  W.  G.,  except  for  about  i  mile  on  which  it  is  i  in.  On 
the  other  pipes,  35-in.  and  88-in.,  the  thickness  is  0.203  in.,  or  No.  6, 
B.  W.  G.  The  diameters  are  estimated  on  the  inside  of  the  smaller 
courses,  but  during  the  progress  of  the  work  it  was  found  that  the 
pressure  of  the  earth  filling  reduced  the  vertical  and  increased  the 
horizontal  diameters,  the  difference  being  from  1  to  4  ins.,  according 
to  the  depth  of  the  fill  and  the  care  exercised  in  tamping  under  and 
around  the  pipes.  To  ascertain  the  effect  of  this  distortion,  sections 
of  the  pipe  were  subjected  bj  means  of  jack  screws  and  loads  of  earth 
to  external  pressures  which  reduced  the  vertical  diameter  within  the 
limits  of  1  and  8  ins. ;  but  although  without  any  load  there  was  always 
a  small  difference  in  the  transverse  diameters,  it  was  found  that  under 
any  load  the  mean  of  the  diameters  was  equal  to  the  diameter  of  the  cir- 
cular pipe,  and  that  the  pipe  when  relieved  from  pressure  resumed  the 
original  form  and  remained  perfectly  tight  when  subjected  to  a  hy- 
draulic pressure  of  150  lbs.  to  the  square  inch.  Assuming  the  section 
to  be  an  ellipse  the  reduction  of  the  area  would,  under  the  conditions 
stated,  be  inappreciable.  Under  a  heavy  water  preisure  from  within, 
the  pipes  may  have  resumed  the.  circular  form,  but  on  summits  where 
the  water  pressure  is  light,  the  distortion  still  remains.  The  change  of 
section  is  not  apparent  to  the  eye,  but  it  is  probable  that  it  exists  in 
all  riveted  or  wrought  pipes  to  an  extent  depending  on  the  thickness 
and  quality  of  the  plates,  the  diameters  of  the  pipes,  and  the  depth  and 
character  of  the  filling. 

Bends  were  made  by  means  of  joints  not  more  than  6  ins.  in  width 
at  the  widest  part,  and  riveted  together  in  the  same  manner  as  the 
round  seams  of  the  pipes,  each  joint  adding  a  round  seam  over  and 
above  the  number  required  for  a  straight  pipe. 

Between  the  extremities  A  and  D  (Fig.  1)  of  the  steel  pipe  there  are 
two  summits,  B  and  (7,  which  break  the  grade  and  necessitate  pipes  of 
different  diameters:  42-in.  on  A  B,  35-in.  on  B  (7,  and  SS-in.  on  CD. 

The  section  A  B  extends  from  the  head  works  A  down  Bull  Bun 
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and  across  the  Sandy  Biver  to  the  summit  of  the  divide  between  that 
river  and  Kelly  Greek.  As  the  sides  of  the  Boll  Bun  Canyon  vKid  high 
and  in  some  cases  nearly  vertical,  the  pipe  line  is  necessarily  thrown 
on  high  ground  with  many  summits  approaching  nearly  to  the  hy- 
draulic grade  line.  From  Sandy  Biver  to  the  summit  B  of  the  divide 
between  that  river  and  Kelly  Greek,  the  rise  is  HOO  ft.  in  4  miles,  with 
grades  approaching  in  places  to  45^,  as  shown  on  the  profile.  To  avoid 
slides  and  vertical  cHfEs  three  bridges  are  necessary,  two  across  Bull 
Bun  of  lOO-ft.  and  aOO-ft  span,  and  a  third  of  800-ft  span  across  Sandy 
Biver.  The  ground  is  broken  and  exceptionally  rough,  requiring  many 
bends,  vertical  and  horisontaL    The  diameter  of  this  pipe  is  42  ius. 

The  next  section  extends  from  B  along  the  north  slope  of  the  waters 
of  Kelly  Creek  to  the  summit  C  of  Qrant's  Butte,  over  broken  and 
rough  ground,  requiring  many  bridges  and  trestles^  The  diameter  of 
the  pipe  is  35  ins. 

The  next  section,  CD,  extends  from  the  top  of  Grant's  Butte  to  the 
gato  house  of  a  reservoir  known  as  No.  1,  with  no  steep  grades  except 
the  descent  from  Grant's  Butte  and  the  ascent  to  the  reservoir. 

From  i>  to  a  reservoir,  O^  on  the  west  side  of  the  river,  there  is  a 
82-in.  cast-iron  pipe,  and  a  section,  E  Fy  oi  28-in.  pipe  passing  under 
the  river.  The  ground  is  comparatively  level,  but  a  considerable 
curvature  is  necessary  in  order  to  keep  the  pipe  line  within  the  limits 
of  roads  and  streets. 

The  bends  in  the  several  pipes  are  as  follows: 


Total  number  of 

Total  dagnes  of  onxTfttiife 

ATeiBM  iMT  mile 

Sztr*  jolQta  per  mile  for  beode, 

if«.Timjii«  ndine......... 

Mlnlmvm  rMliiM 


laoHxe. 

38 

83 

88 

86 

a 

17 

86 

Ul 

aio 

800» 

404° 

78r 

6<» 

U* 

63« 

101° 

.... 

.... 

11 

39 

11' 

ir 

88' 

88* 

ir 

11' 

U' 

88' 

43 


336 
1918* 

191<» 
43 
88' 
14' 


The  lengths  of  the  pipes  were  calculated  from  the  number  of  joints 
and  checked  by  actual  measurement.  The  elevations  are  measured  by 
spirit  level  several  times  during  the  progress  of  the  work  and  verified 
by  a  survey  made  recently. 

For  convenience  of  reference  and  calculation,  the  equations  deduced 
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from  the  hydraulic  formula,  r  =  c  -v/rlj  will  be  plaoed  under  the  fol- 
lowing forms: 

V  =  yelooity  in  feet  per  second. 

d  =  diameter  of  the  pipe  in  inches. 

q  =  discharge  in  1  000^00  galls,  per  day. 

n  =s  degree  of  roughness  in  the  Kutter  formula. 

c  =  coefficient  of  discharge  corresponding  to  n, 

h  =s  hydraulic  grade,  or  loss  of  head  per  1  000  ft.  of  pipe  on  the 

hydraulic  grade  line. 

p  =.  piezometer  grade  or  loss  of  head  per  1  000  ft.  estimated  on  the 

piezometer  grade  line  or  lines;  p  cannot  be  greater  than  h^ 

but  may  have  any  smaller  value  according  to  the  discharge. 

-    _*^  V  dp     (1) 

^.(2) 

(3) 


7    = 


219.19 
c  V  cf^  p 


62  151 

62151 


qX 


Pk  =^qX 


62151 


=  I  X  p... 


d* 


W 

(5) 

Equation  (5)  gives  the  loss  of  head  in  a  length,  /,  of  pipe. 

To  determine  the  discharge,  g,  through  a  series  of  compound  pipes. 

^  =nJ^ •• <«> 

In  this  equation  H  is  the  vertical  distance  or  available  head  from  the 
upper  to  the  lower  end  of  the  compound  pipe,  and  o  is  the  sum  of  the 
losses  of  head  on  the  several  pipes  calculated  by  equation  (5)  for  a  dis- 
charge of  1  000  000  galls,  a  day,  or  for  g  =  1. 

TABLE  No.  1. — ^DiAMBTBBS,  HsiaHTS,  Jon>  Htdbaxtlig  Qbadbs  fob  thb 
Steel  Pipes,  AB.BC,  CD,  akd  the  Cast-Ibon  Ptpb,  DE,  EF,  FO. 


Pipn. 

BUEVATIOia  ABOYS  CiTT  BACB. 

IteterUL 

d. 

Saction. 

1. 

Point 

Height 

Point 

Height 

H, 

h. 

8t66l 

42" 

AB 

52  916 

A 

710.4 

B 

646.2 

64.2 

1.218 

<« 

35" 

BO 

41084 

B 

646.2 

0 

683.2 

118.0 

2.764 

••    

18" 

CD 

84  846 

0 

688.2 

D 

406.0 

128.2 

8.T88 

OMtlion.. 

32" 

DB 

21460 

D 

401.8 

E 

-4.2 

406.0 

18.800 

M" 

EP 

2006 

E 

886.8 

F 

6.1 

9.8 

4.660 

**    •••••. 

82" 

FO 

0  618 

F 

6.1 

G 

2923 

287.7 

29.928 
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The  city  base  is  6.18  ft.  above  low  tide  at  the  low- water  stage  of 
the  Willamette  Biver.  The  elevations  at  the  upper  ends,  A  and  D,  of 
the  steel  and  cast-iron  pipes  are  corrected  by  deducting  the  head  lost 
in  generating  the  velocity.  The  elevation  of  D,  405,  at  the  end  of  the 
steel  pipe  is  the  height  of  the  water  above  the  weir,  bnt  for  the  upper 
end  of  the  cast-iron  pipe  it  is  the  surface  of  the  water  below  the  weir. 
At  the  ends  of  the  pipes  the  elevations  are  estimated  to  the  tops  of  the 
pipes  or  to  the  surface  of  the  water. 

On  February  27th,  1896,  with  the  elevations  of  the  water  surfaces  at 
A,  Dand  O,  as  given  in  Table  No.  1,  the  discliarge  was  23  500  000  galls, 
through  the  riveted  pipes,  and  20  750  000  galls,  through  the  cast-iron 
pipe. 

The  42-in.  pipe  did  not  run  full  beyond  a  point  i4 '  at  an  elevation  of 
648.5  ft. ,  and  1  950  ft.  east  of  the  junction  B  of  the  42-in.  and  85-in.  pipes. 

The  85-in.  pipe  was  partially  full  at  the  upper  end,  and  at  a  point 
B',  1  205  ft.  west  of  B,  the  elevation  of  the  hydraulic  grade  was  683.1 
ft.,  by  piezometer  measurement.  The  elevation  of  the  water  surface 
was  532.5  at  the  junction  of  the  35-in.  and  33-in.  pipes,  beyond  which 
the  33-in.  pipe  was  only  partially  full.  At  a  point  C*  on  the  33-in. 
pipe,  163  ft.  west  of  C,  the  elevation  of  the  hydraulic  grade  was  527. 1 
ft.  by  piezometer  measurement. 

On  the  compound  cast-iron  pipe,  the  elevations  in  Table  No.  2  are 
those  of  the  piezometer  grades,  calculated  by  equation  (6).  For  the 
steel  pipes  the  coefficients  are  calculated  from  the  hydraulic  grades. 

TABLE  No.  2. — Diahbtebs,  Gbadbs  and  Oobfficisnts  of  thb  Steel 
Pipes,  A  A*,  B*  C,  C*  D,  and  op  the  Compound  Cast-Ibon  Pipe, 
DE,  EF,  FO. 


Pmn. 

Elxvatiovs  abotc  Citt  Bau. 

Material 

d. 

LavoTH,  f. 

Point. 

Height. 

Point. 

Height 

H, 

*. 

«. 

^ 

Section. 

1000  ft. 

SteeL.... 
•• 

42" 
8ft" 
86" 
88" 
88" 
82" 
W" 
82" 

A  A' 
A'  B 
BR 
BO 
CC 
CD 
DE 
EF 

ro 

60.965 
1.960 
1.206 

88.829 
.169 

84.176 

21.460 
2.006 
9.618 

A 

710.4 

A' 

648.6 

61.9 

1.216 

28.6 

116.9 

t. 

•• 
CMtirou. 
** 

Br 

D 
E 
F 

688.1 

"627  *.i* 
401.8 
886.8 
822.6 

C 

E 
F 
Q 

682.6 

*406;6* 
386.8 
823.6 
292.8 

100.6 

122*.  i' 
66.6 
12.7 
29.8 

2.696 

zjm 

8.100 
6.840 
8.100 

38.6 

'm.6* 
20.76 
20.76 
20.76 

126.^ 

J. 

128.2 
126.2 
128.4 
126.2 
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AwBTiTning  p  equal  to  h^  and  the  lengths  and  grades  to  be  as  giyen 
in  the  preceding  tables,  the  values  of  c  and  q  for  clean  straight  pipes^ 
according  to  Hamilton  Smith,  M.  Am.  Soc.  C.  E.,  and  J.  T.  Fanning, 
M.  Am.  Soc.  C.  £.,  and  for  n  =  0.0115  in  the  Kutter  formula,  would 
be  as  follows: 

TABLE  No.  8. 


Smith. 

FAmmro. 

Tablb  No.  2. 

d. 

h. 

e. 

«• 

129 

«. 

M. 

e. 

«. 

e. 

4a- 

1.318 

187.0 

27.76 

26.78 

.0116 

180 

26.88 

no 

86" 

2.764 

186.6 

26.41 

126 

24.19 

.0116 

124 

24.00 

127 

88" 

8.788 

186.0 

26.46 

124 

24.11 

.0116 

124 

24.11 

128 

82" 

H.100 

186.0 

22.16 

128.6 

20.26 

.0116 

123 

20.19 

126 

38" 

6.240 

184.0 

22.62 

121 

20.88 

.0116 

121 

20.88 

128 

With  the  coefficients  corresponding  to  n  =  0.0115,  the  values  of  p, 
and  the  discharge  of  the  compound  42-in.,  35-in.  and  88-in.  pipes, 
calculated  bj  equation  (6),  would  be  as  follows: 


TABLE  No.  4. 


d.- 

e. 

LXMOTH. 

Bead 

lost 
o  =  lXp. 

Elxyations  of  Qbaox. 

«. 

Section. 

1000  ft. 

p. 

Point. 

Height 

Point. 

Height 

42" 
86" 
86" 

180 
124 
124 

A  B 
BO 
CD 

62.916 
41.084 
84.846 

1.048 
2.871 
8.862 

66.2 
117.9 
182.8 

A 

B 
C 

710.4 
666.2 
687.4 

B 
C 
D 

666.2 
687.4 
406.0 

24.6 
24.6 
24.6 

Total  heed  lost 806.4 


710.4  —  406.0 


The  actual  discharge,  23  500  000  galls. ,  is  1  000  000  galls,  more  than 
was  ordered,  and  1  000  000  galls,  less  than  would  have  been  attained 
if  the  capacity  of  the  42-in.  pipes  had  been  proportional  to  that  of  the 
35-in.  or  33-in.  pipes. 

Of  the  three  steel  pipes  the  33-in.  was  the  straightest,  and  the 
coefficient  should  not  have  been  3%  below  that  of  the  35-in.  pipe. 
The  42-in.  pipe  was  over  very  rough  ground,  with  many  bends  and 
summits,  some  of  which  rise  very  nearly  to  the  line  of  the  hydraulic 
grade,  but  the  minimum  radius  of  curvature  was  four  times  the 
diameter  of  the  pipe,  and  there  is  no  apparent  reason  for  the  reduc- 
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tion  of  the  coefficient  and  discharge  to  10%  lees  than  it  would  have 
been  on  the  sappoeition  that  the  conditions  were  the  isame  as  those 
of  the  other  riveted  pipes. 

When  the  water  was  first  tnmed  on,  in  December,  1894,  the  height 
of  the  water  surface  at  the  head  works  was  abont  710.4  ft.,  and  the 
discharge  by  the  floating  gauge  at  the  end  of  the  8d-in.  pipe  was 
24  900  000  galls.,  but  as  it  has  since  remained  steadily  at  28  500  000 
galls,  under  like  conditions,  either  the  gauge  must  have  been  out  of 
adjustment  or  air  must  have  accumulated  at  some  of  the  numerous 
summits. 

The  air  valves  which  have  been  placed  on  all  summits  have  been 
examined ;  men  have  been  sent  through  the  whole  length  of  the  pipe 
to  see  that  there  were  no  obstructions,  and  that  the  42-in.  gate  below 
the  trumpet-shaped  mouth-piece  at  the  head  was  fully  open;  and  the 
screens  have  been  raised  to  see  that  they  did  not  diminish  the  flow, 
but,  although  some  of  the  flatter  summits  may  have  escaped  observa- 
tion, nothing  has  as  yet  been  discovered  which  accounts  for  the  de- 
ficiency in  the  capacity  of  the  pipe. 

It  will  be  seen  by  reference  to  Table  No.  8  that,  except  for  the  42-in. 
pipe,  the  coefficients  are  about  the  same  for  the  cast-iron  and  steel 
pipes,  and  agree  nearly  with  the  coefficients  of  Mr.  Fanning  for  clean 
pipes  and  those  of  the  Kutter  formula,  for  n  =  0.0115. 

A.  L.  Adams,  M.  Am.  Soc.  G.  E.,  engineer  of  the  water- works 
recently  constructed  in  Astoria,  Ore.,  states  that  the  supply  main 
there  is  compounded  of  a  16-in.  steel  riveted  pipe  and  an  18-in. 
wood-stave  pipe;  that  the  coefficient  for  the  former  corresponds  almost 
exactly  with  the  value  given  by  Mr.  Fanning  for  clean,  straight  cast- 
iron  pipes,  and  to  the  value  n  =  0.0111  in  the  Kutter  formula,  and  is 
only  84i%  of  the  coefficient  for  the  18-in.  stave  pipe.* 

The  riveted  pipes  on  which  the  experiments  of  Mr.  Smith  were 
made  were  put  together  stove-pipe  fashion,  and  the  high  coefficients 
deduced  may  be  due  in  part  to  the  lesser  frictional  resistance  result- 
ing from  this  method  of  construction,  but  the  projecting  edges  of  the 
laps  on  the  inside  of  a  pipe  are  smoothed  and  rounded  by  the  asphalt 
coating,  and  the  increase  of  friction  resulting  from  constructing  the 
pipes  in  rings  with  large  and  small  sections  does  not  appear  to  be  im- 
portant when  the  thickness  does  not  exceed  i  in. 

*  See  TrfrnMadUom,  Vol.  xxxvi,  p.  26. 
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The  assumption  on  which  the  preceding  calculations  are  based, 
that  the  piezometer  grade  p,  which  would  be  the  grade  of  a  line  along 
the  water  surfaces  in  a  series  of  open-topped  tubes  extending  upward 
from  the  pipe,  coincides  with  the  hydraulic  grade  A  of  a  straight  line 
from  the  upper  to  the  lower  end  of  a  pipe  is  true  only  when  the  inner 
surface  opposes  a  frictional  resistance  which  is  uniform  throughout 
the  whole  length  of  the  pipe.  In  such  cases  the  coincidence  of  the 
grade  lines  depends  solely  on  the  uniformity  and  not  on  the  amount  of 
the  frictional  resistance.  The  discharge  depends  on  the  amount  of  the 
friction,  and  is  proportioned  to  coefficients  of  discharge  determined 
experimentally  and  corresponding  to  the  roughness  n  in  the  Eutter 
formula. 

According  to  the  principles  of  the  Kutter  formula  the  coefficient  c 
is  independent  of  the  slope  in  the  equation  v  =  c  Vrhi  when  r  is 
greater  than  0.1  ft.  and  h  is  greater  than  1  ft.  in  1 000  ft. 

According  to  experiments  on  the  flow  of  water  through  pipes  the 
variation  of  the  ooefj^cient  is  grater,  but  the  difference  may  be  due, 
in  part  at  least,  to  the  use  of  the  term  in  a  sense  not  warranted  by  the 
conditions  of  flow  in  open  channels. 

In  the  case  of  an  open  channel  with  a  constant  discharge  and  with 
irregular  cross-sections  or  a  variable  roughness  of  the  sides  and  bot- 
tom, the  velocity  and  volume  of  the  water  vfu^  in  accordance  with 
the  slopes  and  the  resistances  to  the  flow  in  different  sections  of  the 
channel,  and  an  obstruction  placed  in  one  section  does  not  diminish 
the  discharge  or  appreciably  affect  the  velocity  or  volume  of  the  flow 
in  other  sections,  except  for  a  short  distance  above  or  below  the  ob- 
struction. In  the  case  of  a  full  pipe  there  can  be  no  difference  in  the 
velocity  or  sectional  area  of  the  water,  and  an  obstruction  to  the  flow 
at  any  one  point  is  followed  by  a  change  in  the  pressure  against  the 
inner  surface  at  all  points,  which  would  aftect  the  piezometer  grades 
along  the  whole  length  of  the  pipe,  and  has  the  same  effect  on  the 
discharge  as  a  change  in  the  hydraulic  grade. 

To  calculate  the  flow  of  water  in  open  channels  by  hydraulic 
formulas  the  hydraulic  grade  h  must  be  used,  and  for  pipes  the 
piezometer  grade  p,  which  may  be  less,  but  cannot  be  greater  than  h. 

A  pipe  laid  on  the  hydraulic  grade  line  A  B  would  run  full  with  a 
discharge  q,  given  by  equation  (2),  and  a  grade  A,  and  only  partially 
full  with  a  less  discharge  q\     Should  the  pipe  be  laid  under  the  hy- 
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dranlic  grade  line,  it  would  nm  full  with  the  discharge  q\  bnt  the  grade 
would  be  reduced  to  p',  calculated  for  the  lesser  discharge  by  equa- 
tion (4). 

Suppose  two  pipes  with  the  same  diameter  and  hydraulic  grade,  with 
discharges  q  and  q*  (the  first  calculated  from  the  hydraulic  grade), 
the  reduction  of  the  discharge  from  q  to  q*  could  be  attributed 
to  a  greater  roughness  corresponding  to  a  coefficient  c',  or  to  a 
change  from  the  hydraulic  grade  h  to  the  piezometer  grade  p',  given 
by  equation  (4),  and  the  values  of  c*  andp'  would  be  determined  by 
the  following  equations,  assuming  the  grades  and  coefficients  to  be 
independent  quantities. 

c'  =  c  X  —  when  p*  ^h (a) 

p'  =  A  X  (^\    when  c*  =  c (fi) 

The  discharge  would  be  the  same  in  either  case,  but  the  pipe,  if 
laid  on  the  hydraulic  grade,  would  run  full  with  a  roughness  corre- 

-ranA  r "^^^A 


Fio.  a.  Fxo.  8. 

spending  to  c'  in  equation  (a),  and  partially  full  with  the  grade  p*  in 
equation  (5),  and  a  roughness  corresponding  to  the  coefficient  c. 

Should  the  discharge  be  decreased  from  qio  q^  through  an  open- 
topped  pipe  with  a  hydraulic  grade  line  A  B  (Fig.  2),  the  water  would 
fall  to  a  hydraulic  grade  line  A'  B,  and  the  grade  would  be  given  by 
equation  (4). 

Suppose  H  to  be  the  vertical  fall  from  ^  to  ^,  0  the  vertical  fall 
from  A  to  A*,  and  /  and  k  to  be  the  lengths  of  the  pipes  A  B  and 
AA\  the  grade  h'  =p'  would  be  given  by  either  one  of  the  following 
equations  or  by  equation  (4) : 

--fe"-'^(f)* : <•' 

Suppose  ib  to  be  small  in  comparison  with  /,  the  equation  would  be: 

p-^-'—'-Cf)' w 
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Should  the  supply  be  taken  from  a  reservoir  with  a  surface  level 
fixed  at  A  (Fig.  3),  the  hydraulic  grade  could  not  change,  but  the 

)  * 

Should  the  loss  of  head  O  be  due  to  the  partial  closing  of  a  stop 
valve  Fy  causing  a  vertical  fall  in  the  piezometer  line  below  F,  the 
grades  would  be  on  the  parallel  lines  A*  B  or  A  B\  should  the  valve 
be  placed  at  A  or  By  and  on  the  lines  A  F\  F*  B,  should  it  be  placed 
between  A  and  B.  In  the  latter  case  the  grade  lines  would  be  on  differ- 
ent sides  of  A  B,  but  in  each  case  0  would  be  the  vertical  distance  be- 
tween the  parallel  grade  lines;  the  grade  p  would  be  given  by  equation 
(d),  and  the  pipe,  if  laid  on  the  grade  h^  would  be  only  partially  full 
below  the  obstruction. 

In  these  examples  the  whole  loss  of  head  has  been  supposed  to  take 
effect  at  one  point,  F^  but  should  there  be  obstructions  at  several 
points,  0  would  still  represent  the  sum  of  the  losses.  The  piezometer 
grades  would  descend  in  parallel  lines  between  the  obstructions  like 
the  steps  of  a  stairway,  and  although  there  might  be  a  considerable 
difference  in  the  grades,  the  lines  might  continue  close  together,  and 
would  tend  to  coincide  should  the  losses  of  head  be  equal  and  at  uni- 
form distances  apart. 

To  the  assumption  that  the  piezometer  grade  is  on  the  straight  line 
between  the  heights  of  two  points  in  the  piezometer  grade  lines  may 
be  ascribed  the  variation  in  the  coefficients  deduced  from  piezometer 
measurements,  so  called. 

For  a  series  of  compound  pipes  the  loss  of  head  for  each  one  is 
determined  by  equation  (5),  and  the  discharge  must  be  such  that  the 
sum  of  the  losses  in  the  several  pipes  must  be  equal  to  the  total  loss 
of  head  or  vertical  fall  Htrom  the  upper  to  the  lower  end  of  the  com- 
pound pipe,  subject  to  the  condition  that  the  pipe  must  not  rise  at 
any  point  above  the  piezometer  grade  line.  Examples  are  shown  in 
Table  No.  4  in  the  case  of  the  42-in.,  d5-in.  and  Sd-in.  pipes,  and  in 
Table  No.  2  in  the  case  of  the  compound  32-in.  and  28-in.  cast-iron 
pipe. 

In  a  compound  pipe  the  resistance  to  the  flow  of  water  in  the  several 
parts  varies  with  the  diameters,  the  degrees  of  roughness,  and  the  local 
obstructions,  and  the  piezometer  grades  fall  in  parallel  lines  on  sec- 
tions of  uniform  resistance,  and  vertically  in  the  cases  of  local  obstruc- 
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tions,  like  the  snrfaoe  of  the  water  of  an  open  channel,  but  with  the 
important  distinotion  that  while  in  one  case  the  grades  depend  on  the 
actual  slopes  in  the  different  sections,  in  the  other  they  are  dne  to 
variations  in  the  pressure  from  obstructions  on  the  inner  surface,  the 
effect  of  each  one  of  which  is  felt  throughout  the  whole  length  of  the 
pipe. 

It  follows  that  when  the  two  end  sections  of  a  pipe  present  equal 
and  uniform  resistances  to  the  flow,  the  piezometer  grade  lines  must 
lie  on  different  sides  of  the  hydraulic  grade  lino,  A  B  (Fig.  4),  and 
must  cross  it  at  one  or  more  points,  and  that  the  coefficients  calculated 
on  the  assumption  of  a  straight  grade  line  do  not  indicate  the  rough- 
ness of  the  inner  surface. 

The  hydraulic  grade  line  A  A*  B  (Fig.  5),  for  instance,  of  the  42-in. 
riveted  pipe  faUs  at  the  rate  of  1.213  ft.  per  1  000  ft.  to  a  summit  A* 
west  of  the  Sandy  River,  and  the  pipe  is  extended  thence,  along  the 
hydraulic  grade  line,  2  000  ft.  to  a  point  B,  at  the  end  of  the  pipe. 


Fxo.  4.  Fxo.  5. 

With  a  coefficient  c  =  130  (see  Table  No.  3),  corresponding  to  the 
roughness  of  the  35-in.  and  33-in.  pipes,  and  to  n  =  0.0115,  the  dis- 
charge would  have  been  26  380  000  galls,  in  24  hours,  but  it  was  only 
23  500  000  galls.  If  the  deficiency  is  due  to  the  uniform  roughness  of 
the  inner  surface,  the  pipe  would  run  full  on  the  hydraulic  grade  line 

23  50 
-4'  B,  and  the  coefficient  c'  =  130  x  s^^  =  116  would  indicate  a  rough- 

ness  equal  to  0.0125.  But  the  fact  that  the  pipe  does  not  run  full 
from  A*  io  B  shows  that  the  roughness  is  less  than  0.0125  and  that  the 
grade  is  less  than  the  hydraulic  grade,  and  the  reduction  of  the  dis- 
charge may  be  ascribed  to  a  reduction  of  the  grade  from  h  =  1.213  to 

(23  50\  2 
— ^  J  =0.963,  on  account  of  bends,  accumulations  of  air  at 

summits,  or  causes  not  connected  with  the  degree  of  roughness  or  the 
coefficient  of  discharge. 
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A  difference  of  3  ins.  in  1 000  ft.  conld  not  be  detected  readily,  but 
measurements  by  pressure  gauges  show  conclusively  that  the  piezom- 
eter is  above  the  hydraulic  grade  line  at  A  and  below  it  at  A\  and 
that  the  two  lines  cross  at  one  or  more  intermediate  points. 

The  difference  of  the  grades  multiplied  into  the  lengrth  of  the  pipe, 
0=  (1.213  —  0.963)  X  52.9  ==  13.225,  is  the  vertical  distance  between  the 
parallel  grade  lines  through  A  and  A'  and  represents  the  total  loss  of 
head  from  irreg^ular  obstructions;  but  the  difference  in  the  elevations 
of  the  two  grade  lines,  as  measured  by  pressure  gauges,  does  not  at 
any  point  exceed  3  ft.  Assuming,  then,  that  there  must  always  be  a 
diminution  of  the  grade  from  irregular  obstruetions,  it  will  follow  that 
the  coefficients  calculated  by  using  the  hydraulic  grade  in  equation  (3) 
are  always  too  small,  especially  when  o  is  small  in  comparison  with  hy 
and  this  may  perhaps  account  for  the  great  variation  where  the  grades 
are  light. 

In  Table  No.  5  coefficients  calculated  from  hydraulic  grades  are 
given  from  Mr.  Fanning's  tables  and  from  the  measurements  of  the 
48-in.  cast-iron  pipes  of  the  Boston  Water- Works*;  also  the  value  of 
o  in  the  equation,  p  =ih  —  o,  which  would  give  a  uniform  value  to 
the  coefficients.     The  grades  are  in  feet  per  thousand. 

TABLE  No.  6. 


Authority. 

Dimmetar, 
inohM. 

Ondo. 
h. 

c. 

Onde. 

e. 

Pipes. 

nuiniDg 

6 

1.409 

98.8 

*-.oao 

106 

Clean  ttnight. 

••       

6 

2.976 

101.7 

*— .082 

106 

ft 

••       ,    , 

6 

8.827 

102.7 

*— .047 

106 

•• 

FltzGendd 

48 

0.0116 

116.6 

*  — .003 

144 

Clean. 

«« 

48 

0.0689 

184.1 

A —.009 

144 

«• 

«« 

48 

0.8384 

187.6 

A— .030 

144 

t* 

«* 

48 

0.7182 

138.9 

*— .060 

144 

•« 

«< 

48 

1.2414 

141.1 

*-.060 

144 

•• 

•• 

48 

1.8283 

148.6 

A— .067 

144 

•• 

•« 

48 

0.0169 

101.2 

A  — .002 

110 

Tubercnlated. 

"         ..... 

48 

0.0202 

88.0 

A— .007 

110 

•• 

•« 

48 

0.6149 

108.7 

A— .002 

110 

•• 

••         

48 

1.1299 

109.4 

A  —  .012 

UO 

«t 

•« 

48 

2.6868 

108.9 

A  — .054 

110 

•* 

Smith 

42 

1.218 

116.0 

A -.260 

180 

Steel  riveted. 

The  coefficient  144  in  the  table  is  the  same  as  that  determined  by 
Mr.  FitzG^rald  for  the  48-in.  pipes  with  tubercles  removed  and  a 
velocity  of  6.195  ft.  per  second,  but  for  the  tubercnlated  pipes  no 
definite  conclusion  can  be  drawn  where  the  grades  are  very  small,  the 


*  See  TratuaeUonit  Vol.  zxzt,  pp.  266,  267. 
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ooefficients  being  114.8  in  one  case,  for  a  slope  of  0.0287  per  1  000, 
and  88  in  another  instance  for  a  slope  of  0.0211.  This  difference  maj 
be  ascribed  to  the  liability  to  error  in  measuring  very  small  slopes, 
but  for  greater  grades  there  does  not  seem  to  be  so  great  a  variation  in 
the  ooefficients  as  with  the  clean  pipes,  which  tends  to  support  the 
principle  of  the  Kutter  formula  that,  except  for  very  small  slopes,  the 
coefficients  are  constant  for  the  same  diameter  of  pipe,  which  would  be 
more  apparent  should  the  slopes  and  coefficients  be  used  as  co-ordin- 
ates in  diagrams,  and  the  velocities  be  left  out  of  consideration,  or 
treated  as  functions  of  the  grades.  The  effect  of  a  small  difference 
in  the  grades  on  the  discharge  will  show  the  necessity  of  accurate 
measurements  where  the  grades  are  light  and  the  pipes  not  more  than 
1  000  or  2  000  ft.  in  length.  For  the  42-in.  pipe,  for  instance,  a  differ- 
ence of  3  ins.  in  1  000  ft.  makes  a  difference  of  nearly  8000000  galls,  in 
24  hours. 

In  regard  to  the  effect  of  long  use  on  the  tuberculation  of  the  inner 
surfaces  of  pipes,  the  following  information  is  presented  from  experi- 
ence with  the  pipe  system  of  the  city  of  Portland.  The  supply  was 
first  taken  from  small  creeks,  to  which  was  added  28  years  ago  a  plant 
for  pumping  from  the  Willamette  Rivor,  which  carries  a  large  amount 
of  mud  and  sand  during  floods.  The  use  of  this  plant  was  afterward 
discontinued  and  a  new  pumping  station  erected  12  years  ago,  with  a 
4-mile  force  main  of  80-in.  riveted  pipes  of  No.  6  wrought  iron.  The 
pump  main  laid  28  years  ago  was  18  ins.  in  diameter  and  of  No.  6 
wrought  iron.  It  was  laid  on  trestles  across  ground  overflowed  at 
high  water,  and  was  not  prote6ted  from  the  weather.  The  coating  was 
displaced  on  some  portions  of  the  pipo,  but  otherwise  it  appears  per- 
fectly clean  and  sound,  and  portions  are  now  being  used  in  the  distri- 
bution system  of  the  city  under  a  pressure  of  90  lbs.  to  the  square  inch* 
A  portion  of  the  80-in.  riveted  pump  main  was  taken  up,  and  the  coating 
was  found  to  be  intact  and  the  pipe  perfectly  clean  and  sound.  The 
cast-iron  pipes  from  6  to  24  ins.  in  diameter  are  free  from  tuberculation, 
so  far  as  can  be  ascertained.  The  only  exception  is  a  4-in.  pipe  which 
has  been  in  use  for  15  years  and  is  rusted  and  rough  on  the  inside,  but 
it  does  not  appear  that  this  pipe  was  coated. 

The  Bull  Bun  water  is  probably  of  the  same  nature  as  that  of  the 
Willamette  Biver,  except  that  it  is  always  clear,  and  it  is  not  probable 
that  it  will  have  a  different  effect  on  the  pipes. 
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Mr.  Adams.  Abthub  L.  Adams,  M.  Am.  Soo.  C.  E. — In  determining  the  coeffi- 
cients for  the  28-in.  and  32-in.  cast-iron  pipes,  the  author  seems  to 
have  treated  the  two  as  being  similar  in  character,  and,  dealing  with 
them  as  a  compound  pipe,  has  determined  by  calculation  the  relative 
losses  of  head  in  the  two  sizes.  This  treatment  may  have  led  to  an 
erroneous  conclusion  regarding  the  carrying  capacity  of  the  32-in. 
caat-iron  pipe  as  compared  with  the  steel  riveted  pipe.  The  28-in. 
pipe  is  all  of  the  flexible  ball  and  socket  joint  type,  a  joint  of  this 
character  occurring  every  15  ft.  10  ins.*  It  is  laid  in  the  direction  8l 
flow,  so  that  besides  the  necessary  enlargement  of  section,  the  water 
impinges  more  or  less  against  the  end  of  the  ball  at  every  joint. 
Again,  in  laying  a  line  of  this  character,  it  would  seem  to  be  unavoid- 
able that  there  should  be  many  angles,  both  vertical  and  horizontal. 
These  do  not  seem  to  have  been  taken  into  account  in  tabulating  the 
curvature.  In  view  of  these  facts,  especially  the  probable  large  resist- 
ance to  flow  afforded  by  the  flexible  joints,  it  would  seem  that  had  the 
loss  in  the  28-in.  pipe  been  determined  independently  of  that  in  the 
32-in.,  in  all  probability  the  coefficient  for  the  32-in.  pipe  would  have 
been  found  to  be  considerably  greater  than  that  stated.  Such  a  result 
would  accdrd  more  nearly  with  what  might  reasonably  be  expected, 
and  would  afford  an  explanation  for  what  otherwise  seems  almost  in* 
credible  in  the  paper  as  presented,  that  the  cast-iron  hub  and  spigot 
pipe  possesses  practically  no  advantage  over  the  steel  riveted  pipe  in 
discharging  capacity. 
Mr.  LeOonte.  L.  J.  Lb  CoNTB,  M.  Am.  Soc.  C.  E.— The  lack  of  capacity  in  the 
upper  section  of  the  42-in.  pipe  line,  from  the  inlet  down  to  B,  may 
be  naturally  ascribed  to  two  causes: 

Fir$t, — The  summits  of  the  pipe  line  near  the  hydraulic  grade  line 
and  the  2  000  ft.  of  pipe  east  of  J?,  which  is  on  the  grade  line,  will 
always  give  rise  to  extra  trouble,  with  constant  accumulation  of  air 
near  the  summits.  The  fact  that  the  capacity  was  24  900  000  galls,  per 
day,  but  soon  after  settled  down  to  23  500  000  galls,  would  seem  to  show 
a  loss  in  capacity  of  1  400  000  galls,  or  5.6^,  due  to  air  obstructions 
alone.  In  many  instances  to  the  writer's  knowledge  these  air  cushions 
.  are  seldom  or  never  located  right  at  the  top  of  the  summits,  but  at  a 
certain  distance  from  it  toward  the  outlet,  depending  upon  the  ve- 
locity of  the  flow  and  the  slope  of  the  down-stream  leg  of  the  syphon. 
If  the  latter  is  a  flat  slope,  the  air  cushion  may  be  found  some  distance 
from  the  summit.  The  location  of  these  troublesome  air  cushions  is 
a  special  study  in  every  pipe  line  and  their  position  cannot  always  be 

*See  Trantaetiimi,  Vol.  xxxiii,  p.  368. 
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predicted  with  dertainty,  for  the  obyions  reason  that  their  location  is  Mr.  Le  Conte. 
liable  to  change,  more  or  less,  with  every  change  in  the  Telocity  of 
the  water  column.  The  friction  of  the  moving  water  against  the  bot- 
toms of  the  air  cnshions  causes  them  to  take  apparently  abnormal 
positions  along  the  pipe  line.  Consequently  the  selection  of  the  best 
site  to  place  a  given  air  valve  is  more  or  less  a  tentative  problem. 
Where  the  velocity  of  the  water  column  is  considerable,  say  4  ft.  per 
second,  it  sometimes  happens  that  the  first  location  of  the  air  valve  is 
not  the  proper  one.  These  remarks  apply  with  equal  force  when  an 
engineer  is  called  upon  to  fix  the  proper  sites  for  his  blow-off  valves 
near  the  bottom  of  his  syphons,  to  free  his  pipe  line  from  sandy 
jdii^sits. 

Second, — The  author  states  that  in  the  middle  portion  of  the  upper 
syphon,  A  B,  there  is  half  a  mile  of  pipe  made  of  )-in.  steel  plates, 
No.  00  B.  W.  Q.  This  heavy  section  is  the  controlling  feature  in  fix- 
ing the  value  for  the  coefficient  of  roughness,  n,  in  the  Kutter  formula. 
Becent  observations  by  Emil  Kuichling,  M.  Am.  Soc.  C.  E.,  on  the 
Rochester  pipe  lines  show  a  marked  variation  in  the  value  of  the 
velocity  coefficient,  c,  on  the  same  pipe  line  where  different  sections 
were  made  of  different  thicknesses  of  metal.  Experience  in  California 
also  shows  that  on  any  given  riveted  pipe  line  the  velocity  coefficient, 
c,  always  diminishes  with  the  thickness  of  the  iron  plates,  which  is 
perfectly  natural.  Hence  it  necessarily  follows  that  in  case  of  deep 
syphons  the  hydraulic  grade  is  not  a  right  line  from  the  inlet  to  the 
outlet,  but  a  broken  line,  or,  more  exactly  speaking,  a  flattened  reverse 
curve,  having  the  steeper  grade  in  the  middle  and  flatter  grades  both 
above  and  below. 

The  author  has  stated  that  the  42-in.  pipe,  where  built  on  the 
hydraulic  grade,  lacks  about  4.5  ins.  of  flowing  full.  It  is  made  of 
steel  plates  0.203  in.  thick.  The  actual  discharge  of  this  partly  full 
section  is  found  to  be  23  500  000  galls,  per  day,  and  seems  to  establish 
a  local  value  for  c  of  125  for  this  thickness  of  iron  plate,  which  is 
reasonable.  This  being  the  case,  it  does  not  seem  unreasonable  to 
suppose  that  the  heavier  iron  on  both  legs  of  the  syphon,  together 
with  the  half  mile  of  |-in.  iron  pipe  in  the  lower  portion  of  the  syphon, 
with  sharp  bends,  would  fully  account  for  the  balance  of  the  loss  in 
capacity,  L6%,  and  thus  make  the  effective  coefficient  of  velocity,  c, 
for  the  entire  section,  A  B,  approach  somewhere  near  116,  which  ob- 
servation shows  is  the  case. 

It  may  be  well  to  mention  an  extreme  case  in  practice.  The  old 
Virginia  City  pipe  line  in  Nevada,  built  in  1872,  is  a  12-in.  wrought- 
iron  riveted  pipe  in  the  form  of  a  prodigious  syphon,  having  a  maxi- 
mum pressure  midway  of  764  lbs.  per  square  inch,  due  to  a  head  of 
1  720  ft.  of  water.  The  middle  portion  of  the  syphon  called  for  plate 
iron  H  in.  thick  and   correspondingly  heavy  rivets.     The  interior 
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Mr.  Le.Conte.  surface  of  the  pipe  was  necessarily  very  rough.  When  the  water  was 
turned  on,  observations  showed  a  low  velocity  coefficient,  viz.,  t?  =  78  X 
Vr  8. 
Mr.  Smith.  IsAAO  W.  Shith,  M.  Am.  Soc.  C.  E. — Mr.  Adams  thinks  that  it  is 
**  almost  incredible  "  that  the  cast-iron  hnb  and  spigot  joint  pipe 
should  possess  **  practically  no  advantage  over  the  steel  riveted  pipe 
in  discharging  capacity,'*  and  that  if,  for  reasons  stated,  a  lower  coeffi- 
cient had  been  assumed  for  the  28-in.  ball  and  socket  joint  pipe,  ''the 
coefficient  for  the  32-in.  pipe  would  have  been  found  to  be  consider- 
ably greater  than  that  stated. "  The  32-in.  pipe,  31  073  ft.  in  length, 
was  compounded  with  2  006  ft.  of  a  28-in.  ball  and  socket  joint  pipe 
under  the  Willamette  River. 

The  28-in.  pipe  was  laid  in  a  trench  dredged  to  grade,  on  which 
there  were  two  horizontal  bends  of  11  ft.  radius,  each  of  21^,  so  that 
the  curvature  was  not  so  great  as  on  the  32-in.  pipe.*  The  actual  loss 
of  head  on  the  28-in.  pipe,  measured  as  accurately  as  was  possible  by 
pressure  gauges,  was  11.2  ft.,  and  the  loss  of  head  caloulate4  in  Table 
No.  2,  for  a  coefficient  of  128.4,  was  12.7  ft.,  giving  for  the  32-in.  pipe 
a  coefficient  of  126.2.  Jia  the  lengths  of  the  compounded  28-in.  and 
82-in.  pipes  were  2  000  and  31  000  ft.,  a  reduction  of  20^  in  the  coeffi- 
cient of  one  would  not  have  resulted  in  an  increase  of  more  than  S% 
in  the  coefficient  of  the  other^ 

Mr.  Adams  has  statedf  that  he  found  the  coefficient  of  a  16-in.  steel 
riveted  pipe  on  the  Astoria  Water-Works  to  correspond  almost 
exactly  with  the  value  given  by  J.  T.  Fanning,  M.  Am.  Soc.  C.  £.,  for 
clean,  straight,  cast-iron  pipes  of  the  same  diameter.  As  the  meas- 
urements have  been  accurately  made,  there  is,  therefore,  nothing  to 
discredit  the  conclusion  that  the  coefficients  are  the  same  for  the  33- 
in.  steel  riveted  and  the  32-in.  cast-iron  pipes. 

The  33-in.  and  35-in.  pipes  are  all  of  No.  6  B.  W.  G.  plates,  0.203 
in.  in  thickness.  On  the  42-in.  pipe  there  are  33  516  ft.  of  No.  6 
(0.203  in.);  16  411  ft.  of  No.  4  (0.238  in.),  and  2  703  ft.  of  J-in.  thick- 
ness. The  lower  section  of  the  42-in.  pipe,  2  000  ft.  in  length,  is  of 
No.  6  steel  and  laid  on  the  hydraulic  grade  of  1.213  to  1  000.  On  this 
section  the  pipe  does  not  run  full,  and  the  calculated  coefficient  of  dis- 
charge is  about  130,  which  corresponds  nearly  with  the  coefficients  of 
the  35-in.  and  33-in.  pipes,  taking  the  diameters  into  consideration. 
On  the  remainder  of  the  pipe  the  coefficient  calculated  from  the  dis- 
charge is  116,  which  is  about  10^  less  than  130.  Of  this,  5k%  is 
ascribed  by  Mr.  Le  Conte  to  air  cushions  at  or  near  the  summits,  and 
^h%  to  additional  friction  from  the  increase  in  the  size  of  the  rivet 
heads  in  the  No.  4  and  g-in.  plates. 

*  See  table  of  bends,  page  201. 

t  Bee  Tramactiant,  Vol.  xxxtI,  p.  26. 
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In  relation  to  the  discharge  of  24  900  000  galls.,  by  weir  measnre-  Mr.  Smith, 
ment,  for  a  few  hours  when  the  water  was  first  tnmed  on  in  December, 
1894,  the  author  is  of  the  opinion  that  it  was  due  to  an  erroneous  adjust- 
ment of  the  gauge,  because  the  water  has  since  that  date  been  repeat- 
edly turned  o£f  and  on,  and  the  discharge  has  ^Always  been  about 
23  500  000  galls.  During  the  past  eighteen  months  a  careful  exami- 
nation has  been  made  to  locate  the  possible  air  cushions  near  the 
summits.  Additional  air-cocks  have  been  placed  wherever  there  seemed 
to  be  a  probability  of  the  accumulation  of  air,  and  men  have  been 
twice  sent  through  the  whole  length  of  the  pipe,  but  in  no  instance 
has  there  been  any  eyidence  of  deposits  in  the  lower  portions  of  the 
pipe  or  accumulations  of  air  at  or  near  the  summits. 

For  these  reasons,  and  because  the  many  summits  on  the  85-in. 
and  d3-in.  pipes  have  not  appreciably  a£fected  the  flow,  the  author  is 
of  the  opinion  that  the  low  coefQlcient  of  the  42-in.  pipe,  as  compared 
with  that  of  the  35-in.  and  33-in.  pipes,  is  not  due  to  the  accumulation 
of  air  at  summits. 

Between  the  sizes  of  the  rivet  heads  for  the  No.  6  and  No.  4  plates 
on  the  42-in.  pipe,  there  is  no  appreciable  difference,  and  to  reduce 
the  coefficient  from  130  to  116  on  the  48  260  «ft.  of  No.  6  and  No.  4 
pipes,  would  require  a  reduction  of  the  coefficient  for  the  2  700  ft.  of 
i-in.  pipe  to  20.4.  For  this  reason,  and  because  the  rivet  heads  on  the 
No.  6,  35-in.  and  Sd-in.  pipes  do  not  materially  reduce  the  discharge, 
the  author  ascribes  the  deficiency  in  the  relative  capacity  of  discharge 
of  the  42-in.  pipe,  not  so  much  to  the  larger  size  of  the  rivet  heads  on 
27^  of  the  length  of  the  pipe,  as  to  a  misconception  of  the  meaning 
and  significance  of  the  grade  8  in  the  hydraulic  formula  v  =  c  v^r«, 
and  to  the  erroneous  assumption  that  the  pipe  may  be  laid  up  to  the 
line  of  the  hydraulic  grade  without  reducing  the  discharge. 

Suppose,  for  instance,  A  B  (Fig.  2)  to  be  the  hydraulic  grade  (1.218 
to  1  000)  of  a  42-in.  pipe  50  965  ft.  in  length  and  with  a  roughness  of 
the  interior  surface  corresponding  to  a  coefficient  of  discharge  equal 
to  130;  then,  should  there  be  no  other  resistance  to  the  flow,  the  dis- 
charge in  24  hours  would  be  26  380  000  galls.,  as  per  Table  No.  3,  pro- 
vided the  pipe  did  not  rise  at  any  point  above  the  line  A  B,  Should 
the  discharge  be  only  23  500  000  galls,  the  grade  p,  see  (4),  page  202, 
would  be  0.963  per  1  000,  and  the  loss  of  head  due  to  other  causes 
than  the  uniform  roughness  of  the  pipe  would  be  13.22  ft. 

Should  the  water  surface  fall  vertically  a  distance  0  =  13.22  from 
A  to  A'  (Fig.  2)  on  account  of  an  insufficient  flow  into  the  upper  end 
of  the  pipe,  the  grade  p  and  the  hydraulic  grade  k  would  be  on  the 
line  A'  B  and  equal  to  0.963,  and  the  discharge  q,  calculated  by  (2), 
page  202,  would  be  23  500  000  galls,  a  day,  provided  that  no  portion 
of  the  pipe  should  be  laid  above  the  line  A'  B  ot  the  hydraulic  and 
piezometer  grade. 
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I&.  Smith.  Should  the  flow  be  reduced  to  23  500  000  galls,  hj  bends,  gates  or 
other  local  obstructions,  the  npper  level  of  the  water  in  the  pipe  re- 
maining constant  at  i4,  the  hydraulic  grade  h  would  remain  constant 
at  1.213,  but  the  grade  p,  calculated  by  (4),  page  202,  would  be  0.963» 
and  the  piezometer  grades  would  vary  according  to  the  nature  and 
locations  of  the  local  obstructions. 

Should  the  whole  reduction  of  the  discharge  be  due  to  the  partial 
closing  of  a  gate  at  the  lower  end  of  the  pipe,  A  B',  parallel  to  A'  B, 
and  above  the  line  A  B  of  the  hydraulic  grade,  would  be  the  piezom- 
eter grade.  Should  the  gate  be  placed  at  F  (Fig.  8)  between  A  and 
B,  A  F^  and  F '/  J?,  parallel  and  on  differetit  sides  of  A  B,  would  be 
the  lines  of  the  piezometer  grades. 

Should  the  reduction  of  discharge  be  due  to  irregular  obstructions 
at  different  points  between  A  and  B,  the  line  of  the  piezometer  grades 
would  be  broken,  and  although  it  might  coincide  nearly  with  that  of 
the  hydraulic  line,  there  might  be  a  considerable  difference  in  the 
grades,  and  when  determined  on  the  assumption  that  it  is  on  a  straight 
line,  the  piezometer  grade  would  not  be  the  same  as  the  true  or  hy- 
draulic  grade. 

It  is  evident  that  the  pipe  should  not  be  laid  up  to  the  line  A  B  of 
the  hydraulic  grade,  when,  as  in  Fig.  8,  it  is  above  the  line  F"  B  of 
the  piezometer  grade,  and  it  is  questionable  whether  it  should  be  laid 
up  to  the  line  A  B*  (Fig.  2)  ox  A  F*  (Fig.  3)  of  the  piezometer  grade 
when  it  is  above  the  line  A  B,  or  whether  the  pipe  should  be  laid  at 
any  point  above  the  line  A'  B  oi  the  grade  p,  calculated  from  the  dis- 
charge by  (4),  page  202. 

On  the  42-in.  pipe  the  line  of  the  hydraulic  grade  coincided  nearly 
with  the  line  of  the  piezometer  grades  determined  by  pressure  gauges, 
and  the  pipe  does  not  rise  at  any  point  above  either  line,  but  in  the 
opinion  of  the  author  the  deficiency  in  the  discharge  is  due  to  the 
elevation  of  the  pipe  at  three  points  within  2  miles  of  the  head  works 
to  within  from  4  to  7  ft.  of  the  hydraulic  grade  line. 

The  coefficient  c  and  the  slope  s  in  the  hydraulic  formula  9  =  c  X 
Vf^i  have  a  definite  meaning  in  application  to  an  open  channel,  but 
not  in  application  to  a  syphon  pipe,  and  to  this  may  be  ascribed  in 
part  the  variation  in  experimental  results,  but  by  making  liberal  al- 
lowances for  the  loss  of  head  from  irregpilar  and  local  obstructions 
and  giving  a  wide  margin  to  the  line  of  the  hydraulic  grade,  the  for- 
mula will  be  found  to  be  *'  equalled  by  few  and  excelled  by  none.'* 
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THE  NEW  WATER. WORKS  OF  HAVANA,  CUBA. 


By  E.  Shebman  Goitld,  M.  Am.  Soc.  C.  E. 
Pbesentbd  Septbmbeb  16th,  1896. 


WITH  DISCUSSION. 


The  first  attempt  to  supply  the  city  of  Havana  with  water  was 
made  in  1835,  by  the  construction  of  the  *<Aquedncto  Fernando 
S^dmo,"  which  introduced  the  water  of  the  Almendares  River  for  public 
use.  This  supply  was  very  inadequate.  The  water  was  diverted  at  a 
]>oint  about  4|  miles  from  the  city,  and,  after  passing  through  a  rude 
and  defective  filter,  was  brought  into  the  city  in  an  18-in.  cast-iron 
pipe.  This  supply  only  amounted  to  about  1  333  000  galls,  per  24 
hours,  and  was  liable  to  become  very  turbid  from  surface  wash,  the 
clarifying  e£fect  of  the  rude  filtration  being  of  slight  account. 

In  order  to  obtain  a  better  and  more  abundant  supply,  it  was 
decided  to  collect  in  a  suitable  basin,  a  large  number  of  springs  which 
were  found  in  the  neighborhood  of  Yento,  situated  upon  the  Biver 
Almendares,  about  10  miles  from  Havana.  This  idea  seems  to  have 
originated  with  General  Concha,  and  its  execution  was  entrusted  to 
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(General  Francisco  Albear^who  at  the  time  was  President  of  the  Board 
of  Public  Works  of  Cuba,  and  to  whose  genius  and  ability  the  credit 
of  getting  the  project  into  practical  shape  is  wholly  due. 

This  new  project  was  inaugurated  November  28th,  1858,  and  in 
February,  1869,  General  Albear  took  charge  of  the  work.  The  two 
following  years  were  spent  in  surveys,  examinations,  collecting  mater- 
ials and  other  necessary  preliminaries. 

The  springs,  some  400  in  number,  giving  a  calculated  yield  of 
about  40  000  000  galls,  per  24  hours,  were  collected  in  a  large  masonry- 
lined  basin,  with  suitable  overflows  and  sluices.  These  springs  are 
situated  near  the  river,  on  the  farther  bank  from  the  city,  and  a  high 
retaining  wall  forming  one  side  of  the  basin  prevents  the  entrance  of 
the  water  of  the  river  when  it  is  swelled  by  freshets.  A  tunnel  was 
constructed  under  the  river,  in  which  two  lines  of  cast-iron  pipe  1  m. 
4n  diameter  were  laid.  These  pipes  connect  with  a  masonry  aqueduct 
about  6  miles  long  leading  to  the  distributing  reservoir  at  Palatino.  This 
aqueduct  is  oval  in  section,  about  8  ft.  high  and  6.5  ft.  in  maximum 
width,  with  a  total  sectional  area  of  41^  sq.  ft.,  and  an  area  below  the 
spring  line  of  the  arch  of  24(  sq.  ft.  The  slope  is  jj^Jit  ^i^d  the  esti- 
mated velocity,  when  running  to  the  level  of  the  spring  line,  2.43  ft. 
per  second,  delivering  59  cu.  ft.  per  second,  or  about  38  000  000  galls, 
per  24  hours. 

The  first  stone  in  the  main  wall  of  the  collecting  basin  was  laid 
June  26th,  1861.  The  first  stone  of  the  tunnel  was  laid  in  May,  1865. 
The  water  first  ran  through  the  pipes  laid  in  the  tunnel  March  1st, 
1872.  The  circumstances  which  brought  about  this  slow  progress  are 
too  numerous,  complicated  and  uncertain  to  be  entered  into  here.  As 
it  would  evidently  have  been  unwise  to  delay  the  delivery  of  at  least 
A  part  of  the  water  until  the  completion  of  the  work,  it  was  deter- 
mined to  connect  that  portion  of  the  aqueduct  already  built  with  the 
old  distribution.  Accordingly,  in  June,  1872,  the  aqueduct  was  con- 
nected with  the  filter  beds,  already  mentioned,  and  a  partial  supply 
of  water,  of  improved  quality,  was  thus  obtained. 

The  total  actual  cost  of  the  works  executed  up  to  the  death  of 
General  Albear  in  October,  1887,  according  to  his  official  statements, 
was  under  $3  500  000.  These  works  included  the  receiving  basin, 
tunnel  and  aqueduct.  Of  the  thirty  years  which  intervened  between 
the  commencement  of  the  work  in  1859  and  its  resumption  in  1889, 
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about  to  be  described,  there  were  only  ten  in  -which  actnal  work  was 
done,  owing  to  want  of  funds  and  political  disturbances. 

Meanwhile  the  project  of  the  new  water  supply  had  attracted  the 
attention  of  American  capitalists.  The  late  Daniel  Runkle,  then 
President  of  the  Warren  Foundry  and  Machine  Co.,  studied  the  project 
carefully,  aided  by  the  late  J.  C.  Campbell,  M.  Am.  Soc.  C.  E.,  then 
Chief  Eng^eer  of  the  Croton  Aqueduct,  who  visited  Cuba  for  the  pur- 
pose, with  the  result  that,  in  November,  1889,  a  contract  for  the 
completion  of  the  works,  comprising  the  building  of  the  Palatino 
distributing  reservoir  and  piping  the  city,  was  awarded  to  Messrs. 
Runkle,  Smith  &  Co.,  of  New  York,  who  were  represented  in  Havana 
by  Mr.  Richard  Narganes,  the  president  of  the  advisory  board  in 
Havana  being  the  Marquis  of  Pinar  del  Rio. 

The  new  works  were,  inaugurated  January  31st,  1890.  The  author, 
after  a  preliminary  visit  to  Havana  to  report  upon  the  project,  was 
engaged  by  Messrs.  Runkle,  Smith  k  Co.  as  their  engineer  for  the 
execution  of  this  contract.  He  reached  HavanA  in  February,  1890,  and 
preparations  were  at  once  commenced  for  work. 

The  contract  for  the  entire  work,  including  furnishing  and  laying  the 
pipe,  and  building  the  reservoir,  was  taken  at  the  engineer's  estimate. 
The  system  of  estimating  public  works  in  Cuba  is  somewhat  peculiar. 
The  plans  having  been  prepared,  an  estimate  is  made  of  the  exact  quan- 
tities of  each  class  of  work  required,  down  to  the  minutest  detaiL  The 
plans,  quantities  and  estimates,  accompanied  with  a  report,  are  then  for- 
warded to  the  home  government,  in  Spain,  and  if  approved  are 
forwarded  back  and  can  be  acted  upon.  After  such  approval,  it  is 
extremely  difficult  to  have  any  changes  made,  anything  radical  involv- 
ing first  acceptation  by  the  proper  authorities  in  Cuba,  and  then  sub- 
mission to  the  home  authorities,  and  a  royal  order  for  the  change.  A 
feature  which  is  frequently  embarrassing  is  that  the  quantities  and  cost 
of  each  class  of  work  must  stand  by  themselves.  If,  in  the  execution  of 
the  work,  the  quantity,  and  consequently  cost,  of  one  class  should 
fall  short  of  that  estimated,  the  surplus  would  not  be  available  for 
making  up  the  deficit  in  any  other  class  which  might  overrun  the 
estimate.  Hence,  the  anomalous  circumstance  might  occur,  of  being 
obliged  to  ask  for  a  new  appropriation  for  extra  work,  while  there  was 
still  an  unexpended  and  unexpendable  balance  on  hand.  The  full  set 
of  documents  of  such  a  project  comprise  pianos,  mediciones,  presupu- 
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esto  and  memoria.  The  pianos  are  the  general  drawings,  illustrating 
the  entire  project,  but  only  in  a  general  way;  the  medidones^  or  meas- 
urements and  quantities,  must  be  given,  if  expressible  in  cubic 
measurements,  by  the  number  of  similar  pieces  of  work,  with  their  com- 
mon length,  breadth  and  thickness,  which  factors,  multiplied 
together,  give  the  total  oubication.  It  will  be  readily  perceived  how 
inconvenient  this  rule  is  when  dealing  with  pieces  of  masonry  of 
irregular  shape.  In  such  cases  the  actual  cubature  *must  be  first 
calculated,  and  then  the  amount  divided  up  in  such  a  way  as  to  be 
expressible  under  the  three  dimensions  of  length,  breadth  and  thick- 
ness. 

There  is  another  singular  rule  regarding  the  execution  of  public 
works  in  Cuba,  which  it  is  believed  holds  good  in  Spain  also,  which 
is,  that  implicit  conformity  to  all  plans  and  instructions  given  by 
the  chief  engineer  does  not  relieve  the  contractor  from  the  respon- 
sibility of  failure,  should  it  ensue,  unless  before  commencing  the  work 
he  files  a  written  protest.  In  other  words,  his  acceptance  of  a  con- 
tract after  examination  of  the  plans  and  documents  is  held  to  be  an 
approval  of  the  design,  which  then  virtually  becomes  his  own,  and  for 
the  success  of  which  he,  and  not  the  engineer,  is  responsible.  The 
want  of  reasonable  foundation  for  this  extraordinary  regulation  made 
it  impossible  for  the  author  to  believe  in  its  existence  until  it  was 
affirmed  to  him  by  unimpeachable  authority. 

The  work  to  be  done  under  the  contract  contemplated,  besides  the 
furnishing  and  laying  of  the  pipe,  the  building  of  the  distributing 
reservoir  already  mentioned.  This  reservoir  is  about  4  miles  from  the 
city.  It  is  almost  wholly  in  excavation,  and  consists  of  two  compart- 
ments, or  tanks,  each  containing  about  8  000  000  galls.  The  bottom  is 
covered  with  a  concrete  floor,  and  the  sides  are  formed  of  rubble 
masonry  retaining  walls.  From  outside  to  outside  of  foundations  of 
both  tanks  the  area  covered  is  245  x  500  ft.,  or  about  2.8  acres.  The 
elevation  of  the  bottom  above  city  datum  (which  is  understood  to  be 
mean  low  water)  is  95.57  ft.  The  elevation  of  the  lip  of  the  overflows 
is  114.83  ft.  The  height  of  the  retaining  walls,  from  the  level  of  the 
concrete  floor  to  the  top  of  the  wall,  is  20.5  ft.  The  top  thickness  of 
the  wall  is  2.79  ft.;  its  bottom  thickness,  not  counting  a  small  o£f-set, 
6.73  ft.  The  face  has  a  batter  of  1  in  10,  and  the  back  is  built  in  off- 
sets.    The  area  of  cross-section  is  97.20  sq.  ft. 
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Water  is  admitted  to  this  reservoir  from  the  aqueduct  through  an 
influent  gate  chamber.  It  may  be  admitted  into  either  side  of  the 
reservoir,  or  both  sides  at  once ;  or  it  may  be  shut  off  from  either  or 
both,  and  run  through  a  masonry  culvert  in  the  center  wall  directly 
into  the  effluent  gate  chamber.  The  water  may  be  also  entirely  shut  o£f 
from  the  reservoir  and  gate  chamber  and  turned  into  a  waste  culvert 
passing  around  the  reservoir.  Each  side  of  the  reservoir  has  an  over- 
flow discharging  into  the  culvert,  and  there  is  another  overflow  in  the 
aqueduct  just  before  entering  into  the  influent  gate  chamber.  All 
the  above  operations  are  effected  by  sluice  gates. 

The  effluent  gate  chamber  contains  a  number  of  openings  controlled 
by  sluice  gates,  of  which  there  are  twelve  in  all  used  at  the  reservoir. 
From  these  openings  the  water  enters  a  collecting  pipe  42  ins.  in  diame- 
ter, running  parallel  to  the  side  of  the  reservoir.  Out  of  this  pipe  run 
the  various  other  pipes  destined  for  the  distribution  of  the  water  to 
diflbrent  parts  of  the  city.  These  pipes,  as  well  as  the  collector,  are 
governed  by  valves.  This  part  of  the  work  will  be  referred  to  again. 
Por  the  present  it  will  suffice  to  say  that  the  working  of  the  system  was 
I>erfectly  satisfactory,  although  compared  with  the  means  usually  em- 
ployed in  the  United  States  to  accomplish  the  same  purpose,  it  appears 
unnecessarily  complicated. 

The  original  project  contemplated  a  covered  reservoir,  which  would 
seem  to  be  especially  proper  in  a  tropical  climate.  The  general  draw- 
ings showed  a  series  of  granite  columns,  spaced  20  ft.  apart  from 
center  to  center,  supporting  a  roof  of  concrete  in  the  shape  of  groined 
elliptical  arches,  the  concrete  at  the  crown  of  the  arches  being  about 
1  ft.  thick.  The  granite  pillars  were  to  consist,  above  the  base  block, 
of  three  stones  each,  respectively  7.38  ft.  high  by  2.68  ft.  square,  6.56 
ft.  high  by  2.30  ft.  square,  and  5.68  ft.  high  by  1.97  ft.  square.  These 
separate  blocks  were  to  be  superposed,  one  upon  the  other,  joined  only 
by  a  bed  of  mortar,  and  were  to  be  surmounted  by  a  granite  capital, 
forming  a  skewback  whence  the  groined  arches  were  to  spring. 

The  great  difficulties  attending  the  execution  of  this  design  were 
apparent  at  first  sight,  and  an  endeavor  was  at  once  made  to  substitute  a 
simpler  and  more  common  method  for  covering  the  reservoir.  Several 
plans  were  submitted,  with  estimates  showing  their  greater  economy, 
safety,  ease  and  rapidity  of  execution,  the  merit  of  which,  as  com- 
pared   with  the  original    design,  was    recognized    by    the    highest 
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authorities,  both  in  Havana  and  Madrid,  but  they  met  with  great 
opposition  from  the  city  officials,  and,  finally,  after  prolonged  dis- 
cussions, the  question  was  left  an  open  one  as  to  whether  there 
should  be  any  cover  built  at  all.  There  the  question  remains  to 
this  day. 

The  amount  of  money  called  for  by  the  estimates  was  furnished  by 
the  Spanish  Bank  of  the  Island  of  Cuba,  and  was  paid  to  the  con- 
tractors  in  monthly  installments  as  the  work  progressed,  the  estimates 
being  sigpaed  by  the  engineer-director  of  the  works,  and  the  engineer- 
inspector  appointed  by  the  bank.  The  director  of  the  works  was 
Major  Joaquin  Ruiz,  and  the  inspector.  Major  Bicardo  Seco.  Colonel 
Lino  Sanchez  acted  as  consulting  engineer  for  Major  Buiz.  All  these 
gentlemen  belonged  to  the  Boyal  Spanish  Engineer  Corps. 

The  excavation  for  the  reservoir  was  immediately  commenced  under 
the  charge  of  Mr.  Hector  Simonetti.  Disappointments  occurred  at  the 
start  from  not  getting  the  amount  of  Decauville  plant  of  track  and 
oars  which  had  been  ordered,  but  work  was  nevertheless  started  with 
all  the  means  at  command — plows,  ox  and  mule  carts,  wheelbarrows, 
etc.  The  mule  teams  were  soon  discarded;  each  cart  only  took  about 
0.5  cu.  yds.,  and,  as  it  was  made  fast  to  the  shafts,  the  harness  had 
to  be  unbuckled  to  allow  the  shafts  to  be  raised  in  order  to  dump. 
The  oxen  did  somewhat  better;  the  carts  took  0.75  cu.  yds.  and  could 
be  more  easily  dumped,  but  the  oxen  were  very  slow  and  required 
much  water  and  two  hours*  rest  towards  the  middle  of  the  day.  Late  in 
March,  1890,  some  wheel  and  drag  scrapers  were  received  from  New 
York  which  the  men  could  not  at  first  use,  and  the  wheel  scrapers 
were  never  used  satisfactorily.  After  the  use  of  the  drag  scrapers  had 
been  acquired,  they  proved  very  efficient.  By  the  last  of  April  about 
50  000  cu.  yds.  of  excavation  had  been  taken  out  from  the  reservoir  site 
and  the  first  section  of  the  pipe  line,  which  also  required  heavy  cut-' 
ting.  Early  in  May  some  American  dump  cars  and  track  were  re- 
ceived, and  a  stationary  engine  erected,  to  haul  the  cars  out  of  the 
reservoir.  During  the  whole  of  the  work,  this  engine  was  the  main 
dependence  in  getting  out  the  material. 

Early  in  May,  1890,  the  author  returned  to  the  United  States  to 
collect  plant,  engage  a  force  of  American  masons,  and  prepare  for  an 
active  prosecution  of  the  work  as  soon  as  the  rainy  season  should  be 
past.     Mr.  A.  G.  Midford  was  engaged  as  general  superintendent  of 
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The  qnantitiee  and  prices,  in  Englial^  measures  and  United  States 
onrrenoj,  of  the  pipe  system,  according  to  the  final  estimate,  were  as 
follows: 

Cast-iron  straight  pipe,  7  980  tons  at  985  89 $677  142  70 

Lead,  820  682  lbs.  at  6  cents 19  240  92 

Hauling,  7  980  tons  at  $2  50 19  825  00 

Pipe  laying,  465  655  lin.  ft.  at  $1,022  (average 

price) 475899  41 

Ckktes,   valves,   hydrants  and    various    specials, 

88.19milesat  $1272 112177  68 

House  connections  and  services,  88.19  miles  at 

876010 67088  22 

Masonry,  earthwork,  pile-driving,  etc.,  on  42-in. 

pipe  line,  2.51  miles  at  $60  025  50 150  664  00 

Unclassified 44891  65 

Total $1566  874  58 

The  manner  of  making  up  the  engineer's  estimate  for  this  class  of 
public  works,  according  to  Spanish  rule*  is  to  calculate  as  nearly  as 
possible  the  actual  cost  at  which  it  can  be  done,  and  then  add  19^  for 
contractor's  profit.  In  the  above  statement,  the  19^  is  added  in  for 
each  item  separately,  as  giving  a  clearer  iflea  of  the  actual  prices  paid. 

The  length  and  weight  of  pipe,  and  the  weight  of  the  lead  used  for 
the  difierent  diameters,  were  as  follows: 


DUmeten.    Inchat. 

Length.    Feet 

Weight.    Tons 
(3  340  lbs.). 

Leftd.    Pounds. 

43 

18  386 
31650 
36  868 
84  713 
888  481 
80  768 

3880 

1378 

797 

690 

3  716 

176 

88  960 

30 

61813 

18 

47  761 

8 

8  043 

4 

118  666 

8 

6  661 

Totals 

466  666 

7980 

830  683 

The  construction  of  the  Palatino  Beservoir  was  under  the  author's 
exclusive  charge,  and  he  held,  also,  the  position  of  consulting  engineer 
for  the  entire  enterprise  covered  by  the  contract  of  Messrs.  Bunkle, 
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Smith  &  Co.     The  pipe  laying  was  under  the  immediate  charge  of  Mr. 
Simonetti. 

Four  pipes  ran  out  from  the  collecting  pipe  in  the  effluent  gate 
chamber.  One  12-in.  pipe  was  for  the  supply  of  the  Cerro  district, 
adjacent  to  the  reservoir;  one  20-in.  for  that  of  the  Jesus  del  Monte 
district,  also  near  by;  another  of  20  ins.  diameter,  to  be  connected,  if 
necessary,  with  the  old  or  Fernando  S^timo  system,  and  the  mam42-in. 
pipe  for  the  general  supply  of  the  city.  This  last  pipe  extended  about 
2 1  miles,  crossing  two  valleys  on  masonry  arcades,  not  included  in  the 
estimate  for  the  reservoir,  to  an  elevated  point  in  the  city,  whence 
branches  were  run  through  the  various  streets. 

The  service  pipes  of  wrought  iron  rapidly  corroded  in  the  impure 
soil  in  which  they  were  laid,  and  were  the  cause  of  much  trouble  and 
expense  for  renewals. 

The  author  desires  to  acknowledge  his  indebtedness  to  the  gentle- 
men already  named  as  connected  with  him  in  the  work  for  the  faithful,  . 
zealous  and  efficient  co-operation  which  they  rendered  him  in  carry- 
ing out  the  undertaking.     He  is  also  indebted  to  Mr.  Pelaez  for  the 
historical  data  given  in  the  beginning  of  this  paper. 

Besides  those  whose  names  have  been  already  mentioned,  J.  A. 
Builoba,  Jun.  Am.  Soc.  C.  E.,  Mr.  Fortun,  a  Cuban  engineer,  and 
Mr.  Domingo  Del  Monte,  were  at  difTerent  times  employed  on  the  work, 
and  all  did  well  in  their  several  capacities. 

The  benefits  accruing  to  the  city  of.  Havana  by  the  execution  of 
this  work  have  been  enormous.  An  abundant  supply  of  excep- 
tionally pure  water  has  been  introduced  into  all  parts  of  the  city, 
including  those  districts  which  previously  were  unprovided  with  any 
water  except  what  was  brought  in  pails  from  public  plugs.  It  is 
true  that,  as  the  draught  upon  the  supply  increases,  the  pressure 
diminishes,  and  inconvenience  has  been  already  experienced  from  this 
cause.  This  inconvenience  was  apprehended  and  pointed  out  by  the 
author  when  the  work  was  commenced,  and  a  diameter  of  48  ins.  re- 
commended for  the  13  236  ft.  of  main  running  out  of  the  reservoir, 
instead  of  the  40  ins.  orig^ally  contemplated.  The  extra  cost  was 
regarded,  however,  as  prohibitive,  and  a  diameter  of  42  ins.  was  finally 
settled  upon.  The  48-in.  main  would  in  this  distance  have  given  over 
15  ft.  additional  head  at  the  point  where  the  smaller  mains  branched 
o£f.     That  is,  the  calculated  piezometric  head  at  this  point  being  at 
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elevation  83.6  ft.  -with  a  42-m.  main,  would  have  been  at  99ft.  with  one 
of  48  ins.,  a  gain  of  abont  18^,  which,  nnder  the cirexunstanoes, would 
haye  been  of  immense  benefit. 

As  a  growing  interast  is  taken  in  work  in  Spanish  American  coun- 
tries^ Bom»  general  reference  to  this  class  of  enterprise  may  be  looked 
for  in  this  paper.  The  experience  and  observation  of  the  author  in 
Cuba  and  elsewhere  lead  him  to  the  following  conclusions: 

First. — The  hope  of  reaping  extravagant  profits  from  such  under- 
takings must  not  be  entertained.  No  matter  how  favorable  the  con- 
tract or  concession  may  be,  a  host  of  unforeseen  difficulties  are  sure 
to  arise  owing  to  many  causes,  the  partial  enumeration  of  which,  even, 
cannot  be  entered  into  here. 

Second. — The  work  must  be  carried  on  with  precisely  the  same 
economy,  energy  and  attention  to  detail  which  would  be  considered 
essential  to  success  at  home. 

Third. — ^As  far  as  possible  local  help  and  materials  should  be  em- 
ployed, and  methods  of  work  made  to  conform  to  local  usage. 

Fourth. — No  such  enterprise  should  be  undertaken  unless  sufficient 
capital  has  been  secured  to  start  and  carry  on  the  work  rapidly 
and  vigorously.  The  author  is  convinced  that  the  striking  success 
which,  in  spite  of  all  obstacles,  crowned  the  work  just  described,  was 
very  largely  due  to  the  sound  and  liberal  basis  upon  which  the  under- 
taking was  financed  by  its  promoters. 
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DISCUSSION. 


Mr.  Clarke.  Thomas  Omtris  OiiASKE,  M.  Am.  Soc.  C.  E.— An  interesting  method 
of  dealing  with  soft  foundations  has  been  followed  by  the  engineers 
of  the  Canadian  Pacific  Railway  in  crossing  muskegs  or  tamarack 
swamps.  Gravel  was  formerly  used,  and  an  enormous  quantity  was 
required,  as  it  would  sink  deep  and  spread  out.  Sawdust  is  now  em- 
ployed. About  half  the  number  of  cubic  yards,  as  compared  with 
gravel,  is  needed  to  make  a  perfectly  solid  and  reliable  bank.  This  is 
covered  with  about  2  ft.  of  gravel  and  stands  much  better  than  the 
older  work. 
Mr.Wegmann.  Edwabd  Wbomakn,  M.  Am.  Soc.  C.  E. — ^The  sliding  of  the  reservoir 
wall  mentioned  in  the  paper  recalled  to  the  speaker  the  movement  of 
the  abutments  of  a  bridge  on  the  New  York,  West  Shore  and  Buffalo 
Bailroad,  about  a  mile  north  of  Haverstraw,  N.  Y.  At  the  place  in 
question,  an  embankment  45  ft.  high  had  to  be  made  across  a  swamp 
to  Oedar  Pond  Creek,  which  was  to  be  crossed  by  a  bridge  of  about 
64-ft.  span.  As  the  swamp  was  very  soft  and  about  20  ft.  deep  to  hard 
bottom,  it  was  decided  to  support  the  embankment  by  corduroy  made 
of  two  courses  of  64n.  saplings.  This  expedient  was,  however,  of 
little  value,  as  the  weight  of  the  embankment  broke  the  corduroy  and 
forced  it  to  either  side.  The  abutments  of  the  bridge,  which  were 
about  45  ft.  high,  were  constructed  on  solid  pile  foundations.  During 
a  freshet  the  creek,  which  had  originally  a  depth  of  only  3  ft.,  scoured 
out  its  channel  between  the  abutments  so  as  to  be  8  to  12  ft.  deep  at 
this  place.  Although  the  foot  of  the  embankment  approaching  the 
south  abutment  was,  at  the  time,  at  a  distance  of  nearly  200  ft.,  the 
pressure  in  the  swamp  due  to  the  weight  of  the  embankment  caused 
this  abutment  to  move  bodily  about  li  ft.  towards  the  creek,  without 
a  crack  being  produced  in  the  masonry.  This  movement  was,  of 
course,  facilitated  by  the  deepening  of  the  creek. 

The  north  abutment,  except  its  wing  walls,  which  were  built  on 
hard  bottom,  was  also  forced  towards  the  creek  by  the  north  embank- 
ment, so  that  the  span  was  reduced  by  about  2^  ft. 

To  stop  the  sliding,  piles  about  62  ft.  long  were  bolted  together  in 
pairs,  tip  to  butt,  and  placed  as  horizontal  braces  between  the  abut- 
ments, as  a  temporary  expedient.  In  order  to  prevent  any  further 
scouring  of  the  creek  channel,  sheet  piles  were  driven  across  the  creek 
just  above  and  below  the  bridge.  A  crib-pier,  reaching  from  one  set 
of  sheet  piles  to  the  other,  was  sunk  half  way  between  the  abutments, 
stones  being  filled  around  the  crib  and  between  the  sheet  piling  to 
bring  the  creek  bottom  to  its  original  level.  An  invert  of  12  x  12-in. 
timbers  was  then  constructed  so  as  to  brace  one  abutment  against  the 
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other,  each  of  the  timbers  resting  at  one  end  on  the  crib  pier  and  at  Mr.  Wegmann. 
the  other  against  one  of  the  abutments.     This  arrangement  stopped 
all  further  moyement,  and  has  ever  since  held  the  masonr j  in  place. 

E.  J.  Chibas,  Assoc.  M.  Am.  Soc.  C.  '^. — Some  of  the  results  of  Mr.  Ohlbas. 
the  Spanish  method  of  awarding  contracts  in  Cuba,  referred  to  in  the 
paper,  are  interesting.  If  the  owner  of  a  Cuban  plantation  desires  to 
build  a  railway  to  some  point  on  the  sea  coast  or  elsewhere,  he  has 
to  file  an  application,  before  any  work  is  done,  with  the  Department  of 
Public  Works  of  the  Province,  even  though  the  proposed  work  will 
be  entirely  on  his  own  property.  This  application  generally  lies  there 
from  one  to  two  years,  according  to  the  influence  the  planter  can  bring 
to  bear  on  the  Spanish  officials.  After  it  leaves  the  provincial  office  it 
goes  to  Havana,  and  finally  to  Madrid.  After  waiting  from  four  to  six 
years  the  petition  may  be  granted,  each  stage  in  its  progress  requir- 
ing influence  of  one  sort  or  another  to  push  it  along.  The  application 
then  comes  back  to  the  island  and  the  railway  may  be  begun.  In  one 
case  a  small  horse  tramway  was  needed  by  a  planter  who  was  versed 
in  the  ways  of  the  officials.  He  accordingly  applied  for  a  permit  to 
build  a  regular  railway;  after  some  discussion  a  compromise  was 
effected  and  he  received  his  tramway  permit,  and  saved  a  considerable 
part  of  the  expense  to  which  he  would  have  been  put  had  the  original 
application  been  made  out  for  the  real  object  in  view.  It  is  on  ac- 
count of  these  laws,  which  make  it  necessary  to  spend  several  years 
and  considerable  money  to  secure  permits,  that  many  needed  improve- 
ments have  not  been  made  in  Cuba.  The  customs  in  the  Spanish- 
American  republics  are  not  the  same  as  in  Cuba,  and  follow  more  the 
general  practice  in  the  United  States. 
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CORRESPONDENCE. 


Mr.  Christian.  G.  L.  Chbibtiak,  Assoc.  M.  Am.  Soo.  C.  E. — ^The  author  has  not 
mentioned  some  features  of  this  work  which  it  would  be  interesting 
to  learn  about,  such  as  whether  the  excayation  was  in  clay  or  sand, 
and  whether  the  gates  were  closed  for  a  definite  time  when  the  reser- 
voir was  first  filled,  and  the  subsidence,  if  any,  noted,  and  the  pro- 
portion due  to  eyaporation  estimated.  It  would  seem  as  though  a 
reseryoir  so  well  built  and  on  which  everything  was  done  on  such  a 
liberal  basis  could  not  leak  much,  and  the  author  has  just  cause  for 
feeling  proud  of  the  strength  displayed  by  the  concrete,  when  only 
three  months  old. 

It  will  be  noticed  that  foreign  Portland  cement  was  used  almost 
exclusively  in  the  work  mentioned,  which  reminds  the  writer  of  the 
time  it  was  found  necessary  to  remove  a  small  part  of  the  brick 
masonry  in  a  reservoir  gate-house  to  make  a  slight  change  from  the 
original  plans.  The  work  had  been  done  less  than  a  year,  and  it  was 
found  impossible  to  separate  the  bricks,  the  whole  being  one  homo- 
geneous mass.  The  cement  used  in  this  work  was  an  American  Port- 
land mixed  in  the  proportion  of  two  parts  of  sand  to  one  of  cement. 
Mr.  Low.  EmiiiB  Low,  M.  Am.  Soc.  C.  E.— It  is  stated  in  the  paper  that  the 
Palatine  Beservoir  is  almost  wholly  in  excayation.  The  cubature  of  the 
extreme  dimensions  is  about  90  000  cu.  yds. ,  while  the  amount  of  excava- 
tion in  the  final  estimate  is  89  474  cu.  yds.  There  are  also  two  more 
items  of  earthwork,  126  983  cu.  yds.  of  embankment  and  80  796  cu. 
yds.  of  terracing,  concerning  which  more  information  is  desirable.  A 
considerable  saving  might  apparently  have  been  effected  by  reducing 
the  depth  of  the  cutting  and  utilizing  the  excavated  material  for  an 
embankment  back  of  the  masonry  wall.  With  a  fixed  width  of  em- 
bankment and  a  definite  slope,  the  amounts  of  excavation  and  em- 
bankment could  have  been  made  to  balance  to  a  nicety.  The  nature 
of  the  soil  or  the  position  of  the  inlet  and  outlet  pipes  may  have  de- 
termined the  location  of  the  reservoir,  but  the  paper  fails  to  disclose 
the  reason  for  the  plan  adopted. 

The  author  deprecates  the  fact  that  large  stone  for  rubble  masonry 
was  obtained  with  difficulty.  Although  this  may  have  been  detri- 
mental to  the  contractor's  pecuniary  interests,  it  would  seem  that 
stone  of  medium  size,  bearing  some  ratio  to  the  thickness  of  the  wall, 
would  be  likely  to  make  more  water-tight  work,  on  account  of  a 
greater  possibility  of  breaking  joints  and  the  prevention  of  joints 
reaching  through  the  wall  from  face  to  face.  In  this  connection,  at- 
tention is  called  to  an  accident  which  occurred  at  a  masonry  reservoir 
at  Saltville,  Ya.,  used  to  store  crude  and  clarified  brine. 
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The  reservoir  measures  195  x  165  ft.  along  the  outside  top  edge  of  Mr.  Low. 
the  walls.  It  is  divided  into  four  basins,  two  of  which  measure  120  x 
75  X  7  ft.,  and  two  72  x  57  x  12  ft.  At  the  side  of  the  reservoir  there 
was  a  top  layer  of  allnvial  soil  from  2  to  3  ft.  thick,  then  a  layer  of 
clay  of  about  the  same  thickness,  and  below  this  a  bed  of  g^vel  from 
4  to  6  ft.  thick,  resting  on  soft,  friable  limestone.  The  bottom  was  a 
bed  of  concrete  about  1  ft.  in  thickness,  made  of  an  American  Portland 
cement,  sand  and  gravel  mixed  by  hand.  As  soon  as  this  bed  became 
hard  enough,  the  brickwork  of  the  walls  was  started.  It  was  proposed 
originally  to  lay  the  brick  in  cement  mortar,  but  lime  mortar  was 
used,  for  economical  reasons.  The  work  was  done  by  laying  the  con- 
crete below  the  walls  in  trenches,  starting  the  brickwork  as  soon  as 
possible,  and  then  excavating  the  earth  in  the  basins  and  putting  in 
the  remainder  of  the  concrete  bottoms.  These  last  were  formed  in  sec- 
tions by  placing  mold  boards  on  the  finished  earth  surface,  parallel 
to  the  side  walls  at  about  10-ft.  intervals,  and  also  along  the  diagonals 
of  the  bottom.  As  the  work  was  done  during  a  season  when  the  tem- 
perature frequently  dropped  below  the  freezing  point  in  the  nights, 
fires  were  kept  all  night  as  near  the  fresh  concrete  as  possible.  Work 
was  carried  on  during  the  winter  whenever  the  weather  was  mild,  and 
by  spring  the  last  bricks  were  laid. 

With  the  advent  of  warmer  weather,  the  inside  walls  were  plastered 
with  cement  mortar.  But  little  trouble  was  experienced  with  this 
plaster  except  on  two  sides  of  one  of  the  deep  basins,  where  surface 
And  ground  water  was  percolating  through  the  wall.  Portions  of  the 
surface  of  the  concrete  were  badly  disintegrated,  and  cracks  were 
found  following  the  lines  of  juncture  of  the  sections  in  which  the  con- 
crete was  laid.  It  was  then  decided  to  plaster  the  bottom  with  cement 
mortar.  Water  was  coming  up  through  minute  openings  at  irregular 
intervals  in  the  concrete  of  the  basin  with  leaking  walls,  and,  after 
various  expedients  to  get  rid  of  it,  short  pieces  of  small  wrought-iron 
pipe  were  driven  into  the  openings,  through  which  the  water  was 
allowed  to  issue.  As  it  became  warmer  the  plaster  coat  cracked  and 
scaled  off  from  the  concrete,  especially  in  the  compartment  giving  the 
most  trouble. 

It  was  necessary  to  put  the  reservoir  in  service,  but,  after  the  basins 
were  filled,  brine  was  found  to  be  percolating  through  the  division 
walls,  particularly  those  between  the  deep  and  shallow  compartments. 
Tests  showed  that  considerable  fresh  water  was  entering  one  of  the 
deep  compartments,  reducing  the  strength  of  the  brine  and  making  it 
unavailable  for  the  uses  intended.  The  basin  was  pumped  out,  and 
water  found  to  be  issuing  freely  through  the  iron  pipes.  Large  flakes 
of  the  plaster  side  lining  were  detached,  and  part  of  that  on  the  bottom 
was  also  loose.  These  were  removed  and  all  defective  surfaces  re- 
plastered.     Excavations  were  made  for  puddling  the  outside  of  the 
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Mr.  Low.  walls  of  this  partioular  division,  when  an  accident  occurred,  threaten- 
ing the  safet J  of  the  entire  reservoir. 

About  40  ft.  of  the  division  wall  (Fig.  1),  between  two  of  the  basins^ 
fell  into  the  deeper  compartment.  At  the  time  there  was  5  ft.  10  ins. 
of  brine  in  the  shallow  basin,  and  6  ft.  6  ins.  in  the  other,  the  difference 
between  the  respective  water  levels  being  4  ft.  4  ins.  The  brine  in  the 
basins  was  drawn  off  as  rapidly  as  possible,  and  it  was  found  that  the 
entire  wall  above  the  level  of  the  shallow  basin  had  been  swept  off,  and 
the  bricks  thrown  in  a  fan-shape  mass  nearly  across  the  deep  basin. 
The  mortar  was  soft  and  did  not  adhere  at  all  to  the  bricks.  Several 
of  the  face  courses  of  the  lower  portion  of  the  wall  were  removed  and 
replaced  by  bricks  laid  in  cement  and  lime  mortar.      The  upper  part 


Fig.  1. 

of  the  wall  was  relaid  with  the  same  mortar,  using  the  old  bricks  aa 
much  as  possible  after  cleaning  them  by  a  stream  from  a  hose,  which 
washed  off  the  mortar. 

The  square  comers  at  the  connecting  ends  were  rounded  off,  and 
the  bricks  on  the  faces  of  the  lower  parts  of  the  walls  of  both  deep 
basins  were  removed  to  a  depth  of  12  ins.  and  replaced  by  new  bricks 
laid  in  cement  mortar.  Heavy  counterforts,  four  in  all,  were  built  at 
the  centers  of  the  high  walls  and  projected  well  into  the  basins.  All 
loose  plastering  was  replaced  by  fresh,  and  a  prism  of  cement  mortar 
placed  along  the  bottom  inside  edges  of  all  walls. 
Mr.  Le  Coute.  L.  J.  Le  Contb,  M.  Am.  Soc.  0.  E. — Inasmuch  as  the  practice  of 
covering  service  reservoirs,  located  in  tropical  countries,  is  now  gen- 
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erally  regarded  to  be  the  proper  thing,  it  wonld  be  of  interest  to  know  Mr.  Le  Conte. 
what  grounds,  other  than  economy,  the  city  officials  had  for  objecting 
to  the  construction  of  a  covered  reservoir. 

The  author's  remarks  in  regard  to  the  relative  valne  of  machine  and 
hand-mixed  concrete  naturally  invite  discussion.  The  class  of  mixer 
used,  the  proportioning  being  first  done  by  hand,  gives  the  best  results, 
no  doubt.  Those  who  have  had  much  experience  with  both  kinds  of 
mixings  generally  agree  that  the  chief  advantage  obtained  in  machine- 
mixing  is  that  of  economy  and  not  of  excellence.  The  cost  of  labor  is 
greatly  reduced  and  the  daily  output  is  very  much  increased.  These 
are  great  practical  advantages  which  will  always  be  the  controlling 
factors  in  deciding  the  system  to  be  adopted  in  most  cases  in  every-day 
practice.  On  the  contrary,  wherever  the  concrete  called  for  is  of  high 
gprade  and  is  to  be  subjected  to  heavy  or  violent  shocks,  the  fact  re- 
mains that  hand-mixed  concrete  is  always  preferable,  for  the  generally 
admitted  reason  that  it  is  a  more  reliable  mixture. 

Among  the  weak  points  about  machine  mixing  may  be  mentioned 
the  fact  that  the  plant  is  so  cumbersome  and  inconvenient  to  move 
from  place  to  place  that  it  is  rarely  placed  close  to  any  particular 
piece  of  work,  but  at  some  distance,  so  as  to  be  more  central  and  more 
generally  useful  to  the  work  as  a  whole.  This  necessitates  transporta- 
tion from  the  mixer  to  the  tamping  work,  and  here  is  where  the  trouble 
occurs.  The  writer  has  noted  a  large  number  of  cases  in  which  the 
freshly  mixed  concrete,  after  being  transported,  say  200  to  300  ft.,  and 
dumped  at  the  site  of  a  bridge  pier,  was  found  to  be  invariably  more 
or  less  separated  or  unmixed,  so  much  so  that  the  final  mixing  was  in 
point  of  fact  actually  done  by  the  tampers  in  the  bed- work.  In  case  of 
hand-mixing,  operations  can  always  be  held  within  circumscribed  limits 
and  thus  the  trouble  about  separation  due  to  transportation  may  be 
largely  avoided. 

It  is  to  be  regretted  that  the  author  did  not  give  more  details  as  to 
original  designs  and  modifications  brought  about  by  unexpected  con- 
tingencies. Accidents  will  happen,  and  the  facts  and  discussions 
which  they  bring  out  from  experienced  members  are  always  interesting 
and  instructive. 

E.  Shbbmak  GouiiD,  M.  Am.  Soc.  0.  E.-— Mr.  Clarke's  remarks  Mr.  Goul<L 
about  the  use  of  sawdust  in  railroad  embankments  are  interesting  and 
valuable,  as  are  also  Mr.  Wegmann's  on  the  method  of  shoring  up 
bridge  abutments,  under  certain  peculiar  circumstances.  Mr.  Chibas' 
observations  on  the  peculiarities  of  official  methods  in  the  Island  of 
Cuba  are  interesting  supplements  to  those  in  the  original  paper.  It 
may  be  further  remarked  that  not  only  are  the  different  classes  of 
work  kept  distinct,  as  stated,  but  the  work  itself  is  divided  up  into 
parcels  which  are  kept  independent  of  each  other.  Thus,  in  the  work 
described,  there  was  a  separate  estimate  for  the  reservoirs,  the  influ- 
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iffr.  Gould,  ent  and  efinent  gate  chambers,  the  discharge  cnlvert,  etc.,  and  there 
could  be  no  giving  and  taking  of  quantities  between  these  items,  so 
that  a  shortage  in  one  could  not  be  made  good  from  a  surplus  in 
another.  Needless  to  saj,  that  these  oast-iron  regulations  necessitate 
the  exercise  of  considerable  ingenuity  in  making  up  the  final  estimate 
or  liquidacion. 

In  answer  to  Mr.  Christian,  the  material  excavated  was  chiefly  stifiT 
clay.  The  completed  work  was  turned  over  to  the  city,  and  it  is  be- 
lieved that  no  such  experiments  as  those  suggested  were  made  by  the 
authorities. 

In  reply  to  Mr.  Low,  the  reservoir  was  chiefly,  though  not  wholly, 
in  excavation,  as  the  surface  of  the  ground  was  somewhat  irregular. 
The  elevation  of  the  bottom  of  the  reservoir  was  fixed  by  that  of  the 
collecting  basin  at  Yento,  and  the  location  was  selected  as  being,  upon 
the  whole,  the  most  favorable.  A  great  deal  of  filling  in,  leveling, 
grading,  etc.,  was  done  which  is  included  in  the  item  of  embankment. 

The  facts,  frankly  given,  regarding  the  collapse  of  some  brine 
tanks,  are  instructive,  as  those  relating  to  failures  always  are. 

In  answer  to  Mr.  Le  Conte*8  inquiry  as  to  the  motives  of  the  city 
officials  for  their  attitude  in  regard  to  the  covering  of  the  reservoir, 
the  author  can  only  reply,  Quien  sabe  f 

As  to  the  relative  merits  of  machine  and  hand-made  concrete,  the 
author  would  say  that  his  preference  is  decidedly  for  the  machine- 
made  product,  when  the  machine  is  properly  operated.  The  labor  of 
turning  over  a  bed  of  concrete  by  hand,  so  as  to  thoroughly  incorporate 
the  ingredients  is  so  great  that  it  is  apt  to  be  slighted,  and  It  is 
doubtful  if  the  mixture  is  ever  so  complete  as  when  the  mass  is 
churned  up  mechanically  by  steam  power.  In  the  present  case,  the 
product  was  fed  directly  into  the  wagons,  which  were  then  run  down  to 
where  the  concrete  was  to  be  used,  and  dumped  bodily,  either  in  place 
or  in  close  proximity  to  it.  It  may  be  remarked  that  the  DecauviUe, 
or  other  sheet-iron  or  steel,  wagons  are  the  best  for  this  purpose. 

Much  might  have  been  added  to  the  paper  in  the  way  of  details  of 
the  work,  modifications  of  the  original  plans,  etc.,  but  the  author's 
purpose  was  rather  to  give  a  brief  and  general  statement  of  the  leading 
features  of  an  important  foreign  work  undertaken  and  successfully 
completed  by  American  capitalists. 
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THE    SUSPENSION  OF  SOLIDS    IN    FLOWING 

WATER. 


By  Elon  Huntington  Hookeb,  Ph.  D. 
Presented  Septembeb  2d,  1896. 


WITH  DISCUSSION. 


Considerable  space  in  this  paper  is  deyoted  to  the  historical  side  of 
the  subject  because  the  sources  of  information  are  widely  scattered, 
and  it  is  desired  to  indicate,  so  far  as  possible,  the  origin  of  the  ideas 
and  observations  upon  sedimentary  movements  which  have  become 
common  knowledge.  In  the  second  part  of  the  paper  a  comparison  of 
particular  facts  and  observations  leads  to  certain  general  conclusions 
with  reference  to  the  manifestation  of  the  phenomena  studied.  The 
concluding  portion  is  devoted  to  an  analysis  of  the  different  explana- 
tions of  the  cause  of  suspension,  for  the  purpose  of  building  up  a  satis- 
factory theory. 
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To  condnce  to  uniformity  and  oleamess,  the  following  symbols  will 
be  used  throughout  this  discussion  : 

g    =32.2  ft.  per  second  =  acceleration  of  gravity. 

F  =  area  of  right  section  of  body  considered. 

k    =  head  of  water  corresponding  to  the  velocity  «. 

V  =  mean  velocity  of  the  stream  in  the  vertical  considered. 
9}   =  surface  velocity  at  the  vertical  considered. 

Vf^  =  bottom  velocity  at  the  vertical  considered, 
t    =  inclination  of  the  water  surface. 
/'  =  tangent  of  the  angle  of  sliding  friction. 
/    =  tangent  of  the  angle  of  rolling  friction  (properly  a  distance). 
y    =  heaviness  of  the  liquid  considered.     For  the  purposes  of 
this  article,  ;^  =  62.6  lbs.  per  cubic  foot  =  heaviness  of 
fresh  water. 
y*  =  heaviness  of  the  solid  considered. 

P  =  resultant  thrust,  in  the  stream  direction,  exerted  by  a 
moving  liquid  upon  a  solid. 

V  =  volume. 
Q  =  weight. 
M  =  mass. 

k  =  constant  determined  by  experiment. 

Z  =3  mean  depth  of  stream. 

z  =  variable  depth  below  surface. 

h  =  width  of  stream. 

r  =  radius  of  sphere. 

q  =  liquid  discharge  per  unit  width  of  stream. 

d  =  solid  discharge  per  unit  of  width. 

Part  L — Histobigal  DevbiiOpmbnt  op  the  PbobiiBM^ 
The  varied  phenomena  incident  to  the  flow  of  rivers  have  demanded 
the  consideration  and  even  the  anxiety  of  riparian  owners  from  a  time 
far  antedating  the  development  of  the  modem  science  of  hydraulics. 
Wherever  rugged  slopes  discharge  their  melted  snows  or  heavy  rains 
are  gathered  from  steep,  impervious  water-sheds,  a  mountain  torrent 
has  its  birth,  and  the  householder  in  the  valley  early  learned  to  study 
its  varying  humors.     The  rapid  descent  of  the  Apennines  to  the  sea 

^  It  In  proposed  here  to  teleot.  from  the  macs  of  literature  toncblnff  upon  thin  problem, 
only  tboee  dlscassions  and  obserrations  which  teem  to  mark  a  distinct  ste  toward  ils  final 
scientiHc  solution. 
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and  the  consequent  tnrbnlent  character  of  the  streams  of  northern 
Italy,  made  this  a  fruitful  field  of  study  to  a  people  whose  scientific 
spirit  had  already  gone  far  toward  establishing  the  fundamental  laws 
of  fluid  motion. 

During  the  latter  part  of  the  seventeenth  century  means  were  sought 
for  the  amelioration  of  these  mountain  rivers.  Dominique  Guglielmini, 
physician  and  hydraulician,  was  employed  by  Venice  and  other  Italian 
cities  to  prepare  plans  looking  toward  the  prevention  of  their  ravages. 
His  greatest  work  was  the  building  of  the  levees  on  the  Fo  above 
Plaisance,  and  his  writings^  gave  the  first  impetus  to  a  scientific  study 
of  fluvial  phenomena. 

In  1773  Johann  Silberschlag  produced  his  comprehensive  treatise 
on  hydraulics',  covering  this  field  to  some  extent,  but  it  was  left  to 
Dubuat^  in  1786  to  publish  the  first  experimental  studies  which  can 
be  considered  authoritative.  These  experiments  were  made  at  Paris  by 
order  of  the  French  government.  His  determination  of  the  different 
velocities  at  which  solid  particles  begin  to  be  moved  by  fiowing  water 
has  been  accepted  by  subsequent  writers,  and  with  his  work  begins  the 
scientific  knowledge  of  the  movement  of  alluvions  in  sedimentary  rivers. 

Dubuat's  artificial  canal  was  formed  of  planks  12  pieds^  in  length, 
3  pouces  thick  and  18  pouces  wide,  so  fitted  that  the  form  could  be 
altered  from  rectangular  to  trapezoidal  by  the  addition  of  supple- 
mentary bracing.  Its  total  length  was  132  pieds,  and  in  the  trapezoidal 
form  it  had  a  clear  bottom  width  of  5i  pouces  to  a  surface  width  of  3 
pieds.  Water  was  discharged  into  the  canal  under  a  maximum  head 
of  7  to  8  pieds. 

Surface  velocities  were  measured  with  floats,  noting  the  time  of 
traversing  10  toises^.  For  determining  bottom  velocities  a  small  ball 
of  mastic  was  first  adopted.  Its  specific  gravity  was  such  that  it  lost 
1}  of  its  weight  in  water,  and  was  thus  very  easily  moved.  Later, 
more  satisfactory  results  were  obtained  with  red  currants.    These  were 

^  **  Delia  namra  di  flnmi  trait*to  flsioo  matematioo. "  ,  Gagliclmini.  Bologna,  1697. 
t  *'  Hjdrotechnik  oder  dea  Waaaerbaaes."    Johann  Sllberaohlag,  Leipzig.  1778.    Copy  at 
Zurich  Poljtechniknm. 

s  *'Tralte  d'UydrauUqne."    Dnbnat,  Paris,  1786.    Page  67,  Volume  I.    Third  edition 
publlahed  in  1816.    Copy  at  Zarich  Poly  techniknm  and  at  ^k)ole  dea  Ponts  et  Chaaat6ea,  Paris. 
4  •*Syst6me  ancien  "  of  France— 

1  ponce  =3  1.066  ins. 
1  pied     =  1.066  ft. 
Itoise    =6.896  ft. 
.   These  nnits  were  in  use  prerions  to  1812.    Between  1812  and  1840  the  "systdme  nsnel  ** 
was  in  vogue.    Its  ralnes  are  slightly  larger— 1  ponce  a  1.093  Ins. 
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smoother,  moying  with  less  Motion,  and  oould  be  more  easily  seen. 
The  time  of  passing  through  a  distance  of  60  pieds  was  noted. 

The  bottom  yelocities  at  whioh  yarious  materials  began  to  be 
moyed  by  the  current  were  as  follows: 

Potter's  clay  (beginning  with  a  velocity  of 
45  pouces,  it  continued  to  be  carried 
away  as  the  yelocity  was  gradually  de- 
creased to  7  pouces.  At  7  pouces  a 
deposit  of  fine  sand  took  place,  which 
continued  on  down  through  a  yelocity 
of  4  pouces,  until  at  8  pouces  per 
second  the  clay  ceased  to  show  action)  3  pouces  per  second* 

Grayel  (size  of  anise  seed) 4  pouces. 

Gravel  (size  of  peas) 7      ** 

Coarse  sand  (sand  remained  stable  while  bottom 
velocity  was  increased  from  8  up  to  7  pouces.  At 
8  pouces  it  began  to  be  entrained  and  for  yelod- 
tiee  of  12  to  45  pouces  per  second  it  continued  to 

be  entrained  and  suspended) 8      '* 

Sea  pebbles  (1  pouce  diameter) 24      « 

Dubuat's  experiments  also  showed  that  a  current  velocity  of  10  or 
12  pouces  per  second  was  sufficient  to  produce  sand  waves  in  a  bot- 
tom whose  grains  were  large  enough  to  be  easily  visible.  He  describes 
these  furrows  as  perpendicular  to  the  longitudinal  axis  of  the  cur- 
rent with  a  short  steep  down-stream  face  and  a  long  gentle  posterior 
slope.  Each  sand  grain  was  slowly  rolled  along  the  up-stream  incline 
and  fell  of  its  own  weight  down  the  crest,  thus  advancing  the  wave 
by  steps  equal  to  the  diameter  of  the  grains.  ^  He  computes  a  velocity 
under  these  circumstances  which  requires  two  years  to  cover  a  length 
of  2  400  toises. 

The  expression  now  universally  used  to  represent  the  thrust  exerted 
by  a  current  against  a  solid  of  any  form  was  deduced  by  Dubuat*  and 
the  coefficients  experimentally  determined. 

He  argued  that  the  pressure  on  the  up-stream  face  (p,)  would  be 
greater  and  that  on  the  down-stream  face  (pg)  would  be  less  than  the 

*■  For  a  simiUr  deaoripUon  see  "  Report  of  Ohief  of  Eogineerg,  U.  8.  A./'  1875,  IL  pp.  60%- 
(KM. 

Also  "H*ndbach  der  Wuserbankuntt."  O.  Hagen,  1871,  Z welter  Theil«  "  Die  StrOme," 
a  161-163. 

•  See  TUmant,  "  HydranllQue/'  1891,  p.  Ml. 
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preBSure  (p)  at  the  oorreBponding  points  if  the  solid  were  remoyed. 
Therefore,  the  total  impelling  force  would  be 

P  =  F(p,-p,)=.F[(p,-p)  +  (p^p;)l 
These  preesnres  can  be  written  as  functions  of  the  yelocitj  height 
h,  whence 

;>,  —  p  if"        ,  » —  p,  «* 

y  ^9  r  2^ 

when  m  and  n  are  experimentally  determined. 
By  substitution , 

P  =s  (m  •{-  n)  y  F-^OT,  as  usually  written, 

The  fact  that  floating  solids  move  with  a  velocity  superior  to  that- 
of  the  current  which  bears  them  was  noted  by  Dubuat^  His  expla- 
nation of  it  was  inaccurate,  but  the  phenomenon  itself  has  an  import- 
ant bearing  on  the  present  discussion. 

Of  interest  in  this  connection  is  the  experimenter's  statement  with 
reference  to  the  theoretical  form  of  bed  best  adopted  for  flowing 
streams.  He  rejects  the  rectangle  and  semicircle  as  being  unable  to 
sustain  their  own  weight  in  soft  soils  and  chooses  the  trapezoidal  cross- 
section  as  offering  a  proper  talus.  These  right  lines  will  be  rounded 
by  the  stream  itself,  the  slope  being  proportioned  to  the  diminishing 
velocity  from  center  to  sides.  ^ 

Dubuat's  work  further  includes  various  studies  into  the  r^me  of 
rivers  and  the  development  of  rules  for  that  radius  of  curvature  at 
bends  which  will  best  conduce  to  stability.  To  him  belongs  the  honor 
of  inception  along  these  lines. 

J.  A.  Fabre  was  the  next  to  publish  systematic  studies^  on  the 
movements  of  solids  in  torrents  and  rivers,  followed  in  1811  by  the 
voluminous  encyclopedia  of  Wiebeking.**  These  men  extended  the 
range  of  observed  data  without  making  material  additions  to  the 
theory  of  fluvial  action. 

In  the  year  1845,  Bouniceau^  discussed  at  considerable  length  the 

^  *'  Prlncipet  d'Hydraallqne,"  Dabaat,  No.  .320.  Quoted  by  Dnrand'Olaye,  AnnaUt  det 
PonU  tt  CfhMuU-a,  1886.  1.  580. 

■  See  "Princlpes  d'Hydraullqne,"  Dubuat,  1786.  Vol.  I,  p.  119. 

>  "  BMai  iQr  U  tbedrie  dee  torrenU  et  dee  riridree,"  J.  A.  Febre.  ParU.  1797,  Premidre 
PerUe. 

«  "  WMserbaa  "    G.  F.  Wlebeking.  Munich,  1811-1817.  4  rolnmee. 

»  "  ^Qde  enr  le  navigetioo  dee  riyidcee  &  mardea  et  la  conqnOte  de  lois  et  relaie  de  leiir 
•mboochnre."    Boanicean,  Parie,  084^. 
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shifting  of  sands  in  tidal  estuaries,  and  showed  himself  a  close  student 
of  the  laws  of  erosion  by  water  action.  His  excellent  little  volume 
brings  to  light  and  discusses  a  number  of  anomalies  in  this  form  of 
action. 

He  giyes  a  set  of  values  of  the  bottom  velocities  at  which  erosion 
begins  to  take  place  with  different  materials  :  ^ 

Clay , , . , 0.08  —  0.15  m.  per  second. 

Coarse  sand 0.22  —  0.30 

Coarse  gravel 0.11  —  0.61 

Ordinary  pebbles 0.66  —  1.00 

Stones  (size  of  an  egg) 1.00  —  1.20 

Conglomerates 1.52 

Sedimentary  rock ..,,....  1.83 

Solid  rock 3.00 

The  Biver  Garonne  for  a  length  of  45  miles  below  the  embouchure 
of  the  Lot  was  made  the  object  of  a  series  of  observations  covering  11 
years  by  M.  Baumgarten.^  These  measurements  deal  with  the  varying 
discharges  from  month  to  month,  with  the  constant  changes  in  form  of 
cross-section  and  maximum  depths,  determinations  of  the  fall  and 
heights  of  water  as  well  as  with  geological  and  meteorological  studies  of 
the  valley.  It  has  formed  the  model  for  later  flnviatile  studies.  Here  are 
given  the  first  measurements  of  discharge  of  detritus^  which  the  author 
has  been  able  to  find.  Daily  samples  were  taken  at  Marmande  from 
the  surface  of  the  river  in  a  vessel  containing  4.6  liters.  This  was 
allowed  to  stand  for  nine  or  ten  days,  the  clear  water  decanted  and 
the  sediment  filtered  until  thoroughly  dry.  After  weighing,  a  simple 
calculation  gave  the  weight  in  grams  of  mud  per  cubic  meter  of  water. 
These  measurements  were  continued  from  1839  to  1846  continuously, 
and  the  average  monthly  solid  discharge  of  the  river  at  this  point 
computed.**  M.  Baumgarten  distinguishes  three  different  methods 
of  movement  common  to  these  solids. 

1  *'  Etade  «or  la  Navigation,"  etc.,  p.  19. 

s  •*  Navigation  flnviale,  Garonne."  M.  Baumgarten,  Ing6nienr  ordinaire.  AnndUi  d4t 
Pwtt  et  Chau9$iet,  1848.  3, 1-167. 

s  Same,  pp.  47, 146. 

4  In  order  to  see  if  the  water  contained  the  same  amount  of  roapended  matter  at  all 
depths,  Baumgarten  made  a  series  of  tests  of  specimens  trom  different  depths  and  taken  from 
points  where  the  Telocity  was  different. 

From  the  results  given  in  the  table  in  the  continuation  of  this  note  on  the  opposite 
page  he  decided  that  a  surface  specimen  gave  a  fair  ayerage. 
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First, — ^A  disoontinuoos  rolling  motion  along  the  bed  of  the  stream 
-which  takes  place  when  the  yelocity  of  the  current  is  limited  or  the 
materials  large. 

Second, — ^With  greater  velocities  or  smaller  particles,  a  discontinnons 
suspension  in  the  lower  laminsB  of  the  current. 

Third, — Moyement  in  continuous  suspension  when  the  particles  are 
carried  throughout  the  entire  leng^th  considered. 

The  sand  waves  which  M.  Dubuat  had  observed  on  a  small  scale 
are  reproduced  in  the  Garonne  on  a  large  scale  in  gravel  shoals,  and 
M.  Baumgarten  made  careful  measurements  of  the  yearly  progress  of 
one  of  these  crests. 

In  1840  the  talus  down  stream  had  a  vertical  height  of  1.3  m.,  a 
base  of  2.8  m.,  while  the  length  of  the- crest  was  180  m.  In  1841, 
the  form  was  nearly  the  same,  but  the  crest  had  moved  down  stream 
parallel  to  itself  about  30  m.  In  1842  the  forward  motion  was  20  m. 
These  gravels  were  of  about  the  size  of  a  walnut,  and  the  velocity 
of  the  water  averaged  2.25  m.  per  second. 

Thus  far  attention  had  been  especially  directed  towards  the  phe- 
nomenon of  dragging,  and  the  laws  it  follows  had  been,  to  some  extent, 
investigated.  Inspecteur-G^n^ral  Dupuit,^  in  1848,  emphasized  the 
tme  importance  of  suspension  in  the  movements  of  soft  river  bottoms, 
and  to  him  is  due  the  first  scientific  study  of  the  causes  which  pro- 
duce this  action.  « 


Depth  at  which  the. water 
was  taken. 

WUOHT  OF  FXLTBBED  SXDIMKHT. 

Datbs. 

In  dead  water  of  a  bridge 
or  in  a  gentle  current. 

Xarob  25tb.  1847.. 

(atthebott«>mat7.0m.... 
at35m 

Grams. 
0.72 
0.76 
0.82 
0.84 
0.32 
0.19 
1.29 
1.43 
1.13 
1.89 
1.78 

oiii 

0.87 
1.33 

Orams. 

at  the  Burfiftoe. 

March  27th.  1847  . 

(at  the  bottom  at  8.0  m. . . . 
at  4.0  m 

.... 

at  the  Barface - 

April  9th.  1847.... 
April  10th.  1847.... 

(at  the  bottom  at  8.75  m... 
at  4  40  m 

6.98 
1.18 

(at  the  surface 

at  the  bottom  at  9.0m.... 
at  4  50  m 

1.22 
1.90 
2.15 

at  the  surface 

1.60 

April  18th.  1847.... 

at  the  bottom  at  8.0  m... . 
at  4  00  m 

0.90 
0.68 

at  the  surface 

0.87 

*  *'  Etndes  thdoriqnes  et  pratlqaee  sur  le  moavement  des  eanz.' 
edition.  Paris.  1868,  pp.  214-229.    J.  Dupuit.  Inspeotenr^n6ra1. 


Paris,  1848.    Second 
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Dnpnit  calls  attention  to  tbe  experiment  of  reyolying  rapidly  a 
glass  of  water  containing  sand  grains.  He  notes  that  there  is  a  direct 
relation  between  the  yelocitj  of  the  water  and  the  amonnt  of  sand  in 
suspension,  and  that  the  grains  tend  to  arrange  themselves  in  sncces- 
siye  laminiB  according  to  the  order  of  their  size;  as  the  velocity  is 
decreased,  they  descend  successively  to  the  lower  strata.  These  facts 
had  all  been  observed  before  his  time,  but  Dupuit  goes  farther  than 
his  predecessors  in  noting  that  the  maximum  amount  of  suspension, 
t.  e.,  that  in  the  lower  layers,  corresponds,  not  to  the  greatest  absolute 
velocity  of  the  current,  but  to  the  maximum  relative  velocity  of  con- 
tiguous molecules.  This  is  a  distinct  step  in  advance.  Dupuit  finds 
here  his  explanation  of  the  phenomenon  of  suspension. 

Starting  with  the  fact  first  noted  by  Dubuat  that  the  velocity  of  a 
float  exceeds  that  of  the  current,^  he  calls  attention  to  the  tendency  of 
such  bodies  to  move  toward  the  filaments  of  greatest  velocity  and  ex- 
plains this  upon  the  principle  of  least  work.  Assuming  the  resistance 
to  its  motion  to  vary  with  the  direction  of  its  path,  this  direction  will 
necessarily  be  that  which  offers  the  least  resistance.  Therefore  an 
oblique  path  toward  the  most  rapid  current  in  the  stream  line  will 
result,  since  this  will  offer  the  least  difference  in  velocity  between  the 
solid  and  the  fluid  and  so  the  least  frictional  work. 

Dupuit  derives  a  law  for  this  lateral  movement  as  follows: 

Let  V  =  tbe  absolute  longitudinal  velocity  of  the  body. 
u  =  the  absolute  transverse  velocity  of  the  body. 
w  =  absolute  velocity  of  filament  at  shore  side  of  body. 
w'  =s  absolute  velocity  of  neighboring  filament  toward  center 
of  stream. 

The  relative  velocity  of  the  body  as  regards  the  liquid  surrounding 
it  may  be  expressed  by: 

Vu*^f^  — |— a) 

Considering  the  resultant  of  the  resistances  which  the  body  suffers 
as  approximately  proportional  to  this  relative  velocity,  the  value  of  u 
may  be  found  for  which  this  resultant  is  a  minimum. 

Calling  Q  the  angle  of  inclination  of  the  tangent  to  the  curve  of 
velocities  at  the  point  considered, 
w'  =  v)  -(-titan.  Q (2) 

>  Dupuit.  in  common  with  Dabaal,  asoribM  this  excess  of  Telocity  to  the  aooelentlng 
force  represented  by  the  component  of  the  bodies'  weight  psrsllel  to  the  wnttnoe  of  the  onr* 
rent.  IL  Dn  Boys,  AnmaU$  dst  Fomtt  €t  Chamttitt,  1886. 1, 190-349,  hss  dstfly  demonstimted 
the  incorrectness  of  this  explMuUion. 
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Sabetitnting  (2)  in  (1)  and  pntting  the  first  differential  coefficient  of 

the  expression  equal  to  zero,  he  finds  that  the  resistance  will  be  a  mini- 

mnm  for 

tan.  0    / 

t.  e,,  the  transyerse  Telocity  should  decrease  with  the  tangent  of 
the  curve  of  surface  velocities,  or,  in  other  words,  from  the  banks  to 
the  center  of  the  stream.  This  is  equivalent  to  saying  that  the  maxi- 
mum lateral  velocity  will  correspond  to  the  maximum  relative  velocity 
of  the  filaments. ' 

Applying  this  same  law  to  the  velocities  considered  in  a  longitudi- 
nal section,  he  finds  a  resultant  force  acting  obliquely  upward,  which 
produces  the  phenomenon  of  suspension.  As  this  force  will  be  greatest 
where  the  relative  velocities  are  greatest,  i,  e.,  near  the  bottom,  the 
lower  lamin»  will  carry  the  heavier  load  of  particles.  Solids  of 
equal  density  wiU  arrange  themselves  from  bed  to  surface  in  the  order 
of  their  volume.  Suppose,  now,  the  relation  of  a  solid  to  neighboring 
ones  is  considered.  The  presence  of  another  will  tend  to  decrease  the 
relative  velocities  of  the  filaments,  and  so  the  two  will  be  obliged  to 
descend  to  a  lower  lamina  than  would  the  one  alone.  Descent  or 
ascent  will  follow  according  as  the  bodies  approach  each  other  or 
separate. 

Dupuit  formulates  these  laws  as  follows: 

"  Fir»t, — A  water  current  can  suspend  solids  of  a  density  superior 
to  its  own. 

**  Second. — ^The  power  of  suspension  depends  upon  the  relative 
velocity  of  the  filaments  and  is  greater  according  as  this  relative 

velocity  is  greater.     In  general,  it  is  proportional  to  the  quantity  — 

(where  r  =  .velocity  of  current  and  z  =  depth  below  surface)  so  that 
lower  layers  can  carry  either  more  solids  or  those  of  greater  volume. 

"  Third. — The  power  of  suspension  of  a  bed  is  limited,  t.  e.,  a  square 
meter  of  cross-section  can  only  carry  a  certain  number  of  solids  of 
a  definite  volume.  Thus  each  lamina  has  a  different  degree  of 
saturation." 

>  ObMrratloDS  made  by  Iftjor  CnnoiDghMn  in  the  Qadkm  Oanal  aeemed  to  indloate  a 
eomnt  ttom  the  tbore  to  mid.ttream  whoee  intentlty  foUowed  this  Mune  ]«w  (tee  Proeeei 
tufit  of  the  Inatitation  of  Civil  Bngtoeen,  Vol.  LXXI,  p.  66).  Ai  this  cnrrent  wm  iodloated  only 
by  the  beh»Tior  of  oertain  floats,  it  is  more  in  oonsonance  with  present  knowledge  to  belieye 
their  action  dne  to  the  oausegiyen  here  by  Dnpnit  than  to  suppose  an  aotoal  lateral  motion 
of  the  water. 
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Dnpnit  assumes  a  river  flowing  with  section  and  fall  nnohanged, 
and  saturated  with  sediment.  The  entire  load  will  be  carried  to  the 
embouchure.  Suppose  the  section  to  vary.  At  each  change  will  come 
a  change  in  the  curve  of  velocities  and  a  consequent  change  in  the 
power  of  suspension. 

When  this  power  is  reduced,  there  will  follow  a  deposit,  and 
when  it  is  increased,  erosion  will  take  place.  He  makes  it  clear 
also  that  these  results  are  dependent,  not  only  upon  the  section 
at  the  point  where  the  change  takes  place,  but  also  upon  the  anterior 
portion  of  the  river  as  affecting  the  state  of  saturation  in  which  the 
river  reaches  the  section  in  question.  These  effects  can  be  brought 
about  at  any  point  whatever  by  suitably  changing  the  up-stream 
section. 

When  a  deposit  occurs  the  material  comes  wholly  from  the  lower 
laminaB,  and  they,  in  turn,  receive  from  the  upper  ones  the  material  in 
excess  of  their  power  of  suspension.  This  explains  the  lamination  of 
river-beds  in  materials  increasing  in  size  with  depth  below  the  bottom. 
The  frequent  presence  of  beds  of  finer  particles  interrupting  this 
structure  he  explains  by  the  principle  that  saturation  may  be 
obtained  either  by  the  size  of  the  particles  or  by  their  nearness 
together. 

The  numerous  variations  to  which  this  laminated  movement  is 
subject  is  noticed,  and  explains  the  constant  rising  and  falling  of 
particles  from  one  lamina  to  another,  while  the  nature  of  the  horizontal 
curve  of  velocities  is  such  as  to  cause  a  constant  movement  of  particles 
from  the  banks  toward  the  center.  To  this  may  be  attributed  the 
tendency  of  a  river  to  form  islands  in  the  middle  of  its  bed  at  the 
expense  of  its  banks. 

Among  the  German  writers  of  this  period,  the  discussion  of  the 
transportation  of  stones  by  torrents  was  especially  taVen  up  by  Joseph 
von  Gumppenberg  P6ttmes\  but  no  further  experiments  were  pub- 
lished until  1857,  when  Blackwell^  in  England,  extended  the  investi- 
gations of  Dubuat  to  solids  of  larger  dimensions. 

The  velocities  given  in  the  table  on  the  next  page  are  those  at 
which  movement  began: 

^  "  Der  Wasaerban  an  QeblrgaflOsaen/'  Joseph  Freiherrn  Ton  Oamppenberg  Pdttmea, 
▲ngsburg.  1854. 

"  See  "Beport  of  the  Beferees  upon  the  Main  Drainage  of  the  MetropoUa,"  July  Slst^ 
1867,  Appendix  IV.  Also,  for  table  here  quoted,  see  Proceedingt  of  the  Institntion  of 
Civil  Engineers,  Vol.  82,  p.  48. 
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The  important  idea  of  saturation  with  solid  material  is  definitely 
Btated'  by  M.  Scipion  Gras  in  a  valuable  paper*  published  at  this 
time. 

He  defines  saturation  in  a  stream  as  that  state  at  which  the  least 
addition  to  the  solid  material  already  carried  wQl  cause  a  deposit,  and 
its  power  of  entrainment  as  the  total  weight  of  material  which  a  given 
stream  in  a  state  of  saturation  can  carry.  He  assumes  this  power  of 
transport  to  vary  directly  with  the  velocity,  density  and  depth  of  the 
water,  and,  these  quantities  remaining  constant,  to  vary  with  the 
volume,  density  and  form  of  the  solids  submitted  to  its  action.  Upon 
these  principles  he  explains  erosion  as  a  necessary  consequence,  when 
the  saturation  corresponding  to  the  actual  velocity  is  incomplete,  un- 
less the  bed  ofiers  too  great  a  resistance. 

Measurements  of  the  advance  of  the  crests  of  shoals,  similar  to 
those  undertaken  by  Baumgarten  in  1840,  were  made  by  Hiibbe'  in 
1861  on  sand  bars.  His  observations  show  the  same  wave  form  on  a 
large  scale,  which  Dubuat  had  noticed  in  the  minute  form,  and  con- 
firm Baumgarten *s  statement  of  the  forward  motion  of  the  crests. 

The  results  of  the  exhaustive  study  of  the  Mississippi  Biver^  and 

^  Probably  first  stated  by  Frisi.  "  On  Rivers  and  Torrents,"  1732.  See  Bt<port  on  Missis- 
■Ippl  River.    Humphreys  k  Abbot,  pp.  190,  415. 

*  *'  Etudes  sur  le  torrents  des  Alpes."  M.  Scipion  Oras,  Annalet  da  Fonts  «t  Ohauufat 
1857.  2.  pp.  1-96. 

s  ZeiUdirifl  fOr  AuiMWfen,  Jahrgang  zi.  1861.  Abstracted  in  ZeiMvrifl  dei  ArdUUkten 
mnd  Ing^nieur-  Venintt  Hanover.  1868.  p.  518. 

4  *•  Report  on  the  Mississippi  River."  Humphreys  and  Abbot,  1861.  Reprinted  with 
additions,  Washington,  1876. 
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its  delta  were  published  in  1861,  and  contain  a  wide  range  of  data  on 
the  distribution  of  sediment.  Observations  along  the  same  lines  as 
those  of  Banmgarten  were  instituted  at  Carrollton  in  1851,  and  lasted 
throughout  two  years.  They  were  conducted  by  Prof.  Forshey.  Sam- 
ples were  taken  from  a  point  near  the  east  bank,  where  the  high- water 
depth  was  100  ft.,  from  the  middle  of  the  riyer,  and  from  a  point  near 
the  west  bank,  where  the  high-water  depths  were  100  and  40  ft.,  reepect- 
iyely.  These  tests  were  made  daily  (except  Sundays)  and  samples  taken 
from  surface,  mid-depth  and  bottom  by  means  of  a  small  weighted  keg, 
with  yalyes  opening  upward,  which  was  designed  to  allow  free  passage 
to  the  water  until  it  reached  the  desired  depth.  At  the  station  near 
the  west  bank  only  surface  and  bpttom  samples  were  taken.  .An 
average  value  was  obtained  for  the  weight  in  grams  of  sediment  to 
600  grs.  of  water  at  each  of  the  positions,  100  grs.  of  the  water  being 
measured  out  into  its  proper  precipitating  bottle  for  each  of  the  six 
working  days  of  the  week,  and  corresponding  to  each  of  the  eight 
positions. 

During  the  second  year  samples  were  taken  only  from  the  surface 
and  at  the  position  near  the  east  bank.  The  tabulated  results  of  these 
measurements  are  given  in  Humphreys  and  Abbot's  Report  (edition 
of  1876,  pp.  184,  417). 

From  the  sbudy  of  these  results,  Humphreys  and  Abbot  drew  the 
following  conclusions: 

* '  This  table  is  fruitful  in  results.  It  establishes  that  the  Missisgippi 
water  is  not  charged  to  its  maximum  capacity  with  sediment,  because 
the  distribution  of  the  material  is  different  from  what  must  have  place 
were  this  the  case.  Dupuit  demonstrates  that  the  power  of  sus- 
pension is  due  to  the  fact  that  the  different  layers  of  water  are  actuated 
by  different  velocities,  and  thus  exert  different  pressures  upon  the  dif- 
ferent sides  of  the  suspended  atoms.  Hence,  the  greater  the  difference 
in  the  velocity  of  consecutive  layers,  the  greater  will  be  the  power  of  . 
suspension.  Now,  it  is  conclusively  proved  in  Chapter  IV '  that  the 
chimge  of  velocity  from  layer  to  layer  is,  in  horizontal  planes,  greatest 
near  the  banks  and  the  least  near  the  thread  of  the  current;  and  in 
vertical  planes,  parallel  to  the  current,  the  greatest  near  the  bottom 
and  surface,  and  the  least  at  a  point  about  0.3  of  the  depth  below  the 
surface,  where  the  absolute  velocity  has  its  maximum  value.  If,  then, 
the  water  be  either  charged  to  its  maximum  capacity  or  overcharged 
with  sediment,  we  must  find  the  greatest  amount  near  the  banks  and 

*  "  Report  on  the  If  itsiMlppI  BtTer."    Humphreys  aod  Abbot. 


Digitized  by  VjOOQIC 


BOOKER  Xm  SVSPXlirSION  OF  SOLIDS  IN  BIYSBS.  251 

near  the  surface  and  bottom,  and  the  leaat  amount  near  the  thread  of 
the  current  and  near  the  layer  0. 8  of  the  depth  belo^w  the  surface.  If  the 
water  be  undercharged,  on  the  contrary,  the  distribution  of  sediment 
will  follow  no  law,  the  amount  at  any  point  being  fixed  by  the  acci- 
dental circumstances  of  whirls,  boils,  etc.,  although,  of  course,  there 
will  be  an  accumulation  of  material  near  the  bottom,  where  the  sus- 
}>ending  power  is  yery  much  greater  than  elsewhere.  Bearing  these 
well-established  principles  in  mind,  an  inspection  of  the  preceding 
table  must  conyince  any  one  that  the  Mississippi  water  is  under- 
charged with  sediment,  even  in  the  low-water  stage.  A  most  im- 
portant practical  deduction  may  be  drawn  from  this  fact,  namely,  the 
«rror  of  the  popular  idea  that  a  slight  artificial  retardation  of  the  cur- 
rent, that  caused  by  a  crevasse,  for  instance,  must  produce  a  deposit 
in  the  channel  of  the  river  below  it. " 

Sediment  observations  were  also  made  at  Columbus  by  the  Mis- 
sissippi survey  from  March  to  November,  1868,  but,  as  only  surface 
specimens  were  taken  and  no  tabulated  results  give  a  means  of  com- 
parison between  the  amounts  in  suspension  near  the  banks  and  at  the 
thread  of  the  current,  they  can  be  of  little  service  in  the  scientific 
study  of  the  distribution  of  sediment  in  the  cross-section  of  the  river. 
Curves  are  shown,  however,  on  Plates  XTT  and  XTTT  of  their  Beport,' 
from  which  the  relation  between  the  mean  velocity  of  the  river  and 
the  corresponding  mean  amount  of  suspended  matter  at  Carrollton 
and  Columbus  may  be  seen.  The  values  from  which  these  curves 
are  plotted  are  given  at  page  417  of  the  same  Beport  (edition  of 
1876). 

From  them  Humphreys  and  Abbot  are  led  to  the  same  conclusion 
as  before,  t.  e, ,  that  the  Mississippi  water  is  not  saturated  with  sedi- 
ment, using  the  term  in  the  sense  in  which  it  is  used  by  M.  Scipion 
Gras.» 

Their  line  of  reasoning  is  as  follows:  If  the  water  be  at  all  times 
charged  with  sediment  to  the  maximum  capacity  allowed  by  its  veloc- 
ity, then  the  amount  of  sediment  at  different  stages  must  vary  pro- 
portionately with  the  mean  velocity. 

**  At  the  date  of  highest  water,  both  in  1861  and  1858,  the  river  held 
in  suspension  but  little  more  sediment  per  cubic  foot  than  at  dead  low 
water.  *  *  *  Moreover,  it  will  be  seen  that  an  analysis  of  the  dis- 
tribution of  sedimentary  matter  held  in  suspension  leads  to  the  same 

>  "  Beport  OQ  the  MiMiuippl  Biyer."    Homphreys  and  Abbot. 
*  See  pase  M9. 
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oonolusion,  by  establishing  that  the  river  is  never  charged  to  its  maxi- 
mum capacity  of  suspension.'* 

Extreme  care  was  taken  in  all  these  measurements  in  determining  the 
amount  of  sediment  in  the  sample  obtained.  It  was  shown  that  deter- 
minations of  sediment  must  be  made  by  weight  and  not  by  volume, 
as  the  latter  method  introduced  discrepancies.  These  were  due  to  the 
di£Eerence  in  density  of  the  sediment,  resulting  from  different  methods 
of  manipulation  by  various  observers. 

An  extended  series  of  measurements  had  been  in  progress  on  the 
Elbe,  at  Harburg,  during  the  years  1837  to  1855,  by  Baurath  Blohm.^ 
The  data  obtained  were  minutely  examined  and  formed  the  nucleus 
for  a  work  treating  of  the  subject  in  all  its  bearings.  The  early 
death  of  Herr  Blohm  prevented  the  publication  of  anything  but  the 
introductory  part  of  the  proposed  book.  Reference  will  be  made  to 
these  observations  later. 

In  1871,  M.  Partiot  published  studies  *  on  the  movement  of  sands 
in  the  Loire,  and  enriched  the  knowledge  of  the  subject  by  minute 
observations  and  extensive  measurements.  This  monograph  deserves 
especial  mention,  as  it  brings  out  strongly  the  importance  of  vortices 
and  eddies  in  the  suspending  power  of  water. 

Attention  is  called  to  the  interaction  of  the  suspended  particles 
in  changing  their  forms  by  friction,  to  the  suspension  and  disin- 
tegpration  of  the  clays  in  the  higher  layers  and  their  mixture  with 
vegetable  matter  to  form  the  rich  alluvial  deposits  which  settle  on  the 
summit  of  the  shoals  at  the  embouchure  of  the  Loire.  The  slower 
moving  sands  are  carried  only  intermittently  in  suspension. 

Measurements  are  given  to  show  that  the  quantities  of  sediment  de- 
crease toward  the  river  mouth,  and  the  interesting  point  is  determined 
by  experiment  that  the  amount  of  silt  varies  not  only  with  the  height 
of  the  flood,  with  reference  to  others,  but  also  with  its  own  relative 
state.  Increasing  as  the  flood  crest  approaches,  it  reaches  a  maxi- 
mum at  its  summit  and  descends  to  a  lower  point  at  the  middle  of 
the  posterior  slope  than  at  the  corresponding  point  of  the  anterior 
slope. 

Partiot  emphasizes  the  idea  that  the  sands  are  only  sustained  by 

1  *•  Ueber  die  in  flieaaenden  Waster  snspendlrt  erhaltenen  SinkBtoffe."  Zeitithrift  det 
ArchiUkten  und  Tngenieur  Vereim,  Hanorer*  1867,  pp.  240-397. 

*  "  M6ixioire  sarles  Sables  de  U  Loire."    If.  Psrtiot.    Annalei  des  Pontt  et  Ohau$tSet,  1, 1871. 


Digitized  by  VjOOQIC 


HOOKER  ON  SUSPENSION  OF  SOLIDS   IN  BIYEBS.  253 

eddies  and  vortices.  He  refers  to  experiments  made  at  Nantes  in  1869. 
Samples  were  taken  at  different  depths  at  a  point  where  the  river  was 
straight  and  free  from  eddies.  Sand  was  not  found  in  suspension, 
though  when  introduced  60  ft.  above,  in  a  surface  velocity  of  1.4  ft. 
per  second,  its  presence  was  readily  detected.  At  another  point,  where 
there  was  a  marked  eddy,  gprains  of  sand  and  mica  were  seen  to  surge 
to  the  surface  and  glitter  in  the  sunlight,  .while  grains  of  quartz  were 
brought  up  in  the  receptacle  from  all  depths.  When  the  vortices  were 
rapid,  grains  could  even  be  taken  in  the  hand. 

The  production  of  these  vortices  and  eddies  is  attributed  to  the  in- 
equalities of  the  bottom,  the  'solids  deposited  there,  the  deflecting  ac- 
tion of  concave  banks  and  the  action  of  floods.  As  the  flood  moves 
down  a  river  in  the .  form  of  an  attenuated  wave,  the  water  flows 
down  the  front  incline  with  an  accelerated  velocity.  It  overtakes  the 
surface  water  down  stream  and  flows  over  it,  causing  eddies.  These 
grow  greater  as  the  crest  of  the  wave  is  approached,  since  the  fall 
increases,  reach  a  maximum  at  the  summit  and  decrease  on  the 
posterior  portion,  where  the  fall  is  decreased.  This  view  is  cor- 
roborated by  the  corresponding  measurements  of  sediment  in  sus- 
pension. 

The  great  velocities  which  these  vortices  reach  in  time  of  flood  ex- 
plain the  movement  of  boulders,  which  could  not  be  taken  up  by 
ordinary  waters.  M.  Partiot  calls  to  mind  the  lifting  strength  of  whirl- 
winds as  a  parallel  case.  An  interesting  point  is  brought  up  in  the  ref- 
erence to  the  action  of  ice  in  the  movement  of  these  solids.  The  sand 
grains  and  pebbles,  as  well  as  large  stones,  at  times  become  frozen 
into  the  ice  forming  at  the  bed  and  banks  of  streams.  With  the  least 
rise  in  the  water  this  may  become  detached  and  carried  to  great  dis- 
tances. 

It  is  to  dragging  rather  than  suspension  that  Partiot  attributes  the 
motion  of  sands  in  the  Loire,  and  quotes  some  valuable  researches 
made  by  M.  Sain j on  in  this  connection. 

A  body  immersed  in  a  moving  liquid  is  subjected  by  the  current  to 
a  thrust  which  may  be  expressed  by 

krFh^ky  F^. 

M.  Sain  j  on  takes  the  constant  A:  =  1.46  for  a  prism,  and  A;  =  .60  for  a 
sphere,  or  as  an  average  A:  =  1  for  the  particles  making  up  gpravels. 
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The  aoiion  of  gravity  upon  this  immersed  body  tending  to  roll  it 
down  stream  is  pnt  equal  to 


^^•-^^""(wk^-^y 


Sinoe  {  rarely  reaches  the  value  iV  it  is  neglected  and  the  approximate 
expression  beoomes 

whence  the  resultant  force  in  the  direction  of  the  current  becomes 

assuming  A;  =  1. 

To  determine  the  value  of  /,  M.  Sainjon  usee  the  results  of  the  ex- 
periments of  Dubuat.  In  this  case  the  bottom  velocities  were  deter- 
mined at  which  the  various  materials  ceased  to  be  moved  by  the  cur- 
rent', and  at  this  point  he  considers  that  the  approximate  resultant 
force  obtained  above  may  be  put  =  o,  t.  «., 

whence 

>  Thii  TAlne  Is  inexact.    The  coneot  Talue  is  derived  as  follows: 

Bepresent  the  resnltMit  weight  in  water  of  the  body  rolling  down  the  inclined  river-bed 
by  IT  =  r  (y  —  y).    Let  /8  =  the  angle  of  the  inoUnatlon  of  the  bed. 

The  gravity  component  parallel  to  the  bed  —  IT  sin.. /8 (1) 

The  normal  component  of  TT  =  JV  »  IT  cos.  ^. 

The  rolling  friction  7  F  =  ii^  tao.  Q=  TT  cos. /Stan.  Q (9) 

Therefore  the  reenltant  force  acting  is: 

W sin. p—W cos.  fi tan.  Q, 

or  since  tan.  fi  =  <and  tan.  Q  =/»  this  becomes 

By  neglecting  i,  however,  thereby  virtually  putting  ^  »  o,  this  final  expression  rednces  to 
the  same  form  as  M.  Sainjon's  approximate  expression  .  F  (y'  —  y)  /  which  is  the  one 
nsed.    Therefore  no  results  are  vitiated. 

•  Sainjon  is  so  quoted  by  Partiot  (*«  Babies  de  la  Loire/'  p.  83).  In  one  esse,  at  least.  th«t 
of  large  sand.  Dubuat  states  ("  Trait6  d'HydrauIlque."  Paris.  1766,  p.  94)  that  the  velocity 
given  Is  that  at  which  the  sand  began  to  be  moved  as  the  bottom  velocities  were  increased 
gradually  firom  8  up  to  8  pouces  per  second. 
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These  results  are  tabulated  as  follows: 


Kind  of  mftteriia. 

Bottom  Telocity 
of  enrrent. 
Meters   per 
second. 

•• 

30 

y-y 

F 

-^(y'-y) 

/ 

Dark  potter's  olaj 

ctaj 

OoftTM  aliMp  yellow  eead. 
Sise  of  eniee 

"tSitftl.      SUeofpeijL;*. 

•^^•"      8ise  of  tmaU 

beens  

Bounded  eea  pebblee  of 
an  ineh  or  more  dUoie- 
ter 

0.081 

o.iea 

0.216 

0.106 
0.18» 

0.835 

0.660 
0.076 

0.0008 

0.U018 
O.OOM 

0.0006 
0.0018 

0.0054 

0.0215 
0.0484 

1.64 

1.86 

1.545 
1.545 

1.545 

1.614 
1.250 

0.002 

O.OOl 
0.008 

0.0045 

0.018 
0.045 

0.0027 

0.0015 
0.0046 

0.0069 

0.0291 
0.0662 

0.0024 

0.0006 
0.0019 

0.0064 

0.0215 
0.0484 

0.88 

0.40 
0.41 

0.78 
0  74 

Angular  flinU  (else  of  a 
hen's  egg) 

0  86 

The  mean  value  of  /  is  0.68.  Eliminating  the  two  values,  0.40  and 
0.41,  BO  widely  different  from  the  others,  the  mean  would  be  0.80. 
Since  0.68  is  approximately  the  tangent  of  the  slope  of  a  natural  talus 
of  ordinary  earth,  while  wet  sand  and  earth  should  have  a  greater  co- 
hesion, M.  Sain j on  chooses  to  use  the  value/ =  0.80. 

Taking  the  ratio  of  the  bottom  velocity  in  the  Loire  to  the  mean 

velocity  at  0.7  (determined  by  measurements  with  a  Woltmann's  wheel), 

V 
and  assuming  in  general  y^  —  ;^  =  1.50,  while  -^^  equals  two-thirds  of 

the  diameter  for  round  forms  and  equals  the  diameter  for  angpilar 
ones,  he  computes  the  following  table  of  velocity  limits  above  which 
gravels  will  begin  to  be  dragged. 


Velocity  ftt  bottom.    Meters 

Mean  Telocity.    Meters  per 

meters. 

per  second. 

second. 

0.0025 

0.25 

0.86 

0.01 

0.50 

0.70 

0.04 

1.00 

1.48 

0.10 

1.50 

2.14 

0.17 

2.00 

2.86 

0.38 

8.00 

4.20 

0.67 

4.00 

5.21 

M.  C.  Lechalas  published  a  memoir,^  also  in  1871,  in  which  he  takes 

exception  to  the  theory  attributing  suspension  to  the  phenomenon  of 

relative  velocities.     He  urges  that  this  assumes  flow  in  parallel  fila- 

>  "LesriTldrss  4  fond  de  sable."  AwmIu  de»  Fmtttt  Ckausiiet,  isn.  Pabllshed  also, 
After  rerision,  ss  sn  snnex  to  Onillemain's  *'  Narlgstion  Int^rienre— BiTldres  et  Osnsnx." 
T&mel.    Puis,  1885. 
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ments  which  corresponds  in  no  wise  to  movements  under  great  veloc- 
ities. His  explanation  attributes  suspension  to  repeated  shocks  from 
the  molecules  of  water  moving  more  rapidly  than  the  suspended  body 
and  to  the  action  of  eddies  caused  by  the  banks  and  bottom.  He  also 
calls  attention  to  the  fact  that  the  variations  in  velocity  in  large  rivers 
are  much  more  rapid  in  the  vertical  than  in  the  horizontal  direction. 
To  these  rapid  vertical  variations  he  attributes  the  formation  of  some 
horizontal  vortices. 

The  body  of  this  valuable  paper  is  devoted  to  an  attempt  to  derive 
numerical  results  for  the  values  of  the  mean  depth,  mean  velocity  and 
fall,  in  alluvial  rivers,  which  will  follow  the  contraction  of  its  width, 
throughout  a  given  length,  by  training  walls.  Certain  parts,  however, 
of  M.  Lechalas'  work  have  a  direct  bearing  on  the  relations  between 
velocity  and  movement  of  sedimentary  matter.  It  will  be  seen  that  he 
lays  stress  on  the  distinction  between  transportation  by  dragging  and 
by  suspension. 

Beferring  to  Dubuat's  experiments,  he  expresses  the  excess  of 
pressure  on  the  up-stream  face  of  an  immersed  body  as  proportional 
to  the  square  of  the  velocity  of  the  water  surrounding  the  body,  i,  e., 
for  sand  grains  on  a  river  bed. 

Thrust  of  the  moving  water  =  a*  v^^, 
where  a  is  a  constant  which  varies  with  the  dimensions,  form  and  posi- 
tion of  the  grains  of  sand. 

The  resisting  force  of  the  sands  of  the  Loire  is  put  equal  to  a  0.25' 
since  they  are  not  transported  until  the  bottom  velocity  reaches 
0.25  meter.^ 

The  resultant  force — 

P  =  a  (v^^  —  0.252) 

is  put  equal  to  the  mass  of  the  particle  multiplied  by  its  acceleration' 
parallel  to  the  direction  of  v^.  Measxiring  the  velocity  v^  in  the 
direction  of  the  axis  of  the  river,  M.  Lechalas  considers  this  resultant 

k  y  F 
^  a  ve*  oorrespondfl  to  the  expreMion  -^ —  v*  used  b  j  M.  Pftrtiot,  quoted  on  page  268. 

s  Oompare  table  quoted  from  Sainjon  at  page  869.  This  refers  to  landt  not  already  com- 
pacted by  the  continned  action  of  onrreote  of  velocity  too  alight  to  transport  the  graln»»  bat 
yet  ■nffloient  to  increase  the  resistiug  power  of  the  surface  lamina. 

s  M.  Lechalas  has  used  the  word  vUeae  here.  It  must,  however,  be  meant  for  acoelera- 
tion.— See  *'Na?igatioa  Inttoieure/'  Oulllemain,  Anntxes— Bivi^res  A  fond  de  sable 
p.  489. 
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force  proportional  to  the  diaoharge  of  sand  in  the  river  and  puts — 

a  (V  —  0.26»)  =  hd 
or 

d  =  y  (V  —  0.25»)  =  m  (v^  —  0.25«)  =  m  (v^  -  0.06) 

where  d  represents  the  discharge  of  sand  per  unit  of  width. 

The  value  of  m  is  to  be  determined  by  observation,  and  in  this 
way  a  correction  made  for  the  use  of  9o>  ^^  absolute  velocity  of  the 
water  at  the  bed,  instead  of  the  relative  velocity  of  the  water  and  the 
solid  particle.  When  the  velocity  v^  becomes  greater  than  a  certain 
value,  the  particles  are  lifted  and  cease  to  roll  on  the  bottom.  The 
term  —  m  0.06  then  disappears  and 
d=^mv^ 
for  particles  suspended  immediately  above  the  bottom. 

The  advancement  of  the  crests  of  the  sand  bars  measured  by  M. 
Sainjon  in  the  Loire  gives  a  method  of  determining  the  value  of  d  for 
corresponding  values  of  surface  velocity  9i,  and  also  a  means  of  com- 
paring this  advancement  with  the  corresponding  velocities  of  the 
current  v^  at  the  bottom. 
Tablb  of  Obsebvatioks  on  Advancbment  of  Cbbsts  of  Sand  Babs. 


TBOUSAHimU  or  A  MKXnt  PBM  aiBOOMD. 

ObMrrad  rarfiioe 

Height  In  meten  of  the 

velooity  In  metan 

oreat  abore  the  down. 

perieoond. 

■trcam  bed. 

Obaerrod  for  »  Upae  of 
manydaya. 

Compnted. 

058 

0.900 

8.0 

8.0 

U.64 

0.300 

3.8 

0.7« 

5.1 

0.75 

0.782 

6.8 

0.81 

0.967 

6.7 

0.81 

7.5 

0.88 

0.760 

7.6 

1.00 

U.963 

10.5 

11.6 

1.016 

0.920 

12.4                                     12.0 

1.016 

0.580 

12.0                                     12.0 

106* 

0.487 

6.2                    ,                 12.85 

1.06 

0.612 

7.0                    '                 12.9 

111 

1.198 

5.8 

14.6 

1.18 

U.6A0 

8.7 

15.2 

1.88 

0.951) 

5.6 

21.6 

wrong  to  aappoaa  tne  co-exlatence 


'It  is 


*  In  the  table  qaoted  abore  by  Leohalaa  ttom  Sainjon  the  following  note  appeara: 
A  B  tne  co-exlatence  of  rolling  and  auppenaion  fort*  """ 

...w  .wi.viu.li  MKiii  of  aooord  with  the  law  of  adranoement  up  tu  v.  =  t  va«  v*u  viuj  w**^ 
•pond  to  a  complete  tranaformation  of  the  method  of  tranpport.    If  there  waa  a  mixed  period 


«gto 
\  abeol 


The  abeolnte  lack  of  aooord 


tence  of  rolling  and  auppenaion  for  the  Teloeitlea  1.08  m.  •  •  •  • 
with  the  law  of  adranoement  up  to  v.  =  1  016  oan  only  oorre- 

nation  of  the  method  of  tranpport.    If  there  waa  a  mixed  period 

extending  between  the  anrfiMe  veloeitiea  1.03  and  1.83,  the  caloalated  Telodtiea  wonld  only 
dliler  gradually  ttom  the  obaerred  onea.  Inatead  of  that,  we  see  that  beyond  v^  =  1.08  the 
obaenred  moTcmenta  are  not  more  than  half  the  oompated  onea.  Thia  remaining  adTanoe- 
ment  ia  explained  by  the  depoait  of  aanda  held  in  anapenaion— a  depoait  canaed  by  the 
andden  diminution  of  Telootty  below  the  oreat.  No  traoe  of  the  mixed  period  remalnlog 
when  the  anrflace  relooity  reaohea  1.08  m.,  it  is  probable  that  it  waa  about  over  when  the 
Talue  reached  1.03  m." 
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The  computed  valnes  of  the  displaoement  of  the  crest  given  in  the 
last  table  are  derived  from  the  formula — 

Displacement  =  0.00013  {vx^  —  0.11), 
in  which  M.  Sain j  on  expresses  the  rate  of  advancement  of  the  crest 
so  long  as  the  surface  velocity  does  not  exceed  1.016  m.  per  second. 

In  discussing  this  formula  M.  Lechalas  calls  attention  to  the  fact 

that  this  displacement  becomes  o  for  v^  =  -v/O.ll,  which  virtually* 

corresponds  to  a  bottom  velocity  of  0.25  m.,  and  that  one  could  write 

fl?=m(r,*—  0.11), 

by  giving  to  in  the  value  0.00013  X  the  mean  height  of  the  crests  in  the 

last  table  corresponding  to  the  surface  velocities  from  0.58  m.  up  to 

1.016  m.     This  mean  height  is  equal  to  0.77  m.  and  the  product  gives 

m  =  0.0001. 

"Whence 

d=:  0.0001  (t7,«  — 0.11) (0) 

He  objects,  however,  to  this  form  because  Vp  the  surface  velocity, 
will  vary  with  the  depth  of  the  stream  and  so  introduce  another 
variable. 

Since  the  bottom  velocity  t?^  ought  not  to  vary  widely,  he  prefers 

his  own  equation 

d  =  mK'  — 0.06) (1) 

to  equation  (0),  preceding,  as  given  by  M.  Sainjon. 

Referring  to  the  preceding  table,  he  adopts  the  value  1.016  m. 

as  the  upper  limit  for  surface  velocities  at  which  dragging  occurs.    Up 

to  this  velocity  the  equation  (1)  will  be  used,  and  beyond  this  limit 

the  equation 

rf  =  m  v^^ (2> 

will  be  used  to  express  the  relation  between  solid  discharge  and 

velocity  at  the  bottom. 

It  remains  to  find  the  value  of  v^  which  corresponds  to  v^  =  1.016  m. 

M.  Lechalas  does  this  by  using  the  formulas  of  Darcy  and  Bazin 

41=0.00028  +  ?:^ (a) 

and  v^  =  v-\-  14  -/27 (h) 

By  combining  these  two  equations, 

A  =  l  +  uJ^=l+14jo.00028+5:^......(c) 

^  ^  M.  SainJoD  (see  page  869)  considers  vo  =  .7  Vj ;    v,  =  y/  o.ll  =  0.331;    «o  =  0.7  X  0-831 
=  0.23  m.  per  second. 
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Bubstitnting  the  value  v^  =  1.016  m.  and  the  values 
Z  =  mean  depth  =  0.5  m. 
=  1.0  m. 
=  2.0m. 
he  derives  the  corresponding  values 

t?  =  0.71,  0.75  and  0.78. 

By  combining  Darcy  and  Bazin's  equations 

t>i  =  t>  +  14  >/  Z  i    and 

he  obtains  

r^  =  t?  —  10  i/  TT {(I) 

which  combined  with  (a)  gives 


^  =  1  —  10     I  0.00028  -h 


0.00035 


4e) 


z      

Substituting  the  values  of  v  which .  correspond  to  the  assumed 
values  of  Z,  the  values  of  v^  are  obtained — 

t?^  =  0.49,  0.56  and  0.61. 

M.  Lechalas  adopts  a  mean  of  these  values,  v^  =  0.55  m.,  as  the 
upper  limit  of  the  bottom  velocity  corresponding  to  transport  by 
rolling  on  the  bed  of  the  Loire.  Since  the  range  of  velocities  for 
which  the  table  on  page  257  gives  indications  of  a  combined  mode  of 
transport  occupies  such  a  small  part  of  the  velocity  scale  (from  t>,  = 
1.016  m.  to  »,  <  1.03  m.),  he  assumes  the  same  value,  v^  =  0.55,  as  the 
lower  limit  of  the  bottom  velocity  corresponding  to  transport  by  sus- 
pension. 

To  show  more  clearly  the  actual  relation  of  these  velocity  limits  to 
the  variables  of  the  current,  an  ideal  canal  is  assumed,  of  constant 
width  and  of  a  flow  equal  to  3  cu.  m.  per  unit  of  width,  so  that 
6  =  1  and  <^  =  3. 

Equations  (n)  and  (d)  preceding  combined  with  the  equation 

q=  Zvy 
Avhich  expresses  the  definition  of  liquid  discharge  when  b  is  put  equal 
to  1,  give,  for  tJ^  =  0.55  m., 

i  =  0.000035,  Z  =  4.50  m.,  and  v  =  0.67  m. 
and,  for  t?„  =  0.25  m., 

t  =  0.000003,  Z  =  10.00  m.  and  v  =  0.30  m. 

To  express  these  results  in  the  words  of  M.  Lechalas: 

**  A  bed  of  regular  width,  filled  with  sand  which  is  not  renewed, 
and  which  lies  at  an  inclination  exceeding  a  certain  limit,  receives  a 


Digitized  by  VjOOQIC 


260  HOOKEE  ON  SUSPENSION  OF  SOLIDS  IN   RIVERS. 

discharge  of  3  m.  of  water  per  second  per  unit  of  width.  After  a 
length  of  time  greater  or  less,  according  to  the  fall  and  the  length  of 
the  canal,  a  state  of  unstable  eqniUbrinm  establishes  itself.  The  mean 
depth  is  then  4.50  m.,  the  mean  yelocitj  0.67  m.,  the  fall  3.5  cm.  per 
kilometer,  and  the  bottom  velocity  0.55  m. 

**  The  sand,  howeyer,  is  still  transported,  bnt  in  quantities  smaller 
and  smaller  each  second.  After  a  considerable  time  a  new  state  of 
equilibrium  is  established.  This  is  final;  it  corresponds  to  a  mean 
depth  of  10  m.,  a  mean  yelocitj  of  0.30  m.,  a  fall  of  3  mm.  per  kilo- 
meter, and  a  bottom  velocity  of  0.25  m.  Although  these  computations 
apply  only  to  an  ideal  channel,  yet  they  are  of  interest  as  showing  what 
an  important  role  is  played  by  the  consideration  of  these  velocity 
limits  in  the  study  of  alluvial  rivers. " 

Betuming  to  the  equations — 

rf  =  m  (V  —  0.06)  for  0.25  m.  <  r^  <  0.55  m (1) 

and  d  =  w  t>/  for  v^  >  0.55  m (2) 

M.  Lechalas  uses  the  following  method  to  determine  the  value  of 
fit.     By  combining  equations  (c)  and  (e)  of  pages  258  and  259. 


1  +  14  Jo.00028+^-^ 
^  = ^^ — (/) 


-lojo. 


00028 +  «-^^ 


Z 

which  gives  the  ratio  between  the  surface  and  bottom  velocities  in  the 
artificial  canal  used  by  Darcy  and  Bazin. 

The  bottom  velocity  ought  to  be  less  dependent  upon  the  depth  than 
that  at  the  surface.  If  a  formula  is  (Expressed  in  terms  of  the  bottom 
velocity,  it  may  properly  be  transformed  into  terms  of  the  surface 
velocity  and  mean  depth,  or  of  mean  velocity  and  mean  depth.  On 
the  other  hand,  when  the  formula  is  in  terms  of  the  surface  velocity, 
and  it  is  desired  to  express  it  in  terms  of  the  bottom  velocity,  it  is 

necessary  to  assume  the  ratio     '   a  constant  for  all  values  of  the  mean 

depth.     This  introduces  an  approximation  unavoidable  without  a  new 
series  of  observations. 

Assuming  Z  =  1  meter*  in  equation  (/ ) 

-'  =  1.80.* 


^  The  mean  of  the  valueii  of  Z  used  to  obtain  the  orltical  ralae  v«  =.  0.66  m.,  and  hence 
the  most  conelstent  valne  to  nee  in  determining  m. 

*rorZ^9m.,^  =  1.60. 
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Equation  (0)  page  258,  which  is  based  upon  M.  Sainjon's  empirioal 
formula,  may  be  considered  reasonably  aconrate  for  the  range  of 
yelocities  for  which  it  is  intended,  as  can  be  seen  from  a  study  of  the 
computed  results  in  the  table  of  page  257. 

Equation  (0)  and  equation  (1)  of  page  258  may  now  be  written 
d  =  0.0001  {v^  —  0.11)  =  m  {v^  —  0.06) 
and,  by  introducing  the  approximate  value  i7,  =  1.80  v^  from  page  260, 
the  value  found 

0.0001  Kx^o  —  0  11/ 
^  -  t7„i  _  0.06 

For  1?^  =  0.60  m.  per  second. 

m  =  0.00037* 

and  M.  Lechalas'  equation  (1)  becomes 

d  =  0.00087  (««*  —  0.06) (8) 

and  (2)  becomes 

d  =  0.00087  1?/ (4) 

The  objections  to  the  introduction  of  the  uncertain  value  of  the 

ratio  — *  in  obtaining  these  final  equations  are  all  admitted,   but  M. 

Lechalas  maintains  that  if  a  numerical  coefficient  can  be  used  when 
the  discharge  d  is  expressed  in  terms  of  v^  at  the  surface,^  one  can  be 
much  more  reasonably  used  when  the  equation  is  in  terms  of  the  bot- 
tom velocity  «^. 

The  years  1874  to  1879  marked  the  arousal  of  a  great  popular  inter- 
est in  the  United  States  in  the  question  of  silt  movements  in  the 
Mississippi.  The  bitter  controversy  between  the  Government  engineers 
and  Captain  James  B.  Eads  with  his  associates  over  the  improvement 
of  the  mouth  of  the  river  need  not  be  entered  into  here.  Suffice  it  to 
say  that  the  many  spirited  articles  written  on  the  subject  during  those 
years  were  not  of  great  scientific  value  and  left  the  knowledge  of  the  dis- 
tribution of  the  sediment  in  the  river  in  the  same  state  of  incompleteness 
in  which  it  was  left  by  the  report  of  Humphreys  and  Abbot  in  1861. 

Mr.  Eads  states  his  views  in  a  letter*^  of  March  15,  1874,  with  refer- 
ence to  these  sediment  movements  in  the  following  words: 

^  For  yalQM  of  «»  between  0.40  m.  uid  0.95  m.,  the  oorreepondiog  vftlaet  of  m  range 
between  O.OOOAl  and  0.00036. 

s  As  is  done  io  the  eqaation  (0)  baeed  on  M.  Sainjon'sfonnula;  displacement  =  0.00018  X 
{v*  —0.11). 

s  To  William  Wlndom,  United  States  Senate,  Chairman  of  Oommlttee  on  Transportation 
Bontes  to  the  Seaboard. 

See  «'  The  Mississippi  Jettiee,"  p.  38.  B.  L.  Oorthell,  New  York,  1881. 
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**By  far  the  greatest  portion  is,  however,  transported  in  suspen- 
sion. ,  The  amount  of  this  matter  and  the  size  and  weight  of  the 
particles  which  the  stream  is  enabled  to  hold  up  and  carry  forward 
depend  wholly  upon  the  rapidity  of  the  stream,  modified,  however, 
by  its  depth.  *  *  *  a  certain  velocity  gives  to  the  stream 
the  ability  of  holding  in  suspense  a  proportionate  quantity  of  solid 
matter  and  when  it  is  thus  charged  it  can  sustain  no  more.  ♦  *  * 
The  fact  that  a  given  current  will  keep  in  suspension  a  corresponding 
quantity  of  solid  matter;  that  at  a  less  velocity  a  portion  of  it  will 
be  deposited  and  taken  up  again  at  a  greater,  is  fully  recognized 
in  experimental  science  and  has  been  extensively  made  use  of  for 
analysis  of  soils.  An  eminent  investigator  of  this  subject.  Prof.  E. 
W.  Hilgard,  oif  the  University  of  Michigan,  now  of  the  University 
of  California,  Oakland,  Cal.,  has  classified  silts  according  to  the 
difierent  velocities  at  which  they  deposit.^  This  independent  line 
of  research  fully  confirms  the  view  herein  advanced  in  explanation  of 
the  phenomena  presented  through  the  alluvial  bed  of  the  Mississippi." 

Gen.  A.  A.  Humphreys,  Chief  of  Engineers,  expresses  his  views  in  a 
report^  to  the  Secretary  of  War,  dated  April  15,  1874,  in  the  following 
words : 

**It  has  been  recently  stated  by  a  civil  engineer,^  in  a  pam- 
phlet concerning  the  improvement  of  the  mouths  of  the  Mississippi 
Biver  by  jetties,  that  the  amount  of  sedimentary  matter  carried  in 
suspension  by  the  Mississippi  River  is  in  exact  proportion  to  the 
velocity  of  its  current;  and  that,  as  a  given  velocity  of  current  will 
keep  in  suspension  a  corresponding  quantity  of  solid  matter  at  a  less 
velocity  a  certain  portion  of  it  will  be  dropped.  *  *  *  The  first 
statement  is  in  direct  conflict  with  the  results  of  the  long-continued 
measurements  made  upon  the  quantity  of  earthy  matter  held  in  sus- 
pension by  the  Mississippi  River  at  Carrollton,  near  New  Orleans,  and 
at  Columbus,  20  miles  below  the  mouth  of  the  Ohio,  one  of  the  chief 
objects  of  which  was  to  determine  this  very  question,  whether  any 
relation  existed  between  the  velocity  and  the  quantity  of  earthy 
matter  held  in  suspension.  These  results  prove  that  the  greatest 
velocity  does  not  correspond  to  the  greatest  quantity  of  earthy  matter 


*  American  Journal  of  Science  m,  VI,  337. 

**  The  olassifled  table  of  Prof.  HUgard  gtves  the  relatiTe  velooitles  created  in  a  mechanical 
contrlTance  made  for  test  purpoaes  in  a  laboratory  in  which  coarse  aand  is  dropped  at  a  cer> 
tain  velocity  of  the  machine,  which  may  be  represented  in  nature  as  a  current  of  about  2.6 
ins.  i>er  second;  the  finest  sand  when  the  current  is  0.3  of  an  inch  per  second;  the  coarseat 
tilt  when  the  velocity  is  O.li  of  an  inch  per  second;  the  finest  silt  when  the  velocity  is  0.03  of 
an  inch  per  second." 

"  Report  ofOhief  of  Engineers,  0.  8.  A.rmy."  187i,  Part  I,  p.  865. 

*  ••  Report  of  Chief  of  Engineers,  U.  8.  Army,"  1874.    Part  I,  p.  863. 
3  James  B.  Eads. 
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neld  iastLspension;  on  the  contrary,  at  the  time  of  the  greatest  veloc- 
ity of  the  current  at  Carrollton,  the  river  held  in  suspension  but  little 
more  sediment  per  cubic  foot  than  when  the  velocity  was  least.  When 
the  quantity  of  earthy  matter  held  in  suspension  was  greatest  the 
velocity  was  2  ft.  per  second  less  than  the  greatest  velocity,  the  quan- 
tity of  earthy  matter  in  the  one  case  being  three  times  as  great  as  in  the 
other.  We  find  at  another  time,  when  the  velocity  was  one-half  the 
greatest  velocity  the  quantity  of  earthy  matter  held  in  suspension 
was  double  the  amount.  Again,  we  find  the  quantity  of  earthy  matter 
in  suspension  the  same,  the  velocity  in  the  one  case  being  6.75  ft.  per 
second,  and  in  the  other,  1.5  ft.  per  second. 

I. — CABBOUiTON,   1851. 


DATS. 


Febnuuraoth , 

March  90th 

April  16th , 

MayOaat  week  of ) 

June  90th 

jQlj  10th  to  80th 

August  lit  to  20th...., 

September  8th , 

October  and  November 

December 

January  90th,  1852. 


Weight  in  grains 
of  sediment  in 
1  ou.  ft.  of 
water. 


Mean  Telocity 
of  river  In 
feet,  per  sec. 
ond. 


I  Change  in  relocity  regularly 

j    decreasing,  while  suspended 

matter  remains  the  same. 


n. — Columbus.     Twenty  Miles  BEiiOW  the  Mouth  op  the  Ohio,  1868. 


DATS. 


Weight  in  grains 
of  sediment  in 
1  en.  ft.  of 
water. 


April  1st 

AprillOth 

April  9«th 

lay  1st 

MaylOth 

MayMd 

June  16th 

July  16th-17th 

August  2d 

August  9th     

September  2d 

September  9th  to  23d 

October  (all  of ) 


Mean  velocity 
of  river  in 
feet  per  sec-' 
ond. 


Bbmabks. 


300 

7.00 

300 

6.25 

460 

7.25 

800 

7.60 

«00 

6.76 

160 

^.76 

3H» 

8.26 

650 

3.76 

S60 

4.76 

250 

4.00 

600 

2.60 

200 

2.25 

200  to  100 

1.60 

(Uniform  decrease  in  amount 
of  sediment,  the  velocity 
remaining  the  same. 
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«  The  tables  (on  page  268)  illnstrating  what  has  just  been  said,  have 
been  prepared  from  the  report  on  the  Mississippi  Biver.  The  figures 
given  express  the  conditions  not  only  on  the  day  noted,  but  on  several 
snccessiye  days. 

**It  is  to  be  remarked  that  the  investigations  respecting  the  sedi- 
ment in  suspension  show  that  the  quantity  depended  on  the  river 
from  which  the  volume  of  discharge  was  at  the  time  chiefly  derived. 

<*The  cross-sections,  both  at  Carrollton  and  Columbus,  remained 
unchanged  during  the  above  observations." 

In  order  to  define  still  more  clearly  the  position  of  Oeneral  Hum- 
phreys on  this  question,  the  following  quotation  is  made  from  his  re- 
port of  1875:* 

'*It  has  been  sometimes  stated  that  every  velocity  of  current  is 
capable  of  carrying  in  suspension  a  certain  fixed  quantity  of  earthy 
matter,  and  that  the  water  of  a  muddy  river  is  always  thus  charged  with 
the  maximum  quantity  of  earthy  matter  it  can  carry.  *  *  *  But  this 
assumption  as  to  the  carrying  power  of  currents  is  utterly  disproved 
by  long  series  of  exact  measurements  upon  the  Mismsftippi  Biver. 
«  «  *  These  measurements  upon  the  quantity  of  earthy  matter 
suspended  in  the  Mississippi  Biver  show  that  at  no  time  has  the  water 
been  so  heavily  charged  with  it  that  the  current  could  not  carry  it 
along  in  suspension  to  the  same  extent  as  it  did  when  the  quantity  of 
earthy  matter  was  least;  and  they  further  show  that  the  current  of  the 
Mississippi  Biver,  when  most  feeble,  can  carry  in  suspension  the 
greatest  quantity  of  suspended  earthy  matter  found  in  it  to  the  same 
extent  that  it  can  carry  the  least  quantity  found  in  it. 

**It  was  undoubtedly  the  observation  of  facts  similar  to  these  that 
led  to  the  conclusion,  entertained  by  some,  that  the  suspending  power 
of  the  current  of  a  river  did  not  depend  upon  its  absolute  rate  of  mo- 
tion, but  upon  the  difference  of  velocity  between  the  adjoining  fillets 
of  water.  There  is  good  reason  to  conclude  that  this  is  one  of  the 
causes  or  sources  of  the  suspending  power  of  a  stream. 

**This  proposition,  therefore,  respecting  certain  velocities  of  cur- 
rent always  carrying  certain  fixed  quantities  of  earthy  matter,  and 
always  adjusting  those  quantities  according  to  its  own  variations  of 
strength  is  so  entirely  disproved  by  facts  that  it  will  not  be  considered 
again.  "^ 

^  AnnQAl  Beport  of  Obief  of  BnginA^ra.  U.  8.  A.."  1875,  Ptrk  I.,  pp.  969-976.  Beprintod  in 
Hnmphreyt  and  Abbot's  «•  Beport  on  tbe  MiMinippl  Elver."  EdiUon  of  1876.  Appendix  M, 
p.  684. 

t  TbOM  readers  who  wlsb  to  go  fartber  into  tbe  details  of  tbis  somewbat  amusing  con* 
troTersj  are  referred  to  Hampbreys  and  Abbot's  Beport  on  tbe  Mississippi  BlTer,  Edition  of 
1876.    Appendioes. 

BeTlew  of  same  bj  James  B.  Eads,  M.  Am.  Soc.  0.  E.»  in  Van  NMirand'i  EnginetHM  Mao- 
OMine,  Vol  XIX.  1878.  pp.  aU-9a9. 

Answer  to  Mr.  Bads*  attaolc  bj  Oeneral  Henry  L.  Abbot,  Van  Nottrand'M  BnginetHng  Mag* 
Qgine,  January,  1879,  Vol.  XX,  pp.  1-6. 

Answer  to  General  Abbot  by  Mr.  Bads,  Van  Ifottrand'i  Enginaering  Magazinef  Vol.  XXI, 
1879,  p.  154.  "»      -ir 
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An  article  by  Mr.  G.  K.  Gilbert,  *  upon  the  erosion  of  the  Colorado 
canons,  appeared  in  the  American  Journal  of  Science ^  Jnly  and  Angtist, 
1876.  While  subject  to  some  criticism,  it  may  be  regarded  as  a  most 
yalnable  contribution  to  the  knowledge  of  the  laws  of  transport  of 
solid  bodies  by  water  currents.  It  is  believed  that  Mr.  Gilbert  is  the 
only  writer  who  has  called  attention  to  the  fact  that  the  same  expendi- 
ture of  energy  will  transport  a  greater  weight  of  fine  particles  than  of 
coarse  ones  of  the  same  density. 

A  series  of  observations  was  conducted  by  Assistant  Engineer  J.  B. 
Johnson  at  Helena,  on  the  Mississippi  Biver,  in  1879.  '^  Longitudinal 
and  transverse  soundings  were  made  to  determine  the  existence  and 
movement  of  sand  waves  in  the  river  bed,  and  the  results  plotted*  so 
as  to  show  clearly  the  presence  of  these  undulations.  From  the  obser- 
vations Mr.  Johnson  deduces  the  following  facts: 

'*  Average  length  of  waves  from  crest  to  crest,  about  100  m. 

"Extreme  length  of  waves  from  crest  to  crest,  about  150  m. 

**  Average  height  of  waves  from  crest  to  valley,  about  5  ft. 

**  Extreme  height  of  waves  from  crest  to  valley,  about  8  ft. 

**  Average  velocity  of  motion  of  crest,  5.41  m.  per  day. 

**  These  results  were  obtained  in  a  depth  of  water  varying,  from  13 
to  30  ft.  The  stage  of  the  river  varied  from  12  to  18  ft.  above  low  water 
at  Helena.  The  waves  decreased  in  size  for  a  falling  river  and  vice  versa. 
Their  rate  of  motion  down  stream  is  a  function  of  the  velocity  of  the 
water. .  They  do  not  extend  from  bank  to  bank  at  Helena  but  disap- 
pear about  200  m.  from  each  shore,  covering  about  1  000  m.  of  the 
cross-section  of  the  river." 

Sediment  measurements  were  made  by  the  same  party  from  March 
1st  to  June  18th,  1879,  and  deserve  special  mention  because  of  the  in- 
troduction of  an  improved  sediment  can^  for  bringing  up  specimens 
from  the  bottom. 

Samples  were  taken  each  day  from  the  surface  and  1  ft.  above  the 
bottom  at  points  one-fourth  and  three- fourths  of  the  distance  across 
the  river.  Proportions  of  sediment  were  determined  by  weight  in  the 
later  experiments  and  the  mean  velocity  of  the  river  was  determined 
by  floats  upon  five  occasions  during  the  extent  of  the  observations.' 

^  See  dlgeet  In  Engineering  Newt,  Angnit  19tb,  1876. 

<  See  '*  Report  of  Chief  of  Bngineen,  United  Statee  Army/'  1879.  Fart  la.  pp.  1963- 
1970. 

*  See  PUte  I.  p.  1966.  *«  Report  of  Chief  of  Engineers/'  1879.  Fart  UI. 

«  For  sketch*  see  **  Report  of  Chief  of  Engineers*  United  States  Army/'  1879,  Fart  III,  p. 
1966. 

s  The  tabular  resnlt  of  these  observations  is  gtren  at  p.  1969  of  at>OTe  Report. 
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Simultaneous  observations  of  a  like  nature  were  conducted  at  St. 
Louis'  by  B.  E.  McMath.  They  are  more  satisfactory  in  that  they 
offer  a  slight  opportunity  for  study  of  transyerse  distribution  of  sedi- 
ment.    Both  sets  give  velocity  measurements. 

The  most  extended  set  of  observations  published  upon  sedi- 
ment movements  and  sand  waves  are  those  instituted  by  the  Missis- 
sippi^ and  Missouri'*  Commissions  in  1879-1881.  These  were  made  at 
St.  Louis,  Carrollton,  Prescott,  Winona,  Clayton,  Hannibal,  Grafton 
and  St.  Charles.  They  are  wide  enough  to  put  at  rest  certain  debated 
questions,  but  yet  fail  in  several  points  to  be  completely  satisfactory — 
notably  in  failing  to  give  data  on  horizontal  distribution.  These 
measurements  will  be  again  referred  to. 

Major  Allan  Cunningham  made  a  series  of  observations  on  the 
Changes  Canal^  to  determine  the  amount  of  sediment  carried  and  its 
distribution  in  the  cross-section. 

A  tube  12  ft.  long,  open  at  both  ends,  was  thrust  down  vertically 
from  a  floating  boat  until  the  bottom  was  reached.  It  was  then  closed 
at  the  bottom,  by  a  lid  worked  by  a  spring,  and  the  column  of  water, 
extending  from  bed  to  surface,  carefully  separated  from  its  sediment 
by  decantation  and  filtration. 

This  sediment,  when  weighed,  gave  a  result,  called  silt-density, 
which  represented  the  average  density  in  the  vertical  examined. 

To  determine  the  distribution  of  silt,  two  collections  were  made, 
by  the  method  indicated,  at  each  of  nine  points  in  the  width  of  the 
canal  at  two  different  cross-sections.  Each  set  was  completed  as 
rapidly  as  possible.  The  mean  silt  velocity  past  each  vertical  was 
computed  by  multiplying  this  silt  density  by  the  corresponding  mean 
velocity.  Captain  Cunningham  then  plotted  three  transverse  curves 
on  a  common  base,  using  as  ordinates  the  silt  density,  the  mean  silt 
velocity,  and  the  mean  velocity  past  each  of  the  nine  verticals.  From 
the  want  of  relative  connection  between  these  curves  he  concludes  that 
in  the  Granges  Canal  there  is  no  close  relation  between  the  silt  and 
the  velocity  at  different  parts  of  the  channel,  and  that  the  silt  density 
at  any  point  varies  from  instant  to  instant. 

Van  Nottrand't  Engineering  Magcuine,  1883.  p.  33. 

2  "  Report  of  OUlef  of  Engineen  UDited  SUtes  Army."  1883.  IK. 

3  *'  Report  of  Chief  of  Engineers,  United  States  Army,"  1887,  lY. 

4  «•  Boorkee  Hydrsnlic  Experiments/'  Boorkee,  1881,  Chap.  XXIV.  Abstracted  and  discussed 
In  Prooeedingi  of  the  Institute  of  Oiril  Engineers.  1882,  Vol.  LXXC.  pp.  1-94.  Same  reprodnoed 
in  Van  Nottrand't  Engineering  MagaBine,  April  and  May,  1883. 
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In  continaatioD  of  these  meaBurements,  73  collections  were  made  at 
four  of  the  cross-eections,  the  depth  and  velocity  at  two  of  them  being 
very  different.  These  results  led  to  the  conclusion  that  the  mean  silt 
density  in  no  way  depended  upon  the  depth  or  velocity  in  this  canal, 
bnt  rather  upon  the  state  of  the  supply  water  from  the  Ganges. 

The  best  known  formula  for  the  determination  of  the  size  of  parti- 
cles dragged  by  a  current  of  a  given  velocity  is  that  proposed  by  Mr. 
Wilfred  Airy,  and  derived  by  him  as  follows  :^ 

Let  a  =  the  length  of  the  largest  cube  the  current  could  move. 

Then  weight  of  cube  =  y'  a"^  (y'  const.). 

Friction  of  cube  on  bed  of  river  =/'  y'  cf  {p  const.). 

Total  pressure  of  current  on  exposed  face  of  cube  =  k  c?  v^  (k 
const.) 

For  equilibrium — 

whence 

fr'" 

therefore  the  weight  of  the  largest  cube  which  a  current  with  a  bottom 
velocity  v^  could  move  would  be 

k         A'  k 


^'"'=K7^'»')=7^. 


If  O*  and  G"  were  the  weights  of  cubes  of  silt,  etc.,  which  could 
just  be  moved  by  currents  of  bottom  velocities  v^  and  v^'  respectively, 
then 

-i;=(f)' ■« 

or,  numerically: 

If  Vq  is  increased  by  i  of  itself,  it  will  move  particles  of  twice  the 

/    1    x6       1 
weight,  since  i  — r—  j  =  -^;  and  if  the  velocity  i?^  is  doubled,  it  will 

(1  \  *       1 
"o"  /  ~  ftZ* 

*  See  oolideiued  description  in  Prooudingi  of  the  Inttitntion  of  OiTil  Engineers,  Vol. 
S2,  P..26.    notation  changed. 

Bee  Ohnrch's  "  Keobanios  of  Engineering,"  p.  831. 

A  formula,  showing  tliat  the  scouring  power  of  a  natural  stream  is  proportional  to  the 
serenth  power  of  the  velocity,  is  said  to  have  been  proposed  about  1855,  by  W.  HopkinR,  of 
Oambrldge,  England. 

See  Baldwin  Latham  in  Proceedingi  of  the  Institution  of  Civil  Engineers,  Vol.  82,  p.  43. 
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Mr.  Henry  Law  shows  this  formula  to  be  also  applicable  to  the 
case  of  a  cube  rolled  along  instead  of  sliding,  and.  to  be  true  for  a 
sphere  as  well  as  a  cnbe.^    His  proof  follows: 
The  moment  of  resistance  of  the  cube  to  turning  about  its  edge  is 

The  turning  moment  of  the  thrust  of  the  current  is 

At  the  instant  of  turning  the  equation  of  equilibrium  gives 

whence 

«  =  ^  V 

Following  the  same  process  used  by  Airy  above,  this  leads  to  hia 
formula  (1). 

In  the  case  of  spheres,  assume  each  one  to  be  resting  upon  three 
others. 

Weight  of  sphere  =  —•  it  r^  y\ 
o 

Let  r  sin.  fi  =  lever  arm  of  weight  about  point  of  turning. 
Then  moment  of  resistance  to  turning  is 

-^  icr^  y^  ,r  sin.  fi  = -^  ^  X' ^*  ^in.  fi 
Thrust  of  the  current  =  k  n  r^  v^. 

Its  lever  arm  about  the  point  of  turning  would  be  r  cos.  /3, 
Then  the  turning  moment  due  to  the  thrust  would  be 

k  icr^  vj  cos.  fi. 
For  impending  motion,  the  equation  of  equilibrium  gives 


whence 


k  n  1^  v^  COS.  /5  =  —  w  ;/'  r*  sin.  ft 


^  =  — —  «^o'cot. /?.♦ 


This  again  leads  to  Mr.  Airy*s  equation  (1)  as  above,  fi  being  con- 
stant  as  r  varies. 

^  See  Pfooudkngt  of  the  lostttntioa  of  Civil  Engineerf ,  Vol.  83,  pp.  29-80.  Notation 
changed. 

*  Through  an  oreraight,  Mr.  Shaw  hat  obtained  an  incorrect  nnmerical  coeiBoient  for 
this  last  eqoatton  in  having  used,  for  the  valne  of  the  section  of  the  sphere  normal  to  th» 
current,  \ird*  instead  of  i  v  4*.    It  is  corrected  here. 
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Mr.  Shaw  then  conolndes  that  the  weight  of  particles  moved  by  a 
torrent,  whether  cabes  or  spheres,  and  whether  the  action  be  sliding 
or  rolling,  will  yary  as  the  sixth  power  of  the  mean  velocity  of  the 
current  impinging  on  them,  if  cohesion  between  the  particles  be  dis- 
regarded. 

M.  J.  Thonlet,  Professor  of  Science,  at  Nancy,  published  in  1884 
the  results^  of  some  experiments  made  to  determine  the  force  required 
to  keep  particles  of  different  sizes  and  densities  suspended  in  water. 

The  apparatus  used  consisted  of  a  glass  tube  placed  in  a  vertical 
position  and  connected  at  its  lower  end  by  a  rubber  tube  with  a  stop- 
cock to  regulate  the  velocity  of  a  water-current  ascending  through  the 
glass  tube.  The  water  was  led  away  by  a  waste-pipe  connected  near 
the  top,  and  the  velocity  for  each  experiment  determined  from  the 
weight  of  water  flowing.  The  details  of  the  experiments  were  carried 
out  with  scientific  exactitude. ' 

M.  Thoulet  computed  the  mean  velocity  of  the  current  required 
in  tubes  of  four  different  diameters  (2.2,  4775,  6.75  and  8.0  mm.)  to 
hold  unmoved,  at  a  fixed  point,  spheres  of  different  sizes  and  densi- 
ties. These  spheres  were  lead  bullets  of  different  calibers  and  balls 
of  wax  containing,  in  their  interior,  grains  of  tin,  lead  or  copper. 
Their  sphericity  was  tested  under  the  microscope,  and  in  all  cases 
they  were  kept  at  the  specified  height  for  a  length  of  time  not  less 
than  30  seconds. 

From  his  results  M.  Thoulet  has  computed  a  table  giving  in  milli- 
meters per  second  the  velocities  of  vertical  currents  of  water  capable  of 
holding  in  suspension,  at  a  fixed  height  in  the  tube,  spherical  grains 
of  known  radii  and  of  given  densities.  These  radii  vary  from  1  to  2.5 
mm.  and  the  densities  from  1.5  to  4.  The  table'  also  gives,  in  milli- 
grams, the  thrust  of  the  current  against  the  grain. 

This  thrust  is  equal  to  the  resultant  weight  of  the  grain  immersed 

in  water,  t.  e., 

±K7^  (y'--!)  =  thrust 

and  M.  Thoulet  has  computed  the  values  corresponding  to  the  differ- 
ent values  of  r  and  y'  from  this  formula. 

Making  the  assumption  of  spherical  grains  in  a  stream  bed,  he  con- 
siders  that  each  one  may  be  regarded  as  resting  on  three  others,  and 

^  Awnalm  det  Mintt,  1881, 1,  pp.  607-530.  For  digest.  Me  AnnaUi  des  Fonts  et  Ohauuies, 
1886, 1,  pp  499.M0. 

•  See  dasoriptioii  in  AnnaUi  de$  Minu,  1884, 1,  pp.  507-580. 

*  The  tune,  p.  521.    Dee  p.  812  of  thU  paper. 
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shows  graphically  that  for  a  horizontal  movement  a  force  will  be 
required  sufficient  to  move  the  grain  up  a  slope  of  about  37^.^ 

This  force  =  J  «•  r*  (;k'  —  1)  sin.  37^. 

By  referring  to  his  table  M.  Thoulet  determines  the  bottom  veloc- 
ities required  to  exert  a  force  equal  to  that  demanded  by  this  formula 
for  the  three  cases  given  below. 


Material. 


CoAnemnd 
Fine  sand.. 
River  sand. 


Diameter  of  graina  in 
milllmetera. 


0.40 
0.70 
1.70 


Velocit7  reqatred  In 

millimeters  per 

aecond. 


40  00 
69.68 
109.68 


M.  Vauthier,  in  a  valuable  paper^  before  the  French  Association 
for  the  Advancement  of  Science,  in  1884,  developed  mathematical  ex- 
pressions for  the  velocity,  at  any  instant,  of  a  solid  body  falling 
through  a  liquid,  and  for  the  path  described  in  a  given  time. 

His  method  consists  in  writing  the  accelerating  force  equal  to  the 
mass  multiplied  by  the  acceleration  of  the  body,  assumed  to  be  a  sphere. 

Accelerating  force  =  weight  of  body  —  resisting  force 


=  ^«r^(r' 


1) 


■r'k 


2<7 


When  the  motion  has  become  uniform  the  accelerating  force  will  be 
zero,  and  one  may  write  for  this  case. 

^„r'{y'-l)-ni-k^=0   (1> 

whence,  

'''=^Ni4-'i^(-'-^) ''' 

where  v'  represents  the  limiting  velocity,  after  which  motion  is  uni- 
form. 

For  any  stage  of  the  motion 


^-rUr'-l)--r'k^ 


S     g     ^     at 
=  mass  X  acceleration. 


-i-^  y  ^ (3) 


1  This  is  the  ralne  of  the  angle  fi  iu  Mr.  Show's  aoalysia  preceding. 

a  «•  De  Tentrainement  et  du  transport,  par  lea  eaax  conrantes,  des  vases,  sables  et  gra- 
viers." 

L.  L.  Vauthier,  ••  Mdmoires  de  1'  association  fran<;ai8e  pour  1*  avancement  des  sciences/' 
Blois.  September  8. 1884. 

Abstracted  at  length  in  the  '♦  Memoires  de  la  8ociet6  des  Ingenieurs  Civils  de  France," 
1885.  2.  pp.  29-35. 

General  results  also  given  in  Engineering  Newt,  November  1, 1884,  p.  311. 
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Snbtraotdng  (1)  from  (3)  and  simplif jing 

8  ,  d 


k{v''-^)=^rr'^- 


Separating  the  two  variables 


8     r  y*  v'^  —V 

Since  v  =^o  for  t  =  o  one  may  write: 

Integrating  by  partial  fractions 

8    r  r'  '-  2  t?\J   o  t>'  +  r        J  ^  v^^v  J 


whence, 
Putting 


3  A:        ,^        t?'-fr 

4  r  X  t?'  —  t? 

^=^7Tr^' (5) 


\    r  y 
and  transforming 

,  e^<  -  1 


-=-'?wTri : (6) 

and,  since  d 8  =  v  dt 

'^«  =  ^';ivrqr-i^^^ •. (7) 

whence,  by  integration,  since  when  s  =  o,  t  =  o  : 

,  =  «'|^*--|-log.,2  +  -|-iog.,  (l  +  _l_)J (8) 

»  Put  «J»  —  1  =  «  and  eA'*  4- 1  =  «*  +  2. 

Then  e^>  =  «  +  1.    DifferentUtiDg,  du  =  e^t  ydl, 

dt^      ^"     _  ^  ^" 

°''                                                             JVeJV*  ~  N  u  +  l' 
Siibftltutiog  these  values  in  (7)  above 

u  1  du 

'^-'"  ^TliTSTl («> 

8ei>aratlng  into   partial  fractions  by   the   method   of  indeterminate  ooefBcients   (of. 
Osborne's  *'  Differential  and  Integral  Oalcalus/'  p.  189). 

tt      _J 1 

(tt  +  1)  (tt  +  2)^u-f  2        tt-fl 
SubstitutiDg  this  value  in  (a)  and  integrating 


-^»=«21og.,  (tt  +  Q)_log..  (tt  +  l)  +  (7     (b) 

{Footnote  continued  on  neaUpooe,) 
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Assuinmg  il*  =  0.5  and  ;^'  =  2.0  for  a  mean  of  the  partdoles  moved 
in  river  beds,  and  ^  =  9.8088  =  10,  approximately,  M.  Vauthier 
obtains  from  (2)  and  (6)  (for  meter  measure). 

r' =  6.16393  \/ 27 (9) 

1.93648 

""-T^ (^«> 

This  last  equation  shows  that  for  particles  of  slight  diameter,  the 
value  of  jV,  and  consequently  of  c  ^,  is  very  large. 
Writing  equation  (6)  in  the  form 

1 


1  — 


V  =  V* 


tt' 


St 


•+i- 


it  is  at  once  seen  that  the  fraction  in  the  second  member  rapidly  ap- 
proaches the  value  1  as  the  diameter  of  the  particle  is  decreased,  t.  e., 
as  N  approaches  oo.  Therefore  «  approaches  v'  asymptotically,  and 
at  the  limit  the  two  will  be  equal. 

For  the  same  reason  given  above  the  transcendental  term  in  equation 
(8)  will  be  so  small  as  to  be  negligible  for  particles  of  slight  diameter. 

By  numerical  substitution  in  equations  (9),  (10),  and  (8).  M. 
Vauthier  shows  that,  for  a  block  as  large  as  1  m.  in  diameter,  at  the 
end  of  the  first  second  the  velocity  will  be  only  about  |  of  the  velocity 
limit  V*,  and  the  transcendental  term  in  (8)  will  be  too  large  to  be 
neglected,  but  that,  with  succeeding  seconds,  it  tends  rapidly  to 
approach  the  value  v\  while  the  transcendental  term  tends  rapidly 
toward  o. 

When  i  =  o,t=z0.  Mid  hence  u=  o,  since  u  =  eM  —  1.  Sabslitntlng  these  valoee  in  (6) 
and  eolring  for  O 

(7^  —  2  log.*  a. 
Snbetttnting  this  Ttlne  in  {b)  and  inlrodnoing  the  yalues  of  (u  +  1)  and  (« -f  2) 

t  =  -^  log.,  {em  4-1) 77-lo«-»  «^-    ^^^log.*  2  (c) 

2  V* 
To  the  second  number  of  (e)  adding  and  subtracting  —r^  log.«  e^'l, 

and  collecting  similar  terms 

*  =  f»  [-^aog^  (sM  +  i)  -log..  eJW)4-  (-^-  -^)  >««•    «i«  -  -1-  log..  2  ] 

Since  log..  ein=:  Nl,  and 

log..  («M  +  1)  _  log^  eJn  =  log..  *^J^  ^  =  log..  (  1  -f  ^) 
there  results  flnallj 

.=  ..[,_  4- tog.,  a  4  4rio«..  (i+  i.)] 

Compare  BUhlmann's  "  Hydromechanlk,"  p.  699,  for  a  similar  solution. 
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To  determine  the  length  of  the  period  of  time  required  before  the 
yelooit J  of  particles  of  different  sizes  becomes  practically  uniform,  M. 
Yanthier  has  expanded  equation  (6)  by  division  into 

.=..ri_j_+_2___i.+ -| 


For  all  but  very  large  bodies  all  but  the  first  two  terms  may  be  neglected. 
To  find  the  length  of  time  before  the  actual  velocity  will  differ  from 
the  velocity  limit  by  -rsW*  one  may  put 

2     ^     1 

e^i         lOOO' 
wheree^«  =  2000,  and 

'='fi^ <") 

From  equations  (5)  and  (11)  M.  Vauthier  has  prepared  a  table  for 
particles  of  different  diameters,  showing  the  length  of  the  path  de- 
scribed in  the  first  four  seconds,  and  the  length  of  time  elapsing  before 
the  actual  velocity  lacks  only  Yiho  of  the  velocity  limit  v\ 

This  table  shows  how  rapidly  the  velocity  of  fall  approaches  the 
velocity  limit  in  each  case,  especially  with  the  smaller  particles.  It  is 
not  until  the  diameter  of  the  particle  becomes  as  great  as  1  m.  that 
there  is  an  appreciable  difference  between  the  two  at  the  end  of  the 
third  second,  and  even  then  the  difference  is  slight. 

Assuming  a  particle  free  to  descend  with  a  vertical  velocity  v  in  a 
current  of  water  whose  mean  horizontal  velocity  is  u,  its  vertical 
velocity,  except  in  the  case  of  very  large  bodies,  may  be  put  equal  to 
the  corresponding  velocity  limit  v'. 

The  direction  of  its  path,  while  not  a  straight  line  because  of  the 
relative  velocities  of  the  filaments  of  water,  will  yet,  in  general,  form 

if' 
an  angle  with  the  horizon  whose  tangent  is  — . . 

If  the  height  above  the  bottom  at  starting  was  z  it  will  reach  the 
bed  of  the  stream  after  a  time 


i=A 


and  at  a  distance  down  stream 


u 


With  numerical  values  IVC.  Vauthier  obtains  the  following  resj^lts: 
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a  r  (in  meters). 

Velocity  of 

current 

u  (in  meters). 

Original  height 
abore  bed    ' 
M  (In  meters). 

Time  in  sinking 

to  bottom 

(  (in  seconds). 

Distance  traversed 
down  stream 
I  (in  meters). 

0.0001  (mnd) 

0.001     (MDd) 

0.01  (grttvel) 

1.00 
1.00 
1.00 

1.00 
1.00 
1.00 

19.38 
6.12 
1.9i 

10.38 
6.12 
1.94 

Suppose  this  body,  falling  through  the  -water  with  a  vertical 
velocity  v\  meets  an  upward  accidental  current  with  a  vertical  com- 
ponent equal  to  v*.  It  would  be  kept  in  suspension  so  long  as  the 
current  endured.  This  is  held  by  M.  Vauthier  to  explain  the  phenom- 
enon of  suspension. 

He  draws  the  following  conclusions  from  his  study: 

**  (a.)  Water  does  not  possess  a  special  property  by  virtue  of  which 
it  holds  in  suspension  minute  particles  of  a  density  superior  to  its  own. 

**  (ft.)  These  particles  always  move  toward  the  bottom  with  a  velocity 
which  depends  upon  their  density  and  which  is  inversely  as  the  square 
root  of  their  transversal  dimensions. 

**  (c.)  From  the  value  of  these  velocities,  for  materials  of  a  density 
similar  to  those  which  form  the  surfaces  of  the  beds  of  water  courses, 
the  effects  of  displacement  and  of  transport  observed  in  streams  and 
rivers  is  very  well  explained  by  the  single  fact  of  accidental  or  per- 
manent currents  which  act  upon  the  bottom.  *' 

In  his  **  Hydraulique"  ^  M.  Flamant  has  brought  together  the  most 
valuable  parts  of  the  theories  advanced  by  Dupuit,  Vauthier,  Fartiot, 
Sain  j on  and  Lechalas.  His  work  is  of  especial  interest  in  that  he  calls 
attention  to  the  bearing  upon  this  question  of  an  article  by  M.  Du 
Boys^  intended  to  complete  Dupuit*s  explanation  of  the  increased 
velocity  of  a  surface  float  over  that  of  the  mean  of  the  surrounding 
filaments  of  water.  M.  Du  Boys  has  completed  the  explanation  of 
Dupuit  by  adding  that,  while  the  displaced  water  and  the  floating 
body  are  alike  subjected  to  the  accelerating  force  due  to  gravity,  yet 
the  resistances  to  which  they  are  subjected  are  different.  In  the  dis- 
placed water,  a  portion  of  the  gravity  work  is  lost  from  the  non- 
parallelism  of  the  filaments  and  the  consequent  internal  frictions,  while 
in  the  floating  body  all  the  accelerating  force  due  to  gravity  is  used  in 
overcoming  the  friction  on  the  sides  and  in  producing  the  increased 
velocity. 

^  "  M6oaniqae  Appliqn6e.  Hydrauliqne"  pp.  290-811.  M.  A.  Flamant,  Psris,  1891.  Baudry 
JkOie. 

a  AmaUt  du  Ponttti  Okcmtiet,  1886,  !» p.  199. 
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In  summing  np  the  resnlts  of  his  study,  M.  Flamant  expresses  the 
belief  that  the  power  of  suspension  increases  with  the  quantity  -r— , 

with  the  mean  or  bottom  velocity  and  with  the  depth. 

Experiments  reported  by  Mr.  G.  F.  Deacon  in  connection  with 
studies  for  the  Manchester  Ship  Canal  give  an  accurate  description  of 
the  detailed  action  of  flowing  water  upon  a  bed  of  sand.  His  sum- 
mary of  results^  will  be  reproduced  here. 

**  The  obseryations  were  made  in  a  long  flat-bottomed  trough  with 
glass  sides  by  means  of  which  the  behavior  of  the  sand  could  be 
accurately  observed.  The  sand  was  from  the.  estuary  of  the  Mersey, 
the  quantities  moved  were  weighed  and  the  surface  velocities  of  the 
water  carefully  measured.  When  water  flowed  with  a  steadily  increas- 
ing velocity  over  a  surface  of  such  sand,  fine  pieces  of  broken  shell 
were  first  moved,  and  the  surface  velocity  required  to  produce  such 
movements  was  considerably  less  than  1  ft.  per  second.  At  such 
velocities,  however,  the  sand  proper  was  perfectly  stable,  and  however 
long  the  flow  continued  it  remained  undisturbed ;  but  the  fine  pieces 
of  shells  at  the  surface  of  the  sand  moved  in  spasmodic  leaps,  accumu- 
lating wherever  the  velocity  was  somewhat  less. 

**  The  first  movement  of  sand  began  at  a  surface  velocity  of  1.3  ft. 
per  second.  This  movement  was  confined  to  the  smaller  isolated 
grains;  and  if  the  same  velocity  was  maintained,  the  grains  so  moved 
ranged  themselves  in  parallel  bands  perpendicular  to  the  direction  of 
the  current,  each  band  taking  the  form  of  the  well-known  sand  rip- 
ples of  the  sea  shore  or  sand-bottomed  stream,  with  its  flat  slope  up- 
wards and  its  steep  slope  downwards  in  the  direction  of  the  current. 
At  this  velocity  the  profile  of  each  sand  ripple  had  a  very  slow  motion 
of  translation,  caused  by  particles  running  up  the  flatter  slope  and 
toppling  over  the  crest.  The  steep  downward  slope  was,  therefore, 
being  constantly  advanced  at  the  expense  of  the  denudation  of  the  less 
steep  upward  slope.  At  a  surface  velocity  of  1.5  ft.  per  second  the 
sand  ripples  were  very  perfect  and  traveled  with  the  stream  at  a  speed 
of  about  -rhs  of  the  surface  velocity.  At  a  surface  velocity  of  1.75, 
the  ratio  was  reduced  to  about  T^soy  and  at  a  surface  velocity  of  2  ft. 
to  tJit'  a  critical  velocity  was  reached  when  the  surface  of  the  water 
moved  at  2.125  ft.  per  second,  when  the  sand  ripples  became  very 
irregular,  indicating  greatly  increased  unsteadiness  of  motion  of  the 
water.  Up  to  this  point  the  whole  amount  of  scour  was  represented 
by  the  volume  of  the  sand  waves  multiplied  by  an  exceedingly  low 
velocity,  always  less  than  the  -^^  part  of  the  surface  velocity  of  the 
water.  At  about  this  critical  velocity  of  2. 1  ft.  per  second,  the  particles 
rolled  by  the  water  up  the  flat  slope,  instead  of  toppling  over  the  steep 

1  Proeuding$  of  the  Instttutioo  of  OItII  Baglneert.  1894»  Vol.  U8,  pp.  93-96. 
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slope,  were  oooasionally  carried  by  the  water  direct  to  the  next  crest; 
and  as  the  velocity  of  the  water  was  gradually  increased,  an  increasing 
bombardment  of  each  crest  by  the  crest  behind  it  took  place. 

**  At  about  2.5  ft.  per  second,  another  critical  velocity  was  reached 
and  many  of  the  little  projectiles  cleared  the  top  of  the  first  or 
even  of  the  second  crest  ahead  of  that  from  which  they  were  fired.  At 
surface  velocities  of  2.6  to  2.8  ft.  per  second,  the  sand  ripples  became 
more  and  more  ghost-like,  until,  at  2.9  ft.  per  second,  they  were  wholly 
merged  in  particles  of  sand  rushing  along  with  the  water  in  suspen- 
sion. After  this  the  scour  was  of  a  totally  different  character ;  the 
sand  and  water  became  mixed,  and  a  constant  process  of  lifting,  car- 
rying and  depositing  of  individual  particles  ensued,  the  sand  being 
stirred  to  a  depth  and  lifted  to  a  height  dependent  upon  the  velocity. " 

Mr.  Deacon  refers  to  the  theory  that  the  weight  of  sand  moved  is 
proportional  to  the  sixth  power  of  the  velocity  of  the  water  and  believes 
the  method  of  determination  of  this  law  to  be  fallacious.  His  observa- 
tions showed  that,  within  the  limits  of  the  experiments,  the  weight  of 
material  transported  was  proportional  to  the  fifth  power  of  the  surface 
velocity  or  possibly  a  little  more.  Two  curves  are  given  expressing 
the  results.  One  shows  the  relation  between  the  surface  velocity  and 
the  solid  discharge  in  pounds  of  sand;  the  other,  the  ratio  between 
the  surface  velocity  of  the  current  and  the  velocity  of  translation  of 
the  crests  of  the  sand  ripples. 

M.  Gallois  has  described^  a  method  of  experiment,^  which  throws 
light  upon  the  problem  of  suspension.  A  glass  bottle  3  ins.  in  diam- 
eter is  used  and  its  flat  bottom  covered  to  a  depth  of  0.2  in.  with  clean 
sand.  By  corking  so  as  to  exclude  all  air  and  rotating  rapidly  by 
means  of  a  twisted  cord  or  a  turn-table,  the  sand  is  thrown  by  centri- 
fugal force  against  the  sides  of  the  bottle.  The  motion  of  the  bottle 
is  communicated  to  the  water  progressively  from  the  sides  to  the 
center,  the  sand  remaining  at  the  outside.  If  the  bottle  be  suddenly 
stopped  when  the  velocity  of  the  water  has  come  to  equal  its  own,  the 
sand  will  at  once  project  itself  from  the  sides  to  the  center  in  a  cloud, 
gradually  subsiding  to  form  a  cone  at  the  bottom,  with  a  vertical  axis, 
whose  length  increases  with  the  velocity  of  rotation. 

This  cone  flattens  with  decrease  in  velocity,  until  in  still  water  it 
assumes  the  corresponding  slope  of  equilibrium  for  sand.     M.  Gallois 

>  Le  OtnU  CfivU,    See  Engineering  Newt,  March  38, 1898,  for  a  brief  digest 

*  Snggeeted  by  Dopnit  in  1848.  See  page  880,  and  alao  "  Etudes  sor  le  Monrement  des 
Baux."  Dapnit,  pp.  216-217;  Flamant  •*  Hydraallque,"  1801.  p.  803.    Footnote. 
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explains  this  phenomenon  as  follows  :  When  the  rotation  of  the  bottle 
is  stopped,  the  water  continues  to  revolve,  but  is  gradually  brought  to 
rest  by  the  friction  from  the  sides  of  the  bottle.  Since  this  retarding 
force  communicates  its  action  progressively  from  the  outside  inward, 
the  interior  filaments  soon  attain  a  relative  velocity  with  reference  to 
the  outer  ones  which  increases  toward  th#  axis  of  rotation.  The  sand 
is  pushed  toward  the  center  with  a  force  which  is  proportional  to  the 
velocity  of  the  fluid.  Consequently  the  cone  flattens  as  the  velocity 
of  rotation  decreases. 

M.  Fargue  has  recently  described*  some  experiments  of  a  similar 
nature,  started  by  him  in  1872  and  repeated  lately  at  Bouen  and 
Langon.  The  apparatus  used  consisted  of  a  circular  disc  upon  which 
a  zinc  annular  ring,  about  0.30  m.  high,  was  fixed.  The  internal  and 
external  radii  were  respectively  0.60  m.  and  1.0  m.  The  disc  was  so 
mounted  upon  a  vertical  axis  as  to  be  given  any  desired  rate  of  rotation. 

By  partly  filling  the  ring  with  water  and  carefully  increasing  the 
rate  of  rotation  a  paraboloid  of  revolution  was  soon  formed  by  the 
water  surface. 

If  a  uniform  bed  of  sand  and  gravel  was  placed  on  the  bottom  be- 
fore rotation  began,  and  a  number  of  floats  at  the  surface,  certain 
phenomena  were  seen  to  occur. 

Up  to  a  velocity  of  1  rotation  in  4  seconds  the  solids  remained  un- 
moved on  the  bottom.  When  the  time  of  revolution  had  decreased  to 
3.5  seconds,  isolated  grains  of  sand  and  gravel  moved  to  the  concave 
side.  This  radial  movement  increased  with  the  speed  until,  at  a  velo- 
city of  1  turn  in  2^  seconds,  the  entire  mass  of  gravel  was  collected  on 
the  concave  side  and  showed  a  somewhat  regular  surface.  The  floats, 
on  the  other  hand,  gpradually  descended  the  surface  of  the  paraboloid 
until  certain  ones  became  stranded  on  the  convex  side  or  the  bottom. 

After  the  conditions  had  become  fixed,  the  disc  was  suddenly 
stopped.  The  water  continued  its  motion  in  a  state  of  agitation  cor- 
responding to  the  angular  velocity  at  the  moment  of  arrest.  The 
hollow  formed  toward  the  axis  was  at  once  filled  and  the  surface  be- 
came horizontal.  The  gravel  was  carried  toward  the  center,  with  a 
rapidity  corresponding  to  the  angular  velocity  at  which  the  disc  was 
stopped. 

t  "Bxp6rienoe8  reUtlvefl  A  rAotion  de  I'Eau  Conrante  sur  an  Fond  de  Sable."  Paris 
M.  Fargue,  Inapectenr-O^n^ral  des  Fonts  et  Cbaust^es,  Aiutaia  det  PonU  ei  ChamMieM, 
March.  1894. 
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When  this  velocity  was  0.74  (time  of  rotation,  8.5  seconds),  the 
materials  covered  the  bottom  almost  uniformly.  The  disc  was  only 
bare  for  a  discontinuous  strip  at  the  outer  edge.  When  the  velocity 
of  stoppage  was  1.11  (time  of  rotation,  5f  seconds),  the  sand  and  fine 
gravel  moved  rapidly  to  the  convex  wall  and  the  average  gravel  spread 
itself  almost  uniformly,  except  that  only  a  few  of  the  large  particles 
remained  at  the  concave  wall.  When  it  was  3.14  (time,  2  seconds],  all 
the  gfravel  was  violently  thrown  toward  the  center  and  the  fine  sands 
followed  in  spirals  of  varying  lengths.  There  was  little  regularity  in 
the  motion  of  the  floats,  though  they  generally  kept  to  the  concave 
bank. 

Part  II. — ^Discussion  op  Observed  Data. 

The  extent  of  the  erosive  action  of  water  courses  marks  it  as  the 
greatest  factor  in  that  definite  movement  of  the  materials  of  the  earth's 
surface  from  the  high  toward  the  low  latitudes,  which  the  modem 
**  Doctrine  of  Isostacy  "  has  sought  to  explain  by  a  reverse  movement 
underneath  and  a  subsequent  elevation  ^ 

The  study  of  the  torrents  of  Switzerland  and  Italy  suffices  to  show 
the  size  of  individual  blocks  which  may  be  moved  along  the  bed  of  a 
stream^  or  even  carried  freely  in  suspension.  The  burden  of  detritus 
brought  down  in  the  middle  and  side  moraines  of  the  Unteraargletscher 
in  the  Bernese  Oberland  is  spread  over  a  wide  area  by  the  headwaters 
of  the  Aar  River,  forming  a  waste  of  heavy  boulders  and  coarse  gravel 
covering  ^  square  mile.  Through  this  wilderness  of  stone,  the  milky 
waters  of  the  river  find  a  tortuous  path,  carrying  in  suspension  to  the 
Lake  of  Brienz  below  the  particles  of  powdered  rock  ground  from  the 
sides  of  the  valley  by  the  daily  motions  of  the  glacier.  It  is  the  pres- 
ence of  this  so-called  **  gletschermilch,"  which  gives  to  the  Swiss  lakes 
a  part  of  their  peculiar  and  beautiful  coloring. 

These  short  but  destructive  torrents  divide  themselves  naturally 

into  a  "sammelgebiet  or  erosionsgebiet,**  where  the  water  and  solid 

material  is  gathered,  the  *'  gebiet  des  murgangs  "*  forming  a  canal 

*■  Compare  "Theory  of  the  Earth's  Rotation  and  lu  Interior  Heat,"  pp.  96-32,  Elon 
Hantlngton.    Rochester,  N.  Y.,  1896. 

*  For  a  graphic  description  of  the  descent  of  msterial  In  a  monntain  torrent,  see 
Leohalas,  "  Hydranllque  Flurlale,"  Annexes,  pp.  424-438. 

*  The  Unteraargletscher  has  a  Telocity  down  the  Talley  of  O.SO  m.  per  day.  It  was 
here  that  Affaasls  made  hit  glacier  measurements.  The  Rhdne  Qlacler,  separated  firom  the 
valley  of  the  Aar  only  by  the  Nftgellsgritli  dUide,  has  a  daily  velocity  of  1.0  m. 

*  For  examples  of  dangerous  "murglnge,"  leadBledel's  '*neber  Oeschiebe  FQhnuig 
und  Murgioge  der  Wildblche."  ZeiUchrifl  de»  Outerrkk-Ingm-  wid  Ardk,'  Vertin$,  1871, 
pp.  113  and  151. 
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through  which  the  semi-flnid  mass  passes  at  considerable  velocity  and 
with  little  deposit,  the  *•  ablagerongsgebiet,'*  where  the  solid  material 
is  deposited  in  the  main  valley,  forming  a  clearly  defined  cone,  with 
its  apex  at  the  pcnnt  where  the  torrent  issues  from  the  mountain. 
Lastly,  the  "ablauf  "'  or  bed  through  which  the  water,  relieved  of  the 
mass  of  its  burden,  finds  its  way  to  the  main  water  course. 

A  photograph,  taken  during  the  summer  of  1895,  shows  clearly 
these  lines  of  demarcation  in  the  two  torrents  close  above  Guttannen 
on  the  west  side  of  the  lower  Haslithal.  The  axis  of  each  is  approx- 
imately at  right  angles  to  the  Aar,  into  which  they  discharge.  At 
the  foot  of  this  same  valley  on  the  eastern  slope,  above  Brienz, 
lies  the  small  Swiss  village  of  Neuschwanden.  At  its  edge,  through 
an  abrupt  chasm  in  the  mountain  side,  and  so  close  as  to  render 
the  danger  to  the  village  an  imminent  one,  issues  the  cone  of  de- 
jection of  the  Lammbach,  probably  the  most  destructive  in  Switzer- 
land. The  huge  mass  of  stone  and  boulders  covers  a  fan-shaped  area 
of  approximately  a  square  mile  and  is  largely  devoid  of  vegetation. 
The  slope  is  nearly  uniform  from  the  apex  to  the  banks  of  the  Aar, 
which  it  has  forced  against  the  further  side  of  the  Haslithal.  An  ap- 
proximate measurement,  made  by  the  author  in  August,  1895,  showed 
this  slope  to  be  about  8  degrees.  At  that  time  the  side  toward  Neu- 
schwanden was  overlaid  with  the  fresh  **  murgang  '*  or  lava-like  mass  of 
gravel  and  boulders  of  the  preceding  autumn  which  bad  formed  a  semi- 
circular cordon  about  the  village  and  was  only  deflected  from  the 
houses  by  heavy  guide  walls.  The  upper  surface  is  nearly  plane  and 
the  stream  does  not,  as  might  be  expected,  thin  out  gradually  to  the 
edges.  It  forms  a  bed  of  nearly  uniform  thickness,  forking  into  various 
divisions  at  the  apex  of  the  cone,  while  each  edge  is  sharp  and  clearly 
defined,  marking  an  abrupt  descent  to  the  bottom. .  In  general  one  may 
liken  the  form  of  these  streams  to  that  of  those  beds  of  broken  stone 
carefully  arranged  in  prismoidal  form  one  sees  in  American  cities. 

That  something  of  an  analogous  nature  takes  place  in  all  larger 
water  courses  is  certain.  The  difference  is  one  of  degree  and  not  of 
kind.  The  variance  of  opinion  among  authorities  now  hinges  on  the 
ratio  between  the  total  amount  so  moving,  in  a  given  river,  and  the 
amount  carried  in  intermittent  or  permanent  suspension. 

^  The  French  writers  qm  only  the  first  three  dirisioos  and  the  corresponding  terms 
"bassin  de  reception,"  **  canal  d'ecoalement"  and  *'cOne  de  d^ection."-.8ee  Snrell 
**  Blade  snr  les  Torrente  des  Hantee-Alpee."    Paris,  1870-73,  Dnnod. 


Digitized  by  VjOOQIC 


280  HOOKER  ON  SUSPENSION  OP  SOLIDS  IN  BIVBRS. 

Piles  driven  np  stream  from  a  caisson  of  the  St.  Charles  Bridge  over 
the  Missouri  are  said  to  have  been  found  under  the  caisson  when  it 
reached  bed  rock.  ^  Jas.  B.  Bads  describes  the  sand  on  the  bed  of  the 
Mississippi  at  the  St.  Louis  Bridge  as  moving  for  at  least  3  ft.  in  depths 
with  a  velocity  decreasing  below  the  surface.^  A  pile  embedded  up- 
right in  the  sand  has  been  seen  to  move  bodily  down  stream.^  The 
velocity  of  movement  in  this  sense  has  been  determined  by  means 
of  stakes  driven  in  the  bed  of  the  Loire.  ^  Other  recorded  cases  are 
numerous  and  need  not  be  multiplied  here. 

The  transportation  of  coarse  gravel  in  free  suspension  is  but  an- 
other order  of  the  same  phenomenon.  It  has  been  observed  in  the 
Garonne,  when  dikes  have  been  broken  through,  and  gravel,  borne  in 
the  upper  laminse  of  the  current,  has  been  carried  over  the  breach 
and  deposited  in  the  fields  beyond.^  In  a  similar  case,  masses  of 
gravel  were  carried  over  a  dike  below  Pittsburgh^  and  deposited  down 
stream,  filling  up  hollows  which  had  previously  existed  there. 

The  law  of  decrease  in  mean  velocity  from  the  rise  to  the  em- 
bouchure of  rivers  is  closely  followed  by  the  steady  decrease  in  size  of 
the  particles  forming  its  bed  and  strewn  along  its  banks.  The  ratio 
between  the  amount  of  solid  matter  entrained  and  that  of  the  liquid 
at  any  point  in  a  stream  has  been  called  by  M.  Fargue  its  •  torrential 
coefficient.  This  should  decrease  from  source  to  mouth  with  the  fall 
and  the  mean  velocity.  M.  E.  Charlon^  has  made  use  of  the  law  in  the 
deduction  of  a  formula,  by  means  of  which  he  computes  the  velocity 
of  a  stream  from  the  size  of  the  materials  transported  by  it.  The 
question  of  corresponding  decrease  in  amount  of  suspended  matter, 
per  cubic  foot  of  water,  is  a  disputed  one.  M.  Fargue^  holds  the  view 
that  rivers  become  more  and  more  muddy  toward  their  embouchures, 
due  to  the  accumulated  transformation  of  the  coarse  into  fine  materials 
by  friction.      M.  Partiot,®  on  the  contrary,  states  that  300  measure- 

>  "  The  MisaiBsippi  as  a  Silt  Bearer."  R.  E.  MoMath.  Van  Nothrand'i  Engineerino  Ma- 
gazine.  Vol.  XX.  1879.  p.  227. 

a  '•  Report  of  Chief  Engineer  of  St.  LoaU  Bridge."  J.  B.  Eada.  Jane.  1868.  p.  31.  Quoted 
by  B.  B.  If  oMath  in  above  paper. 

s  Engineering  Newg,  Feb.  9, 188i.  p.  66. 

4  See  Partiot.     '*  Lea  Sables  de  la  Loire,"  p.  43. 

6  The  same.  p.  33. 

6  "  Report  of  Chief  of  Engineera,  United  Stotes  Army."  1876.    n.  p.  6. 

Y  See  I«  Oinie  CivU,  Vol.  XVII.  1890.  p.  170.  Note  giving  formola  in  Proetedingt  of  the 
Institatlon  of  Civil  Engineers,  Vol.  103,  p.  360. 

s  •'  Etude  sur  la  Largeur  du  Lit  Moyen  de  la  Oaronne."  pp.  13, 18.  M.  Fargue.  Annale$ 
det  Fonts  ei  Chauuiet,  Oc^ber,  1883. 

9  *'  M6moire  sur  les  Sables  de  la  Loire."    H.  Partiot.  p.  31. 
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ments  in  the  Loire,  during  the  floods  of  1856,  showed  the  turbidity  to 
decrease  regularly  toward  the  sea.  Measurements  continued  through- 
out the  flood  showed,  proceeding  down  stream,  the  weights  of  sedi- 
ment per  cubic  meter  of  water  to  be — 

At  Feurs 300  grs.      At  Nevers  . .  .210  grs.      At  Tours 212  grs. 

Roanne. .  .242   '*  Gien 223   **  Saumur . .  .177   ** 

Digouin..l91   **  Orleans  ..237   **  Nantes ....  150   ** 

M.  Partiot  explains  the  anomalies  shown  between  Nevers  and 
Orleans  by  the  entry,  between  those  points,  of  tributaries  heavily 
charged  with  silt. 

A  comparison  of  various  measurements  in  the  Mississippi  was  un- 
dertaken by  the  author.  The  results  would  seem  to  bear  out  M.  Par- 
tiot's  view. 

The  available  data  are  the  CarroUton  and  Columbus  measurements 
of  1851  and  1858,  the  measurements  of  1879,  at  Helena  and  at  St.  Louis.  ^ 
The  two  former  were  taken  during  floods.  The  two  latter  at  a  medium 
stage.  The  Columbus  measurements  represent  only  surface  speci- 
mens. The  CarroUton  samples  were  taken  with  a  defective  apparatus. 
These  facts  render  it  impossible  to  draw  any  conclusions  from  a  com- 
parison of  the  1851  and  1858  results  with  those  of  1879,  which  seem 
more  Reliable. 

However  that  may  be,  a  mean  of  the  results  at  Columbus  and  at 
CarroUton,  from  the  second  week  of  March  to  the  second  week  of  No- 
vember of  their  respective  years  (1851,  1858),  shows  the  proportion  of 
sediment  to  water,  by  weight,  to  be — 

Columbus 000749 

CarroUton 000601 

an  evident  decrease  in  sediment  at  the  lower  station.^ 

There  is  an  apparent  co-ordination  between  the  two  1879  measure- 
ments which  gives  more  weight  to  the  results  obtained.  Taking  the 
mean  only  of  the  top  and  bottom  measurements,  as  no  mid-depth 
quantities  were  taken  at  Helena,  and  covering  the  period  from  April 

1  See  a  Talnable  article  by  B.  S.  McMatb.  in  Van  Noatrand'*  Engimering  Magatine,  Vol.  38, 
1888,  p.  88. 

3  During  these  measurements  the  mean  Telocity  of  the  river  ranged  at  OarroUton  from  6 
to  1.7  ft  per  seoond,  and  at  Oolambus  from  8  to  1.6  ft  per  seoond,  being,  as  a  whole,  con* 
stderably  higher  at  Columbus. 


Digitized  by  VjOOQIC 


282  HOOEEB  OK  8USPENSI0K  OF  SOLIDS  IK  BIVEBS. 

10th  to  Jane  18th,  1879,  at  Helena,  and  April  Uth  to  June  25th,  at  St. 
Louis,  the  proportions  of  sediment  to  water,  by  weight,  are— 

St.  Louis 002046 

Helena 001079 

a  much  greater  decrease  toward  the  river  mouth.  ^ 

The  law  cannot  be  demonstrated  from  the  measurements  now  avail- 
able. That  the  effect  of  interaction  among  the  solids  moved  on  the 
bed  should  show  a  cumulative  effect  in  the  increased  number  of  fine 
suspended  particles  down  stream  is  to  be  expected,  and  is  shown  in 
Nature  by  the  increased  fineness  of  the  deposits.  That  it  should  man- 
ifest itself  in  an  increased  weight  of  suspended  matter  per  cubic  foot, 
as  held  by  M.  Fargue,^  does  not  appear  to  be  substantiated  by  the 
limited  number  of  observations  at  hand. 

The  question  is:  Will  a  stream  moving  at  a  given  velocity  sustain  a 
greater  weight  of  fine  particles  per  cubic  unit  of  water  than  of  large 
ones  of  the  same  density?  If  so,  then  a  heavier  load  per  cubic  foot 
may  be  carried  at  the  embouchure  of  rivers  with  the  same  expenditure 
of  energy  than-  in  their  higher  reaches. 

Mr.  G.  K.  Gilbert  *  has  shown  that  the  same  consumption  of  energy 
will  hold  in  suspension  a  greater  load  of  fine  than  of  coarse  material  of 
like  density. 

This  may  be  shown  as  follows:  Assume  a  stretch  in  the  lower 
course  of  a  river  bounded  by  the  cross-sections  A  and  B,  Assume  the 
kinetic  energy  at  the  two  points  to  be  the  same,  so  that  the  whole 
gravity  work  done  by  the  weight  of  the  stream  in  its  descent  is  used 
up  in  external  and  internal  frictional  resistance.  Suppose  an  inch 
cube  of  stone  introduced  at  the  surface  at  A.  The  total  energy  of  the 
stream  has  now  been  increased.  The  cube  reaches  the  bottom  at  B, 
It  can  only  act  on  the  bed  between  the  two  points  by  pressure,  but  as 
the  friction  on  the  bottom  is  independent  of  fluid  pressure,  this  fric- 
tion is  not  increased.  If  the  cube  sinks  at  the  same  rate  it  would  have 
chosen  in  quiescent  water,  it  makes  no  demand  upon  the  energy  of  the 

>  At  HeleiM,  the  mean  relooity  nmged  from  4.26  to  8.23  ft.  per  eeoond,  while  at  St.  Lou  la 
it  raried  from  7.21  to  4.0  ft.  per  lecond,  averaging  conddf rably  higher  than  at  Helena. 

s  H.  Fargne  aays  ('*  La  Largenr  da  Lit  Moyen  de  la  (Hronne/'  p.  18):  *'I1  s'opAre  dono, 
de  Tamont  vers  d'avat  nne  tranaformatlon  dans  la  qualitd  et  dans  le  mode  de  transport  dn 
d6bit  Bolide:  le  d^btt  en  gros  mat^rlanx  trfcinfts  snr  le  fond,  qni  n'a  lien  qae  sons  rinflnenoe 
de  yltenaes  notables,  va  en  diminuant;  oelui  des  mat^rlanx  t6nas,  en  8nfii>ension  dans  Tean 
et  ob^issant  anx  fiiiblea  yitessea.  ra  an  contraire  en  augmentant.  «  *  *  les  eanx  devien- 
nent  en  effet  de  plus  en  plus  Taseoses  i  mesnre  qu'on  se  rapproche  de  la  mer." 

*  AmeriGCM  Journal  o/Setenoe,  July  and  Angnst,  1876,  Part  II;  also  abatract  in  Bngimeeiino 
Newt,  August  19th,  1876. 
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stream.  If  it  sinks  more  slowly,  the  difference  between  the  distance 
actnally  snnk  and  the  distance  which  would  have  been  covered  in  quiet 
water  during  the  time  of  transit  from  A  to  B,  multiplied  by  the 
weight  of  the  cube  in  water,  measures  the  demand  upon  the  stream's 
energy. 

Suppose  the  same  stone  to  be  pulverized  into  small  cubes  and 
again  introduced  at  A,  The  weight  in  water  is  unchanged.  The 
draft  upon  the  stream's  energy  between  A  and  B  is  computed  in  the 
same  way  as  before  and  found  to  be  less,  because  the  difference  be- 
tween the  distance  sunk  in  quiet  water  and  in  the  actual  case  is  less. 
The  reason  why  the  small  particles  sink  more  slowly  is  because  the 
collective  area  at  right  angles  to  the  motion  is  greater,  and  so  requires 
a  smaller  value  of  the  velocity  of  sinking  in  order  to  keep  the  total 
resistance  to  motion, 

a  constant  in  the  two  cases.  This  is  required  because  the  work  done 
by  the  cube  in  sinking  to  the  bottom  must  be  the  same  as  that  done  by 
its  component  parts  in  covering  the  same  distance. 

It  is  shown,  then,  that  a  less  consumption  of  the  stream's  energy 
between  A  and  B  is  required  to  suspend  the  same  weight  of  small  par- 
ticles than  where  the  grains  are  of  the  same  density  and  larger  size. 
It  follows  that  the  same  expenditure  of  energy  will  suspend  a  greater 
weight  of  the  small  particles  per  cubic  foot  of  water. 

This  may  offer  an  explanation  of  the  phenomenon  observed  at  Col- 
umbus and  advanced  by  General  Abbot  ^  to  prove  that  no  relation  ex- 
ists between  velocity  and  weight  of  sediment  per  cubic  foot  of  water. 
He  states  that  the  Ohio  and  Missouri  Bivers  move  side  by  side  at 
Columbus  in  the  bed  of  the  Mississippi  without  mingling  their  waters, 
and  that,  while  their  velocity  is  common,  the  Ohio  water  has  only 
three- fourths  as  much  sediment  per  cubic  unit  as  the  Missouri  water. 

If  they  are  actuated  by  the  same  velocity  it  may  be  assumed  that  there 
is  the  same  amount  of  energy  per  cubic  foot  in  each  case  diverted  to  the 
suspension  of  sediment.  The  sediment  of  the  Missouri  is  much  more 
comminuted  than  that  of  the  Ohio,  as  shown  by  the  appearance  of  the 
two  streams.  An  excess  in  weight  of  sediment  per  cubic  foot  is  to 
be  expected,  then,  in  the  Missouri  water,  as  the  measurements  showed, 
even  though  the  velocity  is  the  same  in  both. 

*  VoH  Nottrand'i  Engineering  MagoMine,  Vol.  XX,  1879,  p.  3. 
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The  problem  now  becomes  one  dependent  upon  the  cironmstances  of 
each  case.  If  the  energ^y  ayailable  for  the  work  of  suspension  per 
cubic  unit  of  water  is  the  same  at  the  mouth  as  at  the  head  waters  of 
a  stream,  the  weight  of  sediment  per  cubic  unit  will  be  greater.  This 
excess  will  diminish  and  finally  become  negative  as  the  ratio  of  the 
ayailable  energy  at  the  mouth  and  head  waters  becomes  less. 

In  general,  it  would  seem  that  the  available  energy  should  decrease 
rapidly  toward  the  embouchure  and  be  accompanied  by  some  slight 
decrease  in  the  weight  of  sediment  carried  per  cubic  foot  of  water. 

1.  Minor  Agents  Influencing  Sedimentation. 

Temperature.  — Chemical  precipitation,  in  general,  takes  place  more 
easily  at  higher  temperatures.  The  same  law  appears  to  obtain  in  the 
case  of  matter  in  mechanical  suspension.  The  author's  attention  was 
first  directed  to  the  question  by  Mr.  Allen  Hazen,  of  Boston,  who  had 
noticed  an  appreciable  increase  in  deposition  of  suspended  matter  at 
higher  temperatures  in  the  sewage  at  the  Lawrence,  Mass.,  Experiment 
Station.  Bouniceau^  and  Partiot^  are  agreed  that  river  deposits  are 
gpreater  in  summer  than  in  winter.  The  sediment  observations  of  Prof. 
RiddelP,  and  those  of  Prof.  ForsheyS  at  CarroUton,  on  Mississippi 
water  both  give  corresponding  temperatures.  The^former  lasted  from 
May  21st  to  August  13th,  the  temperature  gpradually  rising  from  72^  to 
84^  Fahr.  The  corresponding  amounts  of  suspended  matter  show  an 
irregular  but  still  perceptible  decrease.  They  follow,  however,  much 
more  closely  the  fluctuations  in  the  river  surface  above  low  water,  so 
that  the  element  of  decreased  depth  and  consequent  decrease  in  velocity 
of  flow  enters  in  as  a  more  potent  factor  in  producing  the  same  result. 

The  sediment  curves  at  both  Columbus  and  CarroUton^  seem  to  show 
an  increase  in  suspended  matter  during  the  summer  months  of  June, 
July,  August  and  September,  the  temperature  of  the  river  water  at 
CarroUton  reaching  a  maximum  of  86^  Fahr.  in  August  and  descend- 
ing very  regularly  to  a  minimum  of  39°  in  February. 

1  '*  Etude  sur  U  navigation  dee  rividree  d  marees."  M.  Bounioeau.  1816.  Qaoted  in  Pro^ 
ceedingt  of  the  Institution  of  Glyil  Eogineera,  Vol.  M,  p.  6. 

3  '*M6moire  eur  lee  Sables  de  la  Loire/'  p.  32;  M.  Partiot  AmuUti  det  PonU  et  Ckaui- 
s6ii,  1, 1871. 

t  **  Report  to  American  Association  of  Oeologtsts  and  Naturalists,  1846.  Quoted  by 
Humphreys  and  Abbot,  *'  Report  on  Mississippi  BlTer/'  p.  143. 

*  "  Report  on  Mississippi  RiTcr/'  Humphreys  and  Abbot,  pp.  134, 148. 

ft  The  same.  Plates  Xn  and  XIIL 
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It  is  evident  that  river  observations  are  little  fitted  for  the  study  of 
this  question  because  of  the  complexity  of  the  elements  involved  in 
fluvial  motion.  A  simple  laboratory  experiment  on  the  length  of  time 
acquired  for  mechanical  precipitation  in  quiescent  water  under  differ- 
ent temperatures  would  determine  the  matter.  The  yearly  range  in 
temperature  in  rivers  is  not  great,  and  its  influence  on  sedimentation 
will  be  very  limited.  In  the  case  of  flow  in  sewers  it  may  assume  more 
of  practical  importance. 

A  large  number  of  diflerent  measurements  in  the  £lbe\  made  under 
various  conditions,  failed  to  show  any  change  in  temperature  with 
depth.  In  the  Mississippi  Biver  the  difference  between  surface  and 
bottom  temperatures  is  usually  too  small  to  be  registered  by  an  ordi- 
nary thermometer.  The  maximum  difference  is  a  small  fraction  of  a 
degree,^ 

Herr  Blohm^  has  assigned  an  important  place  among  the  causes  of 
suspension  of  finer  particles  to  a  system  of  circulation  set  up  by  the 
differences  in  temperature.  He  calls  attention  to  the  fact  that  water 
reaches  its  greatest  density  at  3.5^^  B.  (89^  Fahr.)  and  that  laminse  at  a 
less  temperature  than  this  would  tend  to  rise  to  the  surface,  as  well  as 
those  at  higher  temperatures.  The  result  would  be  a  mixture  tending 
to  produce  the  uniformity  actually  observed  at  all  depths.  The  tend- 
ency of  the  warmer  laminse  to  rise  would  be  equal,  in  his  opinion,  to 
the  tendency  of  the  finer  particles  of  sediment  to  sink  in  obedience  to 
gravity. 

The  Mississippi  may  be  taken  as  an  index  of  the  rivers  of  the  tem- 
perate zones.  Its  waters  at  Carrollton  during  two  years*  observations 
never  exceeded  the  temperature  of  maximum  density,  so  that,  in  this 
case  at  least,  there  could  have  been  no  circulation,  from  this  cause, 
of  colder  water  from  below  to  the  surface  as  an  equalizer  of  temper- 
atures. 

Light — The  slight  molecular  agitation  caused  by  the  penetration 
of  light  has  been  shown  to  be  sufficient  to  affect  the  rate  of  sedimenta- 
tion in  quiescent  water.  Mr.  Andrew  Brown'  found  that  a  phial  of 
turbid  water  had  a  uniform  tendency  to  deposit  its  sediment  most 

1  "  TJeber  die  in  flienenden  Waaser  suependlrt  enthaltenen  Sinkatoffe,"  Blobm.  Ztit- 
tehrift  det  ArehiUkten  vnd  IngmUwr-  Vereins,  uanoYer,  1867.  pp.  277-278. 

s  Lientenant  Uarr  in  *'Beport  on  HiMlsBippi  Blrer/'  Hamphreyt  and  Abbot,  1876, 
p.  149. 

iProceedinat  American  AMOoiation  for  tbe  Advanoement  of  Science,  1848;  also,  Hnm- 
phreya  and  Abbot's  "Beport  on  tbe  MlsBlaslppi,"  1876,  p.  144. 
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rapidly  in  the  portions  protected  from  the  light,  the  surface  of  the  de- 
posit showing  a  corresponding  inclination. 

Viscosity. — At  low  water,  under  a  hot  sun,  M.  Partiot*  has  seen 
the  rising  tide,  at  the  embouchure  of  the  Loire,  float  off  patches  of 
sand  from  the  bars  and  carry  them  upon  its  surface  so  long  as  it  re- 
mained undisturbed  by  waves.  A  similar  phenomenon  is  noted  in  the 
American  Journal  of  Science^  December,  1890.'  Blotches  of  sand,  1  in. 
in  diameter  at  first,  which  later  joined  themselves  into  6-in.  squares, 
were  eroded  from  a  bank  forming  an  angle  of  150^  with  the  water  sur- 
face. These  were  seen  floating  on  the  surface  half  a  mile  down  stream, 
and,  if  disturbed,  would  rapidly  sink  to  the  bottom.  An  oiled  needle 
will  Soat  on  the  surface  of  water  if  carefully  placed  in  position. 
Phenomena  of  this  nature  are  due  to  what  may  be  called  superficial 
viscosity,  which  has  a  greater  intensity  than  the  viscosity  in  the  in- 
terior of  the  fluid. 

That  this  latter  influence  has  a  part  in  the  suspension  of  sediment 

is  shown  by  the  length  of  time  required  for  quiescent  turbid  water  to 

clear  itself.     Experiments  showed  turbidity  in  water  taken  from  the 

Ghironne  after  eight  days  and  muddy  water  from  the  Elbe  made  no 

perceptible  deposit  until  after  a  lapse  of  24  hours.  ^    In  water  taken 

from  the  Mississippi  at  St.  Louis  in  1865,  Mr.  Flad^  found  that  for  a 

total  of  1 000  parts  in  suspension  at  the  beginning  of  the  experiment, 

944.50  parts  had  settled  during  the  first      24  hours. 

22.35      **       •*         **  **        **  second  24      ** 

2.92      «<       **         ♦<  **        «*        <«       48      " 

30.23      "    were  still**  in  suspension  after  96      ** 

Changes  in  viscosity  and  consequent  suspending  power  are  a  prob- 
able concomitant  of  changes  in  temperature. 

SdU  TToter.— Observations  made  in  1839  by  Sidell*  at  the  mouths  of 
the  Mississippi  showed  that  the  river  water  alone  required  from  10  to 
14  days  to  settle.  The  admixture  of  salt  in  any  form  reduced  the  time 
of  settling  to  between  14  and  18  hours.     Mr.  Gould^  found  that  a  few 

^  '*  Sftbles  de  U  Loire/'  p.  86. 

2  Noted  iu  Engineering  Beeord,  December  37, 1890,  p.  65. 

s  Blohm  in  Zeitichrifidet  ArchitekUn-  und  Ingmieur-  VereUu^  HuiOTer,  1867.  p.  240. 

4  "  Silt  Movement  by  the  MisBlssippi."  K.  £.  Molfatb.  Van  NoUrand't\  Enginmrina 
Jf<Va«<««,  1883,  p.  88.  ^  ^ 

8  Since  the  premnt  article  went  to  press  the  author's  attention  has  been  called  to  an 
article  by  Mr.  Ourl  Barns  (Bulletia  No.  86  of  the  U.  8.  Geological  Sunrey).  in  which  he  shows- 
that  a  degree  of  c  jmminntion  can  be  secured  snch  that  deposition  will  nerer  take  place. 

6  •*  Beport  on  the  Mississippi  BiTer."  1876.    Appendix  A,  p.  600. 

T  •'  Beport  of  Chief  of  Engineers.  United  States  Army,"  1876.  II.  p.  86. 
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pinches  of  salt  thrown  into  a  tumbler  containing  muddy  water  from 
the  bottom  of  the  Savannah  Biver  caused  a  much  more  rapid  deposit. 
Mr.  Fargue^  has  found  that  the  same  amount  of  mud  introduced  into 
a  glass  of  fresh  water  and  into  a  glass  of  salt  water  shows  a  difference 
in  the  period  of  settling.  The  salt  water  is  clear  after  six  hours  of  re- 
pose. To  attain  the  same  result  requires  eighteen  hours  in  the  fresh 
wat^r. 

This  property  of  saline  solutions  has  an  important  bearing  on  the 
formation  of  bars  at  mouths  of  rivers  discharging  into  salt  seas.  The 
load  of  detritus  will  be  dropped  sooner  than  if  the  receiving  body  were 
fresh  water. 

AcHon  of  Waves, — The  formation  of  bars  in  deep  water  at  the 
mouths  of  tidal  estuaries  has  in  late  years  come  to  be  attributed  to 
wave  action  upon  the  detritus  discharged  by  the  river  rather  than  to 
the  simple  process  of  deposition  itself.  It  is  the  dynamic  effect  of  the 
waves  which  heaps  up  the  bars.'  All  sea  beaches  show  this  action  so 
clearly  that  there  can  be  little  doubt  as  to  its  influence,  in  a  lesser  de- 
gree, on  the  movement  of  detritus  in  rivers.  Observation  has  shown 
that  sands  are  often  moved  when  the  bottom  velocity  is  such  as  to  be 
an  insufficient  cause.  Mr.  P.  0*Meara'  has  observed  this  motion  by 
diving  to  the  bed  of  a  tidal  channel  where  the  bottom  velocity  was  too 
slight,  unaided,  to  move  the  sands.  He  found  that  the  sand  at  and 
near  the  bottom,  under  a  depth  of  10  ft.,  had  an  oscillatory  motion 
corresponding  to  the  6  and  8-in.  waves  passing  above.  At  the  center 
of  the  wave  passage  the  sand  reached  a  considerable  velocity;  at  its  end 
the  motion  ceased  and  even  seemed  to  be  reversed.  He  holds  that  this 
action  may  be  perceptible  to  depths  of  40  or  '50  ft.  Waves  of  transla- 
tion stir  the  water  to  an  infinite  depth,  theoretically,  their  velocity  of 
translation  being  dependent  upon  the  depth.  Such  waves  will  be 
confined  to  tidal  estuaries.  Waves  of  oscillation,  such  as  the  wind 
ripples  in  rivers,  are  felt,  however,  to  considerable  depths. 

At  Cherbourg^  these  waves  cease  to  act  on  the  piers  at  a  depth  of 

a  *«  ^tnde  snr  la  Lftrgenr  du  Lit  Moyen  de  la  Oaronne."  Annalti  det  Plants  «t  ChauM$Set, 
Oct.,  1882.  p.  31  (footnote). 

t  A  lormnla  for  the  ■oonring  power  of  waves,  giving  relation  between  height  of  wave  and 
siae  of  particle  moved,  is  developed  byHr.  W.  Smith  in  J^roGeedingt  of  the  Inatitotion  of 
Oivn  Engineers,  VoL  100,  p.  aoi. 

t  ProeudiHffi  of  the  Institution  of  Oivil  Engineers,  Vol.  118.  pp.  84,  85.  Noted,  slso,  in 
MnginefHng  Beeord,  Feb.  23, 1896,  p.  219. 

4  "  Les  Mar6es  Flnvlales."  M.  Comoy,  1881,  p.  23. 
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about  25  ft.  At  Algiers  the  limit  is  35  ft.  There  the  sands  oease  to  be 
moyed  at  depths  between  50  and  100  ft. ,  while  the  limit  for  mnds  is 
450  ft.  A  visit  to  the  harbor  of  Algiers  during  a  heavy  blow  showed  its 
peculiarly  exposed  position  so  that  these  figures  may  be  reasonably 
considered  maxima. 

Action  of  Ice. — The  removal  to  great  distances  of  boulders  which 
neither  ordinary  nor  flood  velocities  could  move  has  been  attributed  to 
the  transporting  power  of  ice.  There  is  a  tendency  in  rivers  to  form 
what  is  called  anchor  ice  at  the  bed  and  sides  when  the  water  is 
shallow.  This  ice  attaches  itself  to  the  solids  in  its  vicinity,  and, 
because  of  its  slight  specific  gravity,  is  easily  detached  by  flood 
velocities  and  carried  with  its  load  down  stream.  M.  Partiot^  calls 
attention  to  this  action  on  sand  shoals  barely  covered  by  water 
from  which  the  surface  layer  is  detached  by  the  floating  away  of 
the  ice. 

Action  of  Sediment  in  Diminishing  Velocity. — Mr.  Baldwin  Latham 
reports*  observations  covering  a  series  of  years  which  seem  to  show 
that  the  velocity  of  turbid  water  for  the  same  depth  and  fall  is  less 
than  that  of  clear  water.  He  holds  that  this  diflerence  bears  a  ratio 
to  the  amount  of  turbidity,  and  is  caused  by  the  work  used  in  trans- 
porting the  material.  The  discharge  of  clear  water  mtdtiplied  by  its 
velocity  corresponded  closely  to  the  combined  weight  of  sediment  and 
water  in  the  corresponding  case,  multiplied  by  its  mean  velocity.  Mr. 
G.  E.  Gilbert  has  reached  the  same  conclusion.^  He  states  that  the 
total  energy  of  a  clear  stream  is  used  up  in  friction  on  its  bottom;  that 
this  friction  is  directly  proportional  to  its  velocity.  When  detritus  is 
carried  a  certain  amount  of  the  energy  of  the  stream  is  used  to  keep 
it  in  suspension,  and  this  takes  place  at  the  expense  of  friction  and 
consequently  of  velocity.  It  is  to  be  remembered,  however,  that  the 
total  energy  of  the  stream,  has,  in  the  meantime,  been  increased  by  the 
addition  of  the  energy  represented  by  the  vertical  fall  of  the  solid 
particles. 

The  law  of  the  conservation  of  energy  will  not  admit  of  any  other 

1  "  Let  Sablei  de  U  Loire,"  p.  36. 

s  Procudingt  of  the  Institute  of  Olvil  EDglneen.  Vol.  71,  p.  46. 

s  « The  Colorado  PUteftu  Proyinoe  u  a  Field  for  Oeological  Study,"  Awierioan  Journal 
^  Science,  July  and  Angnst,  1876.    Fart  n.    Abstracted  in  Bnginmring  Newt,  Angnst  19tb ,  1876. 
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decision  in  this  matter,  though  the  statement  has  sometimes  been 
made  that  such  a  retardation  of  velocity  does  not  exist  ^ 

Mr.  Gilbert's  statement  that  the  work  done  by  a  clear  stream  is 
entirely  used  up  in  friction  on  the  bed  is  somewhat  at  variance  with 
the  attitude  of  the  best  science  of  the  present  day.  *  The  energy  con- 
sumed by  intermolecular  resistances  caused  by  the  complex  motion  in 
the  interior  of  the  liquid  is  much  greater  than  that  actually  used  at  the 
earth  and  air  profiles.  It  should  be  added,  however,  that  these  intri- 
cate  movements  are  induced  by  the  bed's  rugosities.  In  general,  it 
may  be  said,  that  the  total  energy  is  used  in  friction,  through  which  it 
is  transformed  into  heat  energy. 

Assume  a  portion  of  a  clear  stream  between  the  sections  A  and  B^ 
Suppose  no  difference  of  kinetic  energy  between  the  two  stations,  then 
the  total  energy  of  the  stream  expended  is  used  in  work  done  on  fric- 
tion.    Introduce  a  mass  of  sediment  in  suspension  at  A  and  a  demand 

>  Sea '« Silt  Movement  by  the  HiaaisBlppi,"  E.  E.  MoMath .  Van  Noitrand'a  Engineering  Maga- 
zine, 1883,  p.  96.  Mr.  Mdfiath  wyt:  "  We  have  eeen  that  transportation  of  silt  (ap  to  the  point 
of  impaired  flaidity)  is  not  at  the  expense  of  the  stream's  motion.  The  work  of  erosion  and 
suspension  is  done  by  the  stream,  whose  veloolty  must  be  diminished  compared  with  flow 
under  a  like  head  in  a  smooth  channel,  but  If  the  now-yielding  bed  should  suddenly  become- 
rigid,  the  same,  or  eren  greater  force  would  be  expended  upon  the  obstructing  roughness. 
Therefore  though  suspension  consumes  a  part  of  the  stream's  force  the  velocity  is  not 
necessarily  lessened  beyond  what  it  would  be  in  the  only  alternative  condition  that  can  be- 
oonsidered,  a  rigid  bed  equally  rough."  This  line  of  reasoning  would  seem  to  hold,  so  far  as- 
the  actual  work  done  upon  the  bed  of  the  river  between  any  two  points  is  concerned. 
The  work  which  would  have  been  expended  upon  a  rigid  bed  equally  rough  is  now  in  part 
expended  upon  the  mobUe  bed  in  the  same  way  a«  before,  while  the  residue  is  free  to  be  used 
in  carrying  into  suspension  whatever  Is  eroded  from  the  bed  between  the  sections  considered.. 
But  this  theory  fails  to  take  account  of  thone  external  forces  of  Mature  which  are  continually 
wearing  away  cliflli,  disintegrating  hillsides  and  introducing  at  the  surface  of  the  stream  a^ 
mass  of  debrl«  to  be  carried,  for  which  the  stream's  own  mechanical  action  is  not  account- 
able. Gravity  sets  as  an  external  force  where  banks  cave  in  and  throw  upon  the  stream's 
energy  an  additional  burden.  The  burden  already  in  suspension  at  the  entrance  to  tb» 
stretch  considered  must  be  carried  in  addition  to  that  considered  by  this  theory.  It  is  to- 
this  additional  burden  that  a  consumption  of  energy  and  consequent  retardation  of  velocity 
may  be  attributed. 

*  See  Boussinesq  "  Theorie  des  Eaux  Oourantes,"  Paris,  1873,  introductory  chapter.  M. 
Bousainesq  has  shown  that  neither  the  friction,  rightly  called,  upon  the  bed  nor  the  added 
internal  fHotion  due  to  relative  velocities  of  paraUel  Alaments  following  stream  lines  is  suf- 
ficient to  explain  the  transformation  of  the  energy  of  the  stream,  in  its  descent,  into  heat 
energy.  He  shows  that  if  the  velocity  at  the  walls  were  assumed  to  be  zero  so  ss  to  attribnte 
the  whole  work  to  friction  between  parallel  filaments,  the  coei&clent  of  interior  friction  is  so 
small  that  the  central  filament,  in  a  semicircular  conduit  of  1  m.  radius  snd  a  fall  of  1  in  10000. 
would  acquire  a  velocity  of  187  m.  per  second  before  equilibrium  was  established  between 
the  scoelerating  force  and  the  fiuid  resistances.  It  is,  then,  to  the  vortices  thst  must  be  at 
tributed  the  largest  share  in  this  transformation.  They  largely  increase  the  total  interior 
IHction. 

See  "  Journal  de  M.  LionviUe."  t.  xni,  1868.  Also  *'  Theorie  des  Eaux  Courautes,"  Bous-^ 
sinesq,  pp.  3-6. 

Compare,  also.  Prof.  Unwin  in  "  Bncydopedla  Britannioa,"  article  on  Hydromechanics. 
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is  made  on  the  stream's  energy  to  keep  it  suspended  to  J5.  The 
thought  at  once  suggests  itself  that  the  total  energy  has,  in  the  mean- 
time, been  increased.  In  answer,  it  may  be  said  that  the  addition  has 
also  increased  the  friction  at  the  bed  since  the  formula 

P  =  kFyf. 

shows  this  friction  to  be  a  function  of  the  heaviness  of  the  fluid,  which 
in  its  new  compound  state  has  been  increased.  These  two  changes 
tend  to  counteract  each  other  and  to  leave  still  an  increased  demand 
upon  the  energy  originally  used  in  the  passage  from  ^  to  ^.  In  con- 
sequence, there  will  result  a  retardation  of  velocity  at  B  accompanied 
by  an  increase  of  depth  if  the  supply  be  constant.  For  particles  of  a 
uniform  size  and  density,  this  decrease  in  velocity  will  increase  with 
the  weight  of  the  load  per  cubic  unit  of  water.  The  decrease  will  be 
less  for  a  given  weight  of  flne  particles  than  for  the  same  weight  of 
large  ones,  other  conditions  remaining  the  same. 

The  presence  of  silt,  then,  retards  velocity  in  two  ways: 
First — It  uses  an  amount  of  the  stream's  energy  in  suspending  it. 
Second. — ^It  increases  the  heaviness  of  the  composite  fluid  and  so  in- 
creases friction. 

2.  Influence  of  Depth  on  Transporting  Power. 
It  was  once  believed  by  hydraulicians  that  the  adhesion  between  a 
liquid  and  its  bed  was  stronger  than  the  internal  cohesion  of  the  fluid 
itself.  It  seemed  the  natural  deduction  from  the  decrease  in  velocity 
observed  near  the  banks  and  bed.  The  hypothesis  then  took  form  that 
the  particles  next  the  banks  remained  stationary,  while  the  main  current 
flowed  by  in  a  fluid  bed  of  its  own  consistency.*  The  experiments  of 
Darcy  on  deteriorated  pipes  showed  that  velocity  was  a  function  of 
roughness,  and  the  incorrectness  of  the  former  assumption.  Even  the 
outermost  particles  of  the  fluid  substance  have  a  motion  relative  to  the 
bed.  Is  this  velocity  influenced  by  the  depth  ?  Increased  depth 
means  increased  weight  per  square  unit  of  bed,  and  consequently  in- 
creased pressure,  but  experiments  have  shown  that  not  only  the  co- 
efficient of  fluid  friction,  but  also  the  friction  itself,  is  independent  of 
the  pressure.' 

^  This  bM  be«n  shown  to  be  true  lor  capillary  tubes  by  M.  Dudaux,  of  Clermont.  See 
Annalude  Chemie  et  de  Physique,  4«  86rie,  t.  XXV.  1872.  For  flow  in  streams  and  large  pipes 
it  appears  inadmissible. 

See  also  **  Theorle  des  Banx  Ooarantes."    J.  BoasslDesq,  pp.  1-2. 

•  «•  Bnoyclopedla  Britannioa,"  Article  Hydromechanics. 


Digitized  by  VjOOQIC 


HOOKEB  ON  SUSPENSION   OF  SOLIDS  IN   RIVEKS.  291 

In  the  case  of  a  homogeneous  solid  sliding  down  an  inclined  plane 
the  coefficient  of  sliding  friction  is  independent  of  the  normal  pressure, 
but  the  friction  itself 

p=fii (1) 

is  a  function  of  both  quantities,  and  remains  unchanged  at  all  veloc- 
ities. The  liquid  prism,  sliding  down  an  inclined  bed,  acts  according 
to  other  laws  so  far  as  frictional  resistance  is  concerned.     Here  again, 

P^AN, (2) 

an  equation  of  the  same  form  as  before,  but  made  up  of  quantities 
formed  in  a  different  way.  In  equation  (1)  N  represents  the  normal 
component  of  the  body's  weight,  is  proportional  to  depth  when  the 
prism  is  homogeneous,  and  is  independent  of  Telocity.  In  (2)  N^  again 
represents  weight,  but  this  weight  is  directly  proportional  to  a  velocity 
height,  and  is  independent  of  depth.  Increased  depth,  velocities  re- 
maining constant  throughout,  will  have  no  effect  on  friction  and  hence 
produce  no  change  in  scouring  action. 

The  case  is  sometimes  cited,  as  a  substantiation  of  the  view  that 
depth  increases  transporting  power  for  the  same  velocity,  of  the  in- 
creased difficulty  in  wading  a  deep  stream.  The  example  is  not  a  good 
one.  A  man*s  foothold  is  lost  sooner  in  this  case  than  in  a  shallow  ford 
because  of  his  increased  loss  of  weight  rather  than  from  an  increase  of 
transporting  power,  properly  called. 

The  statement  has  been  made^  that  in  practice  observation  shows 
the  scouring  power  of  a  shallow  stream  at  a  high  velocity  to  be  much 
less  than  that  of  a  deeper  river  running  at  a  slower  velocity.  The  ex- 
planation offered  by  Prof.  Unwin^  would  seem  to  account  for  a  portion 
of  this  difference.  He  attributes  to  the  deep  stream  the  advantage 
that  the  particles  of  its  bed  may  be  thrown  up  to  a  greater  height,  and, 
since  the  velocity  of  descent  again  to  the  bed  should  be  the  same  in 
both  cases,  will  be  thus  carried  farther  down  stream  before  being  de- 
posited. 

Flood  waters  offer  great  variations  of  depth  which  may  be  used  in 

the  determination  of  comparative  amounts  of  sediment  per  unit  volume. 

^  See  Pnee^iingt  of  the  Institution  of  Civil  Engineers.    VoL  82, 1884,  p.  81. 
Mr.  Law's  explanation  of  the  phenomenon  is  based  on  the  incorrect  assamption  that  fluid 
Motion  increases  with  pressure. 

>  •«  Encyclopedia  Brltannica/'  article  Hydromechtnics. 
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These  weights  will  vary  for  the  same  depth  with  the  relative  stage  of 
the  flood,  and  so  complications  are  introduced.  The  earlier  stages  of  a 
heavy  rainfall  wash  down  the  surface  particles  loosened  by  weather- 
ing. The  later  portion  of  the  storm  finds  a  more  resisting  surface. 
M.  Partiot  found  traces  of  this  fact  in  the  relative  weight  of  sedi- 
ment at  different  stages  of  the  same  flood.  A  safe  basis  of  comparison 
would  seem  to  be  the  same  relative  stages  of  floods  of  different  heights 
when  the  same  tributaries  are  discharging  high  water. 

M.  Partiot^  has  been  able  to  detect  only  a  slight  increase  in  the  sedi- 
ment per  unit  volume  in  the  Loire,  with  the  importance  of  the  flood. 
M.  Fargue'  states  that  the  suspended  sediment  is  very  feeble  at  low 
water  and  reaches  its  maximum  intensity  at  the  flood  crest. 

Major  Allan  Cunningham^  bases  the  statement  that  no  relation 
exists  between  depth  and  silt  intensity,  upon  a  series  of  observations, 
on  the  Ganges  Canal. 

A  study  of  the  data  at  hand  will  throw  the  most  light  on  the  sub- 
ject. Fig.  1  gi^es  a  graphic  representation  of  data  bearing  upon  this 
point.  Further  curves  might  be  added  from  the  extensive  measure- 
ments of  the  Mississippi  Commission^  made  in  1879-81  at  Carrollton, 
Prescott,  Winona,  Clayton,  Hannibal  and  St.  Louis.  The  Carrollton 
and  Columbus  sediment  ordinates  are  taken  from  the  **  Report  on  the 
Mississippi  "  by  Humphreys  and  Abbot,  page  417 — one  for  each  week 
of  the  year.  The  corresponding  mean  gauge  readings  were  taken  from 
Plates  XII  and  XTTT  of  the  same  volume.  The  St.  Louis  co-ordinates- 
are  from  Mr.  McMath's  paper  in  Van  NostraruCs  Engineering  Magazine, 
1883,  page  33.  The  Helena  co-ordinates  are  from  the  *'  Report  of  the 
Chief  of  Engineers,  United  States  Army,"  1879,  Part  III,  page  1968. 
The  Elbe  and  Maas  measurements  are  taken  from  the  Zeitachri/t  des^ 
Architekten  und  Ingenieur  Vereins,  Hanover,  1867,  pages  290  and  291. 

The  method  of  plotting  these  curves  must  be  distinctly  understood. 
They  start  from  no  common  origin.  They  have  no  quantitative  relation 
to  each  other.  Each  represents  only  the  general  trend  of  direction  of 
the  number  of  points  from  which  it  is  constructed.  These  are  in  most 
cases  widely  scattered,  but  their  general  direction  is  clearly  defined  and 

'  "  Sables  de  U  Loire."  p.  23. 1871. 
>  "  lA  Lftrgenr  dn  Lit  Moyen  de  U  GaronDe,  p.  14, 1882. 

»  See  Proceedings  of  the  InsUtatlon  of  OiTil  Bogineers.  Vol.  71, 1882,  p.  36.  "Rooite«. 
Hydraulio  Eiperiments." 

«  *'  Beport  of  Chief  of  Sngineen.  U.  8.  Army,"  1888.  UI.  pp.  2309  and  3366. 
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is  fairly  represented  by  the  lines  shown.  It  is  seen  at  once  that  their 
direotion,  in  each  case,  is  snoh  as  to  show  an  unmistakable  increase  in 
sediment  per  cnbic  foot  with  higher  stages.^  Each  is  independently 
constructed  and  all  show  the  same  thing. ^  The  author  can  find  no 
other  values  to  contradict  them.'  This  seems  to  show  satisfactorily 
that  weight  of  sediment  per  cubic  foot  increases  as  the  riyer  rises 
and  depth  increases.      That  it  proves   that  transporting    power  in 


i 

§ 

c 

1 

1      1 

'     i 

\-^ 

1 

^ 

o 

1 

1 

! 

' 

/ 

_3_ 

k 

IE' 
•  1 

1 

/ 

o,  5. 

§.1 

i 
1 

.-|  - 

T 

i  1 

1 

S.  e 

r 
-a 

o 

i/ 

1 
1 

/ 

^§ 

/ 

/ 

1     1 

/ 

/ 

I" 

<N 

i: 

/ 

/ 

1 

> 

V 

1 

§ 

o 

- 

i 

- 

/ 

/ 

/ 

1 

^. 

'> 

y 

i 
1 

- 

-- 



1 

"?1 

: 

/ 

S 

/ 

/ 

/ 

.4" 

i       1 

1 

E 

O 

- 

.^1 

/ 

Q» 

' 

.^51 

Y 

1      J 

i  i  1 

4 

• 

^ 

r 

?i 

^> 

y 

1       1 

i  :  1 

^ 

«^y 

n 

4 

\ 

\ 
1 

:  i  !  i 

— 

o 

a 

c 
-a>-i 

j 

1/ 

/ 

^7 

f 

r 

6 

— 

3^1 

1? 

^ 

«^ 

/ 

y 

/ 

— 

p 

^/ 

y 

r 

- 

^7 

y 

^/ 

y 

/ 

_ 

— 

-"It 

— 

e 

•/ 

if. 

/ 

: 

y 

T  ^ 

1 

*1 

1 

/ 

/ 

/ 

z 

■111 

C 

o 

L 

r 

, 

'/ 

1 

/ 

V 

> 

/ 

1 

z 

lor 

1- 

— 

- 

A 

/ 

— 

— 

— 

— 

Mid 

8T£ 

StP 

Pt-i 

-r-i 

lEL 

ENi 

\— 

— - 

:= 

-M 

^ 

— 

v>- 

-<- 
•5 

i 

y 

/ 

J 

-- 

•^^ 

- 

— 

' 

— 

r^ 

\ 

— 

— 

— 

— 

S 

1 

i 

V 

/ 

_0 

_2 

1 

i 

J 

1 

GAUGE-READING  IN  FEET,  I  Division- 1.5  ft. 
Fio.  1. 

creases  with  depth  is  not  claimed,  for  velocity  increases  with  stage 
also,  and  either  one  or  both  together  may  be  the  cause  of  increased 

^  In  the  onires  shown  on  Plate  VIII  of  the  "  Report  of  the  H iMiesippi  River  Oommis- 
sloD/'  1879-81  (see  "  Report  of  the  Chief  of  Engineers,  United  SUtes  Army/'  1888.  Ill),  this 
relation  is  only  slightly  tnoeable  in  the  Oarrollton  measurements  of  1879-80. 

>  Since  the  above  onrres  were  plotted  the  author  has  fonnd  a  plate  showing  a  series  of 
points  plotted  In  an  analogous  manner  from  the  extensive  observations  of  Assistant  Engineer 
Seddon  at  St.  Ohsrles  Mo..  1879  (see  '*  Report  of  the  Chief  of  Engineers,  United  States  Army," 
1887.  Part  IV.  pp.  3090-9ff.  For  description  of  apparatus  used  see  same  report,  pp.  3191-28). 
These  points  show  how  a  curve  similar  to  those  in  Fig.  1  could  be  drawn  and  are  clearly 
oonftrmative  of  the  conclusions  here  deduced. 

*  The  results  of  Prof.  Rlddell's  measurements  are  oonflrmatory.  See  Humphreys  and 
Abbof  8  *'  Report  on  the  Mississippi."  1870.  p.  142. 
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transport.  If,  howeyer,  one  were  to  join  with  Hnmphreys  and  Abbot 
in  denying  any  fixed  connection  between  velocity  and  suspending 
power,  then  this  might  be  looked  upon  as  proof. 

The  influence  of  a  gradual  or  suctden  decrease  in  depth  upon  trans- 
porting power  offers  a  range  of  experiment  and  observation  which  is 
yet  to  be  made.  There  is  little  definitely  known  from  measurements 
about  the  influence  of  such  shoaling  upon  the  curve  of  velocities. 
For  unchanged  width,  decrease  in  depth  means  decrease  in  sectional 
area  and  consequent  increase  in  mean  velocity  for  constant  discharge. 
Such  a  shoaling  may  be  likened,  in  its  action,  to  a  submerged  weir. 
When  the  change  is  sudden  there  will  be  a  mass  of  dead  water  above 
the  weir,  at  the  bottom,  forming  a  fluid  bed  upon  which  the  discharged 
water  flows.  This  would  seem  to  indicate  conditions  favorable  for  a 
deposit  above  the  obstruction,  upon  the  same  principle  upon  which 
Humphreys  and  Abbot  explained  the  formation  of  delta  bars  by  de- 
posits in  the  dead  angle  caused  by  the  fresh  water  flowing  over  the 
heavier  salt  water. 

The  case  of  movable  dams  in  many  of  the  continental  rivers  is  in 
point.  Experience,  however,  fails  to  show  any  shoaling  of  consequence 
above  these  structures.^  The  natural  conclusion  is  that  this  dead 
water,  so  called,  must  be  in  a  lively  state  of  agitation,  its  eddies  and 
vortices  carrying  up  deposited  material  to  the  higher  laminse  whose 
movement  of  translation  carries  it  over  the  obstruction.^ 

In  a  gradual  shoaling,  with  banks  widening  to  form  a  pool,  there  is 
no  sudden  accession  of  vortex  motion  and  the  decrease  in  velocity  due 
to  enlargement  of  section  is  followed  by  deposits  until  equilibrium  is 
established  between  the  velocity  of  the  stream,  the  resisting  power  of 
the  banks  and  that  of  the  bed. 

The  question  of  changes  in  the  form  of  the  curve  of  velocities,  as 
affected  by  obstructions,  is  still  in  need  of  experimental  research  by 
measurements  made  at  varying  distances  above  the  obstruction  to  de- 
termine the  velocities  throughout  the  range  of  the  back-water. 

That  the  friction  of  the  air  has  some  effect  in  influencing  the  form 
of  this  curve  has  been  generally  accepted  since  the  Mississippi  meas- 
urements were  made.  It  is  only  the  extent  of  the  influence  which  was 
then  claimed  for  this  factor  which  has  since  been  called  in  question  by 

^  For  sabsUntUtion  of  this  statement  see  Flsmsnt,  Annalet  du  PonU  tt  ChcuusUi,  19S2, 
quoted  by  Leohslas,  "  Hydranlique  FluTlsle."  1884.  p.  64. 

>  See  *'  Report  of  the  Chief  of  Engineers,  U.  S.  Army,"  1870,  n,  p.  6. 
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those  who  have  other  theorieB  for  the  oatute  of  the  depreesion  of  the 
maximum  Telocity  below  the  snrftuse. '  That  its  retarding  effect  is  less 
than  that  of  the  friction  on  the  bed  is  nsnallj  conceded. 

That  both  are  greater  than  the  internal  friction  due  to  laminated 
flow  is  a  reasonable  conclusion  from  the  actual  form  of  the  vertical 
curve  of  velocities,  substantiated  by  Boussinesq's  demonstration^  of 
the  slight  value  of  this  friction  of  laminated  flow. 

Suppose  any  cause  produces  a  sudden  increase  of  roughness  in  the 
bed  and  so  increased  bottom  friction.  If  the  hypothesis  of  parallel 
filaments^  is  adopted  as  representing  the  general  trend  of  flow,  the 
natural  conclusion  is  that  the  parabolic  curve  of  velocities  in  a  vertical 
will  be  tipped  down  stream.  In  other  words,  the  lower  filaments  will 
be  more  retarded  than  the  upper  ones.  That  a  gradual  shoaling  with 
a  corresponding  increased  surface  fall  has  the  opposite  effect  on  the 
curve  of  velocities  has  been  shown  by  Dupuit  *  for  the  case  of  un- 
changed width. 

There,  by  a  simple  numerical  calculation,  the  bottom  velocity  is 
shown  to  take  on  a  much  more  rapid  increase  than  the  surface  velocity, 
so  that,  at  the  crest  of  the  shoaling,  they  have  become  more  nearly 
equal  than  before.  In  the  contracted  section  below  the  crest  the  curve 
will  have  been  tipped  up  stream,  though  the  rapid  increase  of  bottom 
friction  (varying  as  the  square  of  the  velocity)  will  soon  force  it  back  to 
the  normal  position  for  steady  flow  at  that  velocity.  He  attributes  to 
this  disproportionate  increase  in  bottom  velocity  with  the  mean 
velocity,  the  larger  part  of  the  scouring  action  seen  immediately  down 
stream  from  hydraulic  constructions.  This  view  would  seem  to  throw 
additional  light  on  the  cause  of  non-shoaling  above  submerged  weirs. 
Experiments  are  needed  on  this  subject. 

3.    Influence  of  Retardation  of  Velocity. 

•  

What,  if  any,  is  the  relation  between  velocity  and  suspension?    This 

is  a  vital  question  in  the  discussion.     Assume  a  sedimentary  stream 

>  See  Prot  Junae  Thomson,  '*  Bnoyolopedia  Britanniea,"  Article  HydrodTiiamics.  Also, 
F.  P.  Stearns.  Tramaetions  American  Society  of  Oivil  Engineers,  Vol.  12,  p.  881,  and  Vol.  7, 
pp.  12^130. 

i  Seepage  289,  footnote. 

s  In  spite  of  the  statement  often  seen,  that  this  in  no  wise  corresponds  to  the  complex 
motion  seen  in  rivers,  especially  the  Mississippi,  an  ordinary  inspection  of  streams,  even  in 
times  of  flood,  shows  it  to  be  more  reasonable  than  any  other  supposition  yet  advanced,  and 
to  represent,  in  an  average  sense,  the  phenomena  observed. 

4  "Etndes  snr  le  mouvement  des  eanx,"  2d  Edition,  1868,  pp.  68-68. 
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flowing  between  regular  banks.  Does  any  fixed  connection  exist 
between  the  velocity  of  the  mean  of  all  the  cubic  feet  passing  a  given 
section  per  second  and  the  weight  of  sediment  contained  in  that  ideal 
cubic  foot  of  water?  If  so,  is  the  relation  one  of  cause  and  effect? 
To  the  first  of  these  questions  Humphreys  and  Abbot  give  an  emphatic 
negative,^  based  upon  a  comparison  between  the  Carrollton  and  Colum- 
bus sediment  and  velocity  curves.  Captain  Ead*s  criticism  of  this 
view  was  founded  on  a  misconception. 

He  proves  conclusively  in  his*  article  that  the  total  weight  of  sedi- 
ment passing  a  given  point  in  the  river  is  proportional  to  the  velocity 
of  the  current.  This,  however,  was  not  the  question  at  issue,  and  is 
tsettled  by  a  moment's  reflection.  The  debatable  problem  is:  Does  an 
increase  of  velocity  increase  the  transporting  power  per  cubic  foot  of 
water  passing  a  given  cross-section?  The  vital  question  in  the  problem 
of  jetties  is  not  as  to  the  ability  of  the  contracted  stream  to  carry 
throughout  their  length  and  beyond  the  sediment  contained  per  cubic 
foot  in  the  water  of  the  river  above.  Their  success  hinges  upon  the 
capacity  of  the  stream  to  take  an  additional  load  per  cubic  foot  from 
its  increased  velocity  until  the  increasing  depth  has  again  estab- 
lished equilibrium.  The  consensus  of  opinion  of  writers  seems  to 
answer  in  the  affirmative  as  opposed  to  the  position  of  Humphreys 
and  Abbot. 

Partiot  says  ^  that  sediment  in  floods  follows  the  same  law  as  the 
velocities,  increasing  up  to  the  highest  stage  and  decreasing  after- 
wards. 

Referring  to  the  Missouri,  Major  Buffiier^  says: 

**  The  water  is  so  heavily  charged  with  sediment  that  decrease  in 
velocity  is  immediately  followed  by  a  deposit,  but  the  converse  of 
scour  following  an  increase  of  velocity,  although  apparent,  is  not  so 
well  marked  nor  so  extensive.  *  *  *  When  from  any  cause  the 
velocity  of  the  current  is  suddenly  increased,  the  most  rapid  erosion 
takes  place;  and  the  greatest  deposit  occurs  when  the  velocity  is  sud- 
denly checked." 

Captain  Eads  and  Mr.  Corthell^  state  that  the  current  of  the  Mis- 
sissippi cannot  be  checked  in  the  slightest  degree  in  flood  time,  when 
its  waters  are  heavily  charged,  without  causing  a  deposit;  that  an 

^  See  p.  364. 

a  •«  Sables  de  1a  Loire/'  p.  22. 

3  "  ImproTement  of  Non-Tidal  Blvers,"  188C,  pp.  78, 138. 

4  Trantaotions  American  Society  of  Civil  Engineers,  Vol.  xl,  pp.  262, 263. 
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iron  netting,  with  meehee  1  ft.  square,  set  in  a  shoal  on  the  Missouri, 
oansed  a  deposit  of  16  ft.  in  one  flood.  Mr.  Ockerson^  claims  that  the 
river  is  not  always  fully  charged  with  sediment  and  so  may  at  times 
be  retarded  to  some  extent  without  deposit. 

Major  Allan  Cunningham'^  states  that,  in  the  Ganges  canal,  measure- 
ments have  shown  that  silt  density,  is  independent  of  velocity. 

Mr.  B.  E.  McMath^  says  the  cause  of  suspension  commonly  varies 
with  the  velocity. 
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MEAN  VELOCITY.     I  Division=:0.25  ft.  per  second. 
Fio.  2. 

These  views  represent  all  phases  of  opinion.  General  statements 
are  not  convincing  so  it  is  advisable  to  analyze  the  available  measure- 
ments. 

Fig.  2  gives  a  graphic  representation  of  five  different  series  of 
measurements  in  the  Mississippi.  Other  data  at  hand  are  unaccom- 
panied by  velocity  determinations.  These  curves  are  plotted  with 
mean  velocities  as  abscissas  and  amounts  of  sediment  as  ordinates.    As 


^  IVvwuacMoiw,  American  Society  of  Oivil  Englneera,  Vol.  xi,  p.  273. 
t  ••  Boorkee  Hydraulic  ExperimentB."    See  Prooatdingt  of  the  Institution  of  CItII  Engl' 
neerii ;  YoL  71,  p.  80. 

a  *'  Silt  H OTement  by  the  MlsalMlppi."     Von  Ifottrand'M  Bnffinetring  MagaxiM,  1888.  p.  88. 
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in  Fig.  1  they  are  not  suitable  for  qnantitatiye  comparison.  There 
is  no  co-ordination  in  yertioal  scales.  Each  represents  only  the  general 
trend  of  direction  of  the  points  from  which  it  is  drawn.  The  points 
for  the  Columbns  and  CarroUton  cnrves  were  the  most  scattering,  as 
would  be  expected  from  an  examination  of  the  same  valnes  plotted  in 
Plates  Xn  and  XIEE  of  Humphreys  and  Abbot's  **  Report  on  the 
Mississippi.*'  There,  time  is  introduced  so  as  to  form  two  curyes. 
Here,  a  general  relation  is  expressed  by  one  curve,  omitting  the  time 
element  and  plotting  each  observation  as  a  separate  point  fixed  by  its 
sediment  and  velocity  co-ordinates. 

An  examination  of  the  two  curves  as  plotted  by  Humphreys  and 
Abbot  seems  to  indicate  a  relation,  especially  in  the  case  of  CarroUton 
where  samples  were  taken  from  three  depths  and  averaged.  The  rela- 
tion is  not,  however,  invariable.  From  the  points  as  plotted  here  there 
can  be  no  doubt  of  the  existence  of  a  law. 

Another  set  of  measurements  was  instituted  at  Qarrollton  by  the 
Mississippi  Biver  Commission  in  1879-80  which  removes  all  doubt  as  to 
the  existence  of  a  relation  between  velocity  and  sediment  at  that  point.* 

The  investigations  made  by  this  commission  at  Prescott,  Winona, 
Clayton,  Grafton,  Hannibal  and  St.  Louis  in  1880  and  1881  are  the 
most  extensive  ever  conducted  and  offer  the  data  for  plotting  addi- 
tional curves.'  Those  made  by  the  Missouri  Commission  at  St. 
Charles'  in  1879-1880  offer  similar  facilities. 

Of  the  curves  shown  in  Fig.  2,  the  most  reliable  are  those  repre- 
senting the  Helena  and  St.  Louis  measurements  because  of  the  im- 
proved methods  used.  In  both  these  cases  the  law  is  clearly  mai'ked. 
The  curve  marked  Ockerson  is  plotted  from  some  measurements  pub- 
lished by  J.  A.  Ockerson,*  M.  Am.  Soc.  C.  E. 

In  Fig.  2  it  might  seem  reasonable  to  have  started  each  curve 
from  the  origin  on  the  ground  that  stagnant  water  would  carry  no  sedi- 
ment. On  the  other  hand,  such  a  proceeding  would  have  been  open 
to  objection  as  an  argumentum  in  circuio,  and  so  was  avoided.  The 
curves,  however,  place  themselves  in  a  significant  arrangement. 

>  See  "  Beport  of  the  Obief  of  Engineers,  United  States  Army/' 1888,  III.  pp.  2309-2266 
And  Plate  VIII. 

•  These  carres  have  all  been  plotted  hj  the  author  and  show  the  ssme  result  as  those 
drawn  on  Fig.  2. 

»  ••  Beport  of  the  Chief  of  Engineers,  United  States  Army."  1887,  IV,  pp.  3090-3096. 

*  Tran$acticn»  of  the  American  Society  of  Olvil  Engineers,  Vol.  xi,  p.  278.  Mr.  Ockerson 's 
valnes  for  sediment  as  given  above  show  a  marked  departure  from  other  determinations  in 
the  Mississippi.  Uowever,  as  only  the  relatlTe  quantities  are  required  here,  they  are  used 
without  question. 
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The  onnreB  are  belieyed  to  show  that  the  sediment  by  weight  in  a 
cnbic  foot  of  water  does  obey  a  general  law  of  increase  with  the 
yelooity  in  the  Mississippi  Birer.  As  snoh  a  relation  has  been  largely 
conceded  to  exist  in  other  rivers  it  is  beHeved  that  it  is  general.  That 
instant  deposit  always  follow  the  least  retardation  is  not  proved  or 
claimed. 

4.  Distribution  of  Sediment  in  the  Cross-Section. 

Distribution  (f  Sediment  in  the  Vertical. — Sufficient  data  is  at  hand  to 
settle  this  question  in  its  general  bearing.  That  it  has  been  a  matter 
of  dispute  is  shown  by  the  different  opinions  expressed. 

M.  Baumgarten,^  from  measurements  in  the  Garonne,  came  to  the 
decision  that  surface  measurements  were  a  fair  index  of  the  amount  of 
sediment  at  all  depths. 

Herr  Blohm^  quotes  a  number  of  varying  opinions  from  English, 
German  and  Italian  engineers ;  but,  from  his  own  measurements  in 
the  Elbe  at  Harburg,  finds  somewhat  of  an  excess  in  the  surface 
quantities.  He,  however,  gives  it  as  his  opinion  that  the  distribution 
of  sediment  is  about  equal  throughout. 

Andrew  Brown^  decided,  after  repeated  trials,  that  sediment  in  the 
Mississippi  was  equally  distributed  at  all  depths,  provided  the  samples 
were  taken  in  the  main  current. 

M.  Partiot^  takes  the  other  view,  stating  that  measurements  in  the 
Loire  have  shown  the  ratio  of  surface,  middle  and  bottom  quantities 
to  the  mean  of  all,  to  be  represented  by  the  numbers  90,  100  and  110. 

M.  Surell^  found  that  the  silt  intensity  in  the  Bhone  increased 
rapidly  with  distance  from  the  surface.  He  expressed  the  ratio  be- 
tween surface  and  bottom  amounts  by  the  relation  of  the  numbers  100 
and  188. 

In  the  measurements  on  the  Mississippi  at  Columbus,^  only  surface 
specimens  were  used,  the  ratio  100  to  120  being  used  to  reduce  the  sur- 
face values  to  the  mean  for  all  depths  as  determined  at  CarroUton  in 

>  "  NftYlgatiOD  Flayiale,  Oaronne."  M.  Baamgarten.  Annale$  des  Fonts  et  ChanuUei,  184a» 
2,  p.  49.    See  t^Lwo  page  M4  of  this  paper. 

>  Ueber  die  in  flieasendeii  Wasser  euspendlrt  entbalteneii  SinkstofTe."  Banrath  Blohm. 
ZeitseKrifldesArehitekUn  und  Ingenieur  Vereins,  Hanover,  1867,  p.  276. 

•  Humphreys  and  Abbot's  *'  Report  on  the  Mississippi/'  1876,  p.  143. 
«  •*  Sables  de  la  Loire/'  1871,  p.  24. 

•  H.  Qndrard  on  "  Uouth  of  the  River  Bhone."  See  Proceedinffs  of  the  Institution  of 
Civil  Bogineers,  VoL  82,  p.  809. 

•  See  Humphreys  and  Abbot's  '*  Report  on  the  Mississippi/'  1876.  p.  136. 
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1851-1852,     The  following  table  has  been  prepared  from  all  the  data 
which  could  be  collected  npon  this  matter  : 

DisTBiBnnoN  op  Sedihent  with  Begabd  to  Depth. 


PaBIS  of  SBDIMnT  XV   1  000  000 

Paxts  of  Watsr  at  thx  Dbpths 

IHDIOATBD. 

PUee  of  obflerration  and 
obsenrer. 

Date. 

Before  noe. 

Bottom 

Surfaoe. 

Mid  depth. 

(ususUy  1  ft. 

(Mean.) 

(Mean.) 

above). 
(Mean.) 

MlMlMippi  at  St  Louis- 

Van  Nottnmd  Bng,  Mag,, 

McMath 

1879 

1888 .7.. 

1847 

2009 

2117 

MlnlMippl    at    Helena— 

Rep't  Ohf.  of  Eog'rs  U. 

Johnson 

1879 

aA..  1879,  HI 

799 

... 

1266 

Mississippi  at  OarroUton 

Rep't  on  Mfss.     Hum- 

—FOnhey 

1861-53 

phrey  sand  Abbot.  1861 
Rep't  Ohf.  of  Bng'rs  U. 

648 

802 

842 

flaoramento   at    Kersche- 

yal's— Le  Oonte. 

1879 

8.  A,  1879.  n 

Rep't  Ohf.  of  Bng'rs  U. 

6  636 

9  061 

6  618 

Mlssiflslppi  at  Presoott— 
Miss.  Siver  Com 

1880-81 

8.  A..  1888.  m 

128 

167 

160 

Mississippi   at   Winona— 
Miss.  Blver  Com 

Rep't  Ohf.  of  Bng'rs  U. 

1880-81 

8.  A..  1888,  m 

84 

82 

86 

MissUsippi   at   Olayton— 
Miss.  Mver  Com 

Bep't  Ohf.  of  Bng'rs  U. 

1880-81 

8.A.1883.n[ 

40 

42 

41 

Mississippi  at  Hannibal- 

Rep't  Ohf.  of  Bng'rs  U. 

Miss.  Kiver  Com 

1880-81 

8.  A,  1883.  m 

166 

208 

224 

Mississippi  at  Orafton- 
Mi8s.BlTer0om...  .... 

Bep't  Ohf.  of  Bng'rs  U. 

1880-81 

8.  A,  1888.  m 

819 

822 

846 

Mississippi  at  St.  Louis- 

Rep't  Chf.  of  Bng'rs  U. 

Miss.  Blver  Com 

1880-81 

8.  A..  1888.  Ill 

686 

906 

996 

Mississippi  at  OarroUton 

Bep*t  Ohf  of  Bng'rs  U. 

"  The  means  of  sorflMW,  mid-depth 

— Miss.  Biver  Com 

1879-80 

8.  A.,  1883.  ni 

and  bottom  observations  sre  in 
the  ratio  of  100.  144  and  188. 
respeotWely."    Vide  Bep't  Ohf. 
Bng-r,  1888,  lU.  p.  2216. 

Missouri  at  St.  Charles— 

Rep't  Chf  of  Bng'rs  U. 

1 

Missouri  Biver  Com. . . . 

1879 

8.  A..  1887,  IV 

2418    1       2478                2  648 

Annales    des  Ponts    et 

The  snrfisoe.  mid-depth  and  bot- 

Oaronne —Banmgarten.. . . 

1847 

tom  quantities  are  In  the  ratio 
of  the  numbers' 100. 141  and  126. 

(Zeitschrlft  des  Aroh. 

Surfaoe   mid- depth   and  bottom 

Elbe  at  Harbnrg— Blohm.. 

1887-64 

(     nnd  Ing.  Ver.,  Han- 

quantities  are  in  the  ratio  of  the 

(    over,  1867 

numbers  100.  983  and  98  2. 

A  study  of  the  table  shows  only  one  case  in  which  the  sediment  per 
cubic  unit  is  not  greater  at  the  bottom  than  at  the  surface.  This  is 
that  of  the  Elbe  at  Harburg.  There  are  two  cases  where  the  mid- 
depth  amounts  are  less  than  the  surface  values,  the  Mississippi  at 
Winona  and  the  Elbe  at  Harburg.  There  are  three  cases  where  the 
bottom  values  are  less  than  those  at  mid-depth,  the  Sacramento  at 
Eerschevars,  the  Mississippi  at  Clayton,  and  the  Qaronne. 

In  all  other  cases  there  is  a  marked  increase  from  surface  to  bottom. 
When  it  is  considered  how  extensive  a  range  of  measurements  is  repre- 
sented in  these  means  and  due  weight  is  given  to  the  careful  and  far- 
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reaching  observations  of  the  Mississippi  and  Missouri  Commissions,  it 
is  thonght  that  the  law  of  increase  from  surface  to  bottom  may  be  con- 
sidered as  established. 

The  table  shows  two  other  facts.  First,  that  surface  observations 
are  not  an  accurate  index  of  the  mean  amount  of  sediment.  Second^ 
that  no  general  coefficient  should  be  used  to  reduce  surface  observa- 
tions  to  mean  values  for  all  depths,  since  this  coefficient  will  vary  in 
different  livers  and  for  different  stages  of  the  same  river. 

It  was  hoped  that  data  might  be  found  from  which  a  relation  could 
be  established  between  the  form  of  the  velocity  and  sediment  curve  in 
the  same  vertical.  Measurements  at  all  points  of  the  vertical  are 
needed  with  simultaneous  velocity  observations  at  the  same  depths. 
The  only  ones  obtained  at  all  partaking  of  this  nature  are  those  in  the 
Sacramento  Biver,  which  are  too  limited  to  be  of  service.^  The 
observations  at  Carrollton  in  1880  showed  little  change  in  the  surface 
sediment  with  change  of  stage. 

Law  of  Distribution  in  the  Horizontal. — In  this  study  the  data  avail- 
able are  still  more  limited.  Of  the  extensive  measurements  carried  on 
by  the  Mississippi  and  Missouri  Commissions,  the  author  can  find  no 
single  case  where  the  samples  from  the  eight  positions  in  the  trans- 
verse  sense  were  kept  separate  and  the  weights  published.  Mr. 
Seddon^  states  that  nothing  of  special  interest  was  shown  by  these 
measurements  at  St.  Charles,  so  the  data  were  not  published.  The 
Carrollton  observations'  of  1880  are  said  to  have  shown  a  uniform  dis- 
tribution from  side  to  side  of  the  channel  and  so  are  not  published. 
Major  Cunningham^  obtained  no  data  from  which  a  law  could  be  pre- 
dicated in  his  measurements  on  the  Ganges  Canal. 

Those  at  Columbus  in  1858  are  not  printed  in  detail,  but  the  Car- 
rollton observations  of  1851-52  give  the  single  satisfactory  set.  The 
measurements  made  in  1879  by  Mr.  McMath  at  St.  Louis  are  not  pub- 
lished in  detail,  but  give  some  facts  of  interest.  The^  last  two  sets  are 
represented  in  the  table  on  the  next  page  by  their  means  for  such 
positions  as  are  indicated. 

>  An  article  hj  0.  0.  Babb,  Jan.  Am.  Soc  0.  B.,  abstracted  in  Engineering  Newg, 
Angnat  10th,  1893,  is  Mid  to  give  onrvee  representing  sediment  at  difllsrent  depths  in  the 
Potomac  Biver. 

•  **Beport  of  the  Chief  of  Engineers,  United  States  Army,"  1887,  IV,  p.  3090. 

•  "B^rt  of  the  Chief  of  Engineers,  United  States  Army,"  1888,  UI,  p.  2316. 

«  Proetedingt  of  the  Institntlon  of  Civil  Engineers,  Vol.  71,  p.  84,  "  Boorkee  Hydraulic 
Experiments." 
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DiSTBIBUnON  OF  SEDIMENT  IN  THE  HOBIZONTAIi. 


Plftoe  of  obMrrfttton  und 
obserrer. 


Date. 


Beferenoe. 


Pasib  of  Skducdt  n  1  000  000 

PAsn  OF  Watbb  at  thk 

Poarxoin  Iia>xoATBD. 


Middle. 


Bank. 


MiaeiMlppi  at  OarroUton 
— Forahey 


MisaiMippi  at  St.  LonU  - 
McMaUi 


1861-62 
1879 


Bep't  on    Mien,  Ham« 
pnreye  and  Abl>ot,l8«l 

Fan  Nnttramd  Eng,  Mag. 
1883. 


642  (300  ft. 
from  e, 
bank) 


673 


648  (400 
from 
bank). 


ft. 


Mean  of  sediment  in  the  rlTer,  2  082 
parte;  mean  of  sediment,  281ft. 
from  Mo.  side.  2 738  parte;  mean 
of  sediment  1 291  ft. from  Dl.  side, 
1623  parts. 


These  meager  measnrements  are  offered  rather  to  show  the  need  of 
attention  to  this  matter  than  as  a  proof  that  the  maximum  of  sediment 
is  near  the  thread  of  the  stream.  Mr.  McMath^  found  the  maximum 
in  nearly  every  case  several  hundred  feet  on  the  Missouri  side  of  the 
line  of  maximum  velocity.  This  could,  perhaps,  be  accounted  for  by 
the  fact  of  the  Missouri  water  being  more  highly  charged  since  its 
sediment  is  finer.  If  the  Ohio  and  Mississippi  flow  side  by  side  with- 
out mingling  their  waters^  it  may  be  that  a  similar  phenomenon  occurs 
at  St.  Louis. 

Sur/aoe  Convexity  and  the  Lateral  Movement  cf  Suspended  Matter, — 
It  has  been  stated^  that  crevasses  in  the  Mississippi  show  a  marked 
swelling  or  convexity  at  the  thread  of  the  current,  where  it  crosses  the 
levee,  and  that  this  convexity,  which  is  due  to  the  excess  of  velocity, 
has  the  effect  of  drawing  floats  to  a  narrow  line  at  the  filament  of  max- 
imum velocity. 

Major  Cunningham^  could  measure  no  sensible  curvature  at  the 
center  of  the  Ganges  Canal.  He  had  expected  to  find  such  a  swelling 
on  the  ground  that  increased  velocity  would  be  accompanied  by  de- 
creased pressure.  He  quotes  the  statement  of  General  Bundall  that 
the  surface  of  the  Gk)davery  and  Mahanuddy  Rivers  was  obviously  con- 

^  "Silt  Movement  by  the  Mississippi/'  B.  E.  McMatb.  Van  Notinmd'M  Engineerimg 
Magatine,  Vol.  28.  1888.  p.  86. 

*  See  '*  Report  on  the  Mississippi/'  Humphreys  and  Abbot.  1876.  p.  138.  Compare, 
also,  the  statement  made  by  MoMath  in  **  The  Mississippi  ss  a  Silt.Bearer."  Van  No»trand*9 
Xnginetring  Magazine,  1879.  p.  222.  The  Missouri  water  was  found  to  contain  2|  times  the 
amount  of  sediment  carried  by  tho  watar  of  the  upper  Mississippi  where  the  two  streams 
were  running  side  by  side,  with  a  common  velocity,  past  Bisaell's  Point. 

3  "  Beport  on  the  Mississippi,"  Humphreys  and  Abbot.  1876.  p.  '284. 

*  Proceedingi  of  the  Institution  of  Oivll  Engineers,  Vol.  71.  pp.  11  and  12. 
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oave,  plane  or  oonyex,  according  as  the  riyers  were  falling,  stationary 
or  rising. 

Mr.  Flamant^  shows  that  there  should  be  no  such  difference  in 
pressure  since  a  fluid  transmits  pressure  equally  in  all  directions  and 
the  surface  should  be  level  for  permanent  motion.  He  explains  the 
conyexity  measured  by  Baumgarten'  in  the  Garonne  in  one  case  on  the 
ground  that  it  did  not  correspond  to  a  permanent  state,  but  to  a  con- 
dition of  rise  when  the  center  would  show  the  increase  before  the 
sides. 

M.  Baumgarten'  concludes  from  his  two  measurements  on  the 
Garonne  that  the  changes  are  scarcely  sensible. 

The  experiments  of  Darcy  and  Bazin^  showed  no  results  which 
could  be  said  to  express  a  law. 

Prof.  De  Yolson  Wood^  states  that  the  water  is  highest  where  the 
velocity  is  greatest,  but  gives  no  substantiation  for  the  statement. 

M.  Debauve*  accepts  the  idea  as  true  and  explains  its  apparent 
disagreement  with  the  hydrostatic  law  on  the  ground  of  viscosity, 
the  water  tending  to  the  form  which  will  offer  the  least  resistance  at 
the  banks. 

Major  Cunningham^  found  that  surface  floats  placed  near  the  banks 
were  uniformly  drawn  out  to  the  thread  of  the  stream,  while  subsur- 
face floats  maintained  a  direction  sensibly  parallel  to  the  banks. 

Mr.  McMath^  holds  that  suspended  material  is  borne  from  the 
sides  toward  the  center.  The  same  statement  is  made  by  Dupuit^  with 
reference  to  bodies  floating  at  the  surface. 

M.  Lagrene'^  considers  the  upper  surface  in  straight  sections  to  be 
sensibly  horizontal  so  far  as  present  knowledge  reaches. 

In  general  it  may  be  said  that  the  movement  of  surface  floats  shows 
a  tendency  toward  the  line  of  maximum  velocity.     That  the  difference 

^  See  AruuUet  des  PtnUt  et  ChmM4e$,  1882.  IV.  p.  66.  Also  Proc4eding$  of  the  Institution 
of  OItU  Sogineen,  Vol.  71,  p.  66. 

a  Bee  Proceedingt  of  the  Institution  of  OItU  Engineer^  Vol.  71.  p.  12.  or  AnndUt  det  Pontt 
0l  OhoMMUeM,  1848.  2.  pp.  28-30. 

s  Anmdu  de»  PonU  a  ChmmUi,  1848,  2.  p.  80. 

4  See  "  Becherohes  Bxperimentales."  Dsrcy  end  Baztn.  PUtes  XIX  to  XXVI.  Also  Pro- 
euitngt  of  the  Institntion  of  CItII  Engineers.  Vol.  71.  p.  12. 

•  Vwn  Noairand'M  Engineering  Magazine,  1879,  p.  870.  He  cUlms  thmt  the  cause  lies  In  the 
redoction  of  pressare  with  increase  of  velocity. 

•  '*  Narigatlon  FluTlale  et  Maritime/'    V.  Debauve. 

T  Proomiingt  of  the  InsUtution  of  Civil  Engineers,  VoL  71.  p.  28.  '*  Boorkee  Hydraulic 
Experiments." 

s  Fan  Nottrwnd't  Engineering  Magasine,  Vol.  28.  p.  36. 
9  "  Etudes  sur  le  Monvement  des  Eanx."  p.  218. 
^*  '*  Oours  de  NaTlgation  Int^rieure."  p.  63. 
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in  height  of  surface  between  center  and  sides  is  a  concomitant  phe- 
nomenon cannot  be  said  to  be  proved.  There  are  many  statements 
that  the  fact  exists,  but  such  measurements  as  are  available  fail  to 
substantiate  them. 

Does  Suspendud  Matter  Move  Faster  Than  the  Current? — The  ques- 
tion of  the  existence  of  a  relative  velocity  between  surface  floats 
and  the  surface  current  may  be  said  to  be  settled.  It  has  been 
considered  a  source  of  error  in  the  measurement  of  surface  velocities 
by  floats  for  some  time  past.  The  velocity  of  the  float  is  greater  than 
the  mean  velocity  of  the  displaced  water.  For  the  same  float,  this  rel- 
ative velocity  will  increase  with  increase  in  depth  of  flotation.  * 

Major  Cunningham^  takes  the  contrary  view,  claiming  that  the 
velocity  of  a  submerged  rod  is  somewhat  less  than  the  mean  velocity 
past  its  immersed  length,  so  that  it  should  only  extend  VW  of  the 
total  depth  to  the  bottom  in  order  to  give  a  true  indication  of  the 
mean  velocity  in  a  vertical. 

The  experiments  of  M.  Du  Boys^  upon  the  Rhone  may  be  said  ta 
settle  the  matter  beyond  dispute.  He  found  from  experiments  upon 
boats  that  they  moved  sensibly  faster  than  the  current,  and  that  this, 
relative  velocity  varied  with  the  form  of  the  boat  and  increased  with 
its  size  and  with  the  velocity  of  the  current. 

Experiments  by  M.  B^rard,*  in  1886,  on  an  artificial  canal,  showed 
that  a  float  moved  faster  than  the  surface  velocity,  but  almost  identi- 
cally at  the  same  rate  as  the  mean  velocity  of  the  displaced  water. 

M.  Du  Boys,^  however,  gives  the  case  of  a  boat  which  had  a 
velocity  of  4.46  m.  in  a  current  whose  surface  velocity  was  only  2.75  m. 
These  differences  are  too  great  to  be  attributed  to  the  fact  that  the 
maximum  velocity  is  below  the  surface. 

A  block  of  wood  and  a  floating  canal-boat  will  not  remain  side  by 
side  in  a  river,  but  gradually  draw  away  from  each  other,  the  boat 
taking  the  lead. 

*  Noted  and  inoorreoUy  explained  in  ZeiUckrift  da  Architekten-  und  Ingeniewr-  Vereitu^ 
Hanover,  1887,  p.  038. 

s  '*  Boorkee  Hydranlio  Bxperimenta."  Proce«dingt  ot  the  Institution  of  Civil  Engineers, 
Vol.  71,  p.  M. 

3  •*  La  liarohe  des  Bateaux  dans  les  Oonrants  Bapides."  Atmalet  det  PonU  el  ChauttSet^ 
1886,  I,  pp.  199-342. 

4  "  Marche  des  Flotteurs  dans  lea  Courants,"  Annctla  des  Fontt  et  ChauuSet,  1886,  II,  p. 
30. 

s  "  Hydranlique."    Flamant.  p.  299. 
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The  Question  cf  Lateral  and  Vertical  Flow  in  Rivers. — Islands  are 
said  to  be  formed  at  the  center  of  rivers  at  the  expense  of  the  banks, 
indicating  a  transyerse  flow  of  the  particles  toward  the  middle.  Is 
there  a  regular  lateral  flow  of  the  water  obeying  a  law  as  fixed  as  that 
which  determines  the  general  law  of  translation  ?  If  so,  it  will  enter 
as  an  important  factor  in  goyeming  sedimentary  moyements.  Prof. 
James  Thomson^  has  demonstrated  the  presence  of  such  a  flow  at  curves 
where  the  motion  at  the  surface  is  outward  and  at  the  bed  is  inward. 
This  offers  a  suitable  explanation  of  the  cause  of  shoals  opposite  sharp 
bends.  In  a  reg^ar  channel  centrifugal  force  does  not  enter  in  to  pro- 
duce these  effects.  Are  they  present  ?  Mr.  McMath  says^  that  obser- 
yation  has  failed  to  detect  any  division  of  a  stream  into  ascending  or 
descending  areas  other  than  local  motions  due  to  eddies.  Major  Cun- 
ningham^ claims  to  have  detected  a  surface  flow  toward  the  center  in 
the  Ckuiges  Canal  as  indicated  by  the  motion  of  the  floats  near  the 
banks,  while  a  sub-surface  flow  in  the  contrary  sense  was  indirectly 
shown  by  the  fact  that  the  deeply  immersed  floats  showed  no  general 
transyerse  tendency. 

Experiments  made  by  J.  B.  Francis^  in  regular  canals  with  white- 
wash discharged  through  a  tube  opening  near  the  bed,  seemed  to  show 
a  yertical  movement  of  the  water  from  the  bed  to  the  surface,  the 
whitewash  appearing  at  a  distance  down-stream  varying  from  10  to  30 
times  the  depth.  Mr.  Francis  offers  this  yertical  movement  as  the 
cause  of  suspension  of  sediment. 

Prof.  De  Volson  Wood,*  upon  the  ground  of  these  observations  of 
Mr.  Francis,  adopts  the  idea  of  a  lateral  surface  movement  toward 
the  banks,  with  a  corresponding  bottom  current  toward  the  center. 

F.  P.  Steams,  M.  Am.  Soc.  C.  £.,^on  the  other  hand,  holds  the 
yiew  that  there  is  a  motion  of  bottom  water  to  the  surface  at  the  sides 
and  toward  the  center  at  the  surface. 

The  observations  of  Mr.  Francis  might  seem  to  be  corroborated  by 
the  positive  statement^  that  the  Mississippi  water  is  constantly  rising 
from  the  bed  to  the  surface. 

s  ••  KncTclopedia  BriUimioa."    Article  flydrodynAmiofl,  p.  498.  

•  "  8Ut  Ifovemeut  by  the  MlMiMippi,"  Van  Nottrand't  Engineering  Magagine^  yoLXXVin, 
p.Sff. 

•  Proc«etUng$  of  the  InsUtution  of  Olvil  Englneen,  YoL  LXZXU,  pp.  38, 24.  "Boorke* 
Hydraullo  Experlmenta." 

«  TranBoctioni  of  the  American  Society  of  Olvil  EnglDeerff,  Vol.  YII,  p.  109. 
ft  Vm  No$trand*»  Engineering  Magaxine,  Yol.  XXI,  1879,  p.  869. 
Alflo  Traneac/imu  of  the  American  Society  of  Oiril  Bngineerp,  June  17th,  1879. 

•  2VaiiMoMen«  of  the  American  Society  of  OiTil  Engineers,  YoL  XII.  p.  881. 
i**Beport  of  the  Ohief  of  Engineers,  United  States  Army."  1888,  III,  p.  3318. 
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5.  Solid  Discharge  of  Bivers. 

In  many  articles  on  river  correction  and  in  most  of  the  treatises  on 
river  hydraulics  will  be  found  statements  of  the  amount  of  silt  carried 
by  streams  in  various  parts  of  the  earth.  The  amounts  are  unreliable 
in  some  cases  and  in  many  are  expressive  of  only  suspended  matter  to 
the  exclusion  of  the  more  or  less  extensive  movement  along  the  bottom. 
A  collection  of  such  non-homogeneous  data  is  not  deemed  of  value  for 
the  purposes  of  the  present  paper.  ^ 

ProportionatB  Amounts  Suspended  and  Dragged. — The  quantitative 
relation  existing  between  the  amounts  moved  at  or  near  the  bottom 
and  those  carried  in  free  suspension  has  offered  another  opportunity 
for  diversity  of  opinion. 

Dupuit^  looks  upon  transportation  in  suspension  as  the  most 
important  element,  on  the  ground  of  the  slight  velocity  of  the  ma- 
terials dragged.  Prof.  Forshey  '  concludes  that  the  matter  pushed 
along  the  bed  of  the  Mississippi  forms  about  three-fourths  of  its  total 
solid  discharge. 

M.  Gu^rard  ^  is  persuaded  that  the  greater  portion  of  the  solid 
matter  discharged  by  the  Bhone  is  pushed  along  its  bed.  The  Missis- 
sippi Biver  Commission,'^  after  a  series  of  careful  measurements  of 
sand  waves  at  Carrollton,  decided  that  not  more  than  0.8  of  1  per  cent, 
of  the  total  solid  discharge  was  moved  along  the  bed  of  the  river  at 
this  point.  Major  Buffner^  states  that  the  movement  of  material 
at  the  lower  laminae  of  the  Missouri  at  St.  Charles  was  believed  to  be 
as  great  as  that  in  all  the  rest  of  the  river.    He  refers  "^  also  to  observa- 

^  The  following  list  gives  %  few  sonroes  of  Information  upon  this  point: 

"Report  on  the  Misslsetpp!/'  Humphreys  and  Abbot,  1876.  p.  U6. 

ZetUckriift  det  Arth,-  und  Ing  -  Vereint,  HanoTer,  1867,  pp.  345-50. 

ProoeediHffi  of  the  Institution  of  CiTll  Engineers,  VoL  XXI,  pp.  15,  27,  469;  Vol.  LIII,  p.  18; 
Vol.  LI.  pp.  216,  217;  Vol,  LVII,  pp.  272-4. 

The  Engitmr,  October  25th,  1889.  p.  343. 

AnnaUt  dst  PotU*  et  ChoMtUu,  1848,  II,  pp.  46-48;  1860,  I,  p.  137;  1860,  H,  p.  374;  1849,  I. 
p.  588;  1871, 1,  p.  15. 

'*Ouialand  River  Engineering,"  Stevenson,  p.  818. 

"  Improvement  of  Non>Tidal  Bivert,*'  Bnffher. 

*'Oours  d'Hydraolique  Agricole  et  XJrbaine."  M.  Bechmann,  1895,  pp.  109,  120.  Also 
treatises  on  general  geology. 

a  «'Btudee  snr  lee  Moavements  des  Eanx."  p.  216. 

t  Proceeding*  of  the  American  Association  for  the  Advancement  of  Science,  Nashrille, 
1877.    See  also  Van  Nattrand't  Engineering  Maga$ine,  VoU  XX,  p.  227. 

4  Proceedingi  of  the  Institution  of  OivU  Engineers,  Vol.  82,  p.  309. 

B  "Report  of  the  Chief  of  Engineers,  United  SUtes  Army,"  1883,  HI,  p.  2218. 

•  «•  Improvement  of  Non-Tidal  Rivers,"  p.  78. 

1  The  same,  p.  138. 
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tions  at  Lake  Providence,  La.,  which  indicated  that  a  large  amonnt 
was  moying  along  the  bed  of  the  Mississippi  at  that  point  of  which  the 
moving  sand  waves  represented  only  a  small  portion. 

Captain  Eads  and  Mr.  Corthell  *  join  with  the  Mississippi  River 
Commission  in  the  statement  that  nearly  all  the  solid  matter  in  the 
Mississippi  is  carried  in  suspension,  while  but  a  small  proportion  is 
dragged  on  the  bottom. 

It  is  believed  that  this  last  statement  represents  the  actual  case  in 
most  sedimentary  rivers. 

6.  Tabulation  of  Observed  Data  on  Dragging. 

A  tabulation  of  the  best  known  results  of  experiment  on  velocities  at 
at  which  dragging  begins  is  given  on  the  next  page.  Those  given  by 
Bouniceau  appear  to  be  taken  from  the  results  of  Dubuat's  and  Tel- 
ford's experiments.  The  others  are  believed  to  represent  original 
measurements  or  computations.  Li  some  cases  the  published  results 
do  not  state  whether  the  velocity  measured  was  that  at  surface,  mid- 
depth  or  bottom. 

Further  statements  of  velocities  are  given  by  Weisbach,  Unwin, 
Church,  Bechmann  and  others,  but  they  are  all  based  upon  the  measure- 
ments detailed  in  this  table.  A  limited  collection  of  similar  data  is 
given  in  the  Report  of  the  Chief  of  Engineers,  U.  S.  Army,  1885,  I, 
pages  569-570. 

The  detail  of  Dubuat's  and  Sainjon's  measurements  has  been  given 
in  a  preceding  part  of  this  paper.  The  measurements  in  the  Upper 
Rhine  were  made  near  Alt-Breisach,  with  a  smooth  river-bed.  Li  the 
cases  so  marked,  motion  did  not  take  place  until  the  particles  were 
subjected  to  a  slight  disturbance  from  the  outside. 

Login's  experiments  were  made  with  a  stream  averaging  i  in.  in 
depth.  Telford's  velocities  are  those  at  which  erosion  begins.  Black- 
well's  measurements  have  been  referred  to  on  page  248. 

The  materials  are  given  as  desciibed  by  the  experimenter.  A  careful 
set  of  measurements  of  these  velocities,  made  with  improved  appara- 
tus, i&  much  needed. 

Displacement  of  Crests  of  Sand  Waves. — For  purposes  of  comparison,  a 
collection  has  been  made  on  page  310  of  measurements  on  sand  waves. 

>  TroMoctiotu  of  the  American  Sooiety  of  OlTil  Boglneen,  Vol.  XI,  p.  363. 
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Additional  measnremfiiits,  made  by  M.  Sainjon,  are  given  at  page 
257  of  this  paper. 

In  general,  it  may  be  said  that  the  displacement  of  these  wave 
crests  increases  with  the  stage  and  with  the  velocity,  at  least  up  to  a 
certain  point  of  bottom  velocity.  Their  form  and  motion  is  most  reg- 
ular at  times  when  the  river  is  neither  rising  nor  falling.  Their  motion 
is  most  rapid  when  the  river  is  rising.     They  are  largest  in  deep  water. 

7.  Velocities  of  Vertical  Current  Required  to  Keep  Particles  Suspended. 

A  particle  whose  specific  gravity  is  greater  than  1  will  sink  in  quies- 
cent  water  when  viscosity  is  overcome.  It  will,  when  falling  freely  from 
rest,  after  a  very  short  period  of  acceleration,  attain  a  state  of  velocity 
practically  uniform.  The  same  particle  should  be  kept  suspended  in- 
definitely by  a  constant  current,  whose  vertical  component  has  a  ve- 
locity equal  to  that  asymptotically  approached  by  the  falling  particle. 

Experiments  have  been  made  to  determine  the  velocities  of  currents- 
necessary  to  keep  particles  of  various  sizes  and  specific  gravities 
suspended  when  acting  in  a  direction  opposed  to  gravity. 

The  table^  on  page  312  gives  the  results  of  experiments  made  by  M. 
Thoulet.  It  represents  the  maximum  velocities  in  millimeters  per 
second  of,  and  the  thrusts  in  milligrams  exercised  by,  currents  capable 
of  holding  suspended,  at  a  fixed  point  in  a  tube,  spherical  grains  of 
radius  varying  from  0.1  to  2.5  mm.,  and  of  densities,  in  air,  between  1.5- 
and  4.0.  The  velocities  are  taken  from  diagrams  constructed  from 
results  of  actual  experiment.  The  thrusts  P  are  computed  on  the  sup- 
position that  a  current  with  a  velocity  r,  in  millimeters,  which  holds  in 
suspension  a  body  of  density  y\  exercises  against  the  body  a  thrust 

P  =^  -It  r^  (y*  — 1)  (in  milligrams,  where  r  is 

expressed  in  millimeters). 

The  range  of  values  for  (r)  and  (y')  is  sufficient  to  cover  all  ordi- 
nary mineral  grains. 

There  can  be  little  doubt  that  the  velocity  of  vertical  current  or  the 
amount  of  vertical  thrust  required  for  the  suspension  of  ordinary 
grains  is  very  slight.  Col.  Mansfield  reports*  observations  on  grains 
of  sand  allowed  to  fall  from  rest  in  water.     The  maximum  velocity 

>  Tor  further  detaUs  tee  p.  MO;  also  AnndUi  da  Mines,  1884, 1,  p.  621. 

3  **  Report  of  Chief  of  Engineers,  United  States  Army/'  1880,  pp.  1398-1299. 
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reached  at  the  bottom  showed  that  a  vertical  ctirrent  of  1  or  2  ins.  per 
second  would  keep  them  suspended. 

Mr.  T.  £.  Login,  ^  found  that  the  following  materials  had  a  rate 
of  sinking  in  water  of,  and  consequently  would  be  sustained  by  a  ver- 
tical current  of,  a  velocity  equal  to  the  numbers  given  below : 

Velocity  required. 
Haterials.  (Feet  per  second.) 

Brick  clay  (mixed  with  water  and  allowed  half 

hour  to  settle) 0.009 

Fresh  water  sand 0.166 

Sea  sand 0.196 

Bounded  pebbles  (size  of  peas) 1 .000 

Diagrams  have  been  prepared  by  Bichards'and  Woodward  to  show 
the  relations  existing  between  the  specific  gravity,  diameter  and  veloc- 
ity of  fall  in  water  of  various  minerals.  They  are  constructed  from  a 
formula  given  byBittinger.* 

r=2.44>/D((5  — 1) 
where  V  =  velocity  of  fall  in  meters  per  second. 
D  =  diameter  of  particles  in  meters. 
d  =  specific  gravity  of  the  mineral. 
These  diagrams  are  extended  to  cover  specific  gravities  between  1 
and  15,  diameters  between  0  and  0.06  m.,  and  velocities  of  fall  up  to 
2.3  m.  per  second. 

8.  Besults  Expressed  in  the  Form  of  a  Series  of  Propositions. 

The  following  propositions  are  believed  to  express  the  main  facts, 
so  far  as  they  are  known  at  present,  which  must  be  recognized  by  any 
broad  thepry  of  the  cause  of  the  suspension  of  sediment: 

1.  The  movement  of  solids  by  water  currents  may  take  place  by 
dragging,  by  intermittent  suspension  or  by  continuous  suspension. 

2.  Motion  in  each  of  the  three  ways  is  increased  with  increase  of 
depth;  yet  the  depth  itself  can  only  afifect  the  intermittent  motion. 

3.  Motion  by  each  of  the  three  ways  is  increased  by  increase  in 
mean  velocity. 

>  Proeeedinfft  of  the  Boyftl  Society  of  Edinburgh,  Vol.  Ill,  p.  i75. 

Alto  *'OaiMl  and  Biyer  Engineering/'  Stevenson,  p.  815. 

s  «•  The  Velocity  of  Bodiea  of  Diiferent  Specific  QraYity  Falling  In  Water."  Richards  and 
Woodward.  Tramaetiantot  the  American  Institute  of  Mining  Engineers,  1890,  Vol.  18,  pp. 
644-^48. 

t  Bittinger'a  '*  Aufbereitungakunde,"  1867,  p.  195.. 


Digitized  by  VjOOQIC 


314  HOOKER  ON  SUSPENSION  OF  SOLIDS    IN   RIVERS. 

4.  The  presenoe  of  sediment  in  a  stream  deoreases  its  mean  velocity. 

5.  Dragging  as  well  as  suspending  power  increases  with  the  heavi- 
ness of  the  liquid  and  with  its  coefficient  of  viscosity. 

6.  By  far  the  greater  amount  of  solid  material  transported  by  sedi- 
mentary rivers  is  carried  in  continuous  suspension. 

7.  Sand  waves  of  considerable  size  are  formed  in  the  larger  riverB. 
Their  motion  down  stream  is  slow,  increasing  in  xmie  up  to  a  certain 
critical  value  of  bottom  velocity  and  then  decreasing  with  further 
increase. 

8.  The  fineness  of  material  in  suspension  increases  from  the  rise  to 
the  embouchure  of  rivers. 

9.  The  weight  of  suspended  material  per  cubic  unit  of  water  de- 
creases from  rise  to  embouchure. 

10.  Increase  in  vortex  motion  increases  power  of  transport. 

11.  Continuous  vertical  or  lateral  currents  which  could  not  be 
explained  by  local  causes  in  rivers  have  not  yet  been  proved. 

12.  The  phenomenon  of  suspension  requires  for  its  explanation  a 
continuous  upward  force.  Intermittent  forces  are  not  sufficient, 
although  the  intensity  of  the  force  may  vary. 

13.  Bodies  suspended  in  flowing  water,  either  intermittently  or 
continuously,  tend  to  acquire  a  velocity  greater  than  that  of  the  water 
surrounding  them. 

14.  The  transportation  of  material  consumes  part  of  the  energy  of 
any  silt-bearing  stream.  A  greater  load  of  fine  particles  than  of  coarse 
can  be  carried  with  the  same  expenditure  of  energy. 

Part  in. — Discussion  of  Theories  op  Suspension. 

The  explanations  offered  as  to  the  cause  of  this  phenome^pn,  as 
detailed  in  the  preceding  pages,  fall  naturally  into  four  categories.  It 
will  be  well  to  examine  each  in  the  light  of  the  facts  at  hand  before 
drawing  conclusions  as  to  their  relative  value. 

(a)  Theory  of  a  Continuous  Upward  Flow. — J.  B.  Francis^  Past- 
President  Am.  Soc.  G.  E.,  sought  to  explain  the  suspension  of  sedi- 
ment in  streams  by  the  presence  of  a  continuous  upward  flow  of  the 
water  at  the  bed.  This  flow  was  believed  to  be  proved  by  experi- 
ments made  by  liberating  whitewash  at  the  bed  of  two  different 
channels  and  noting  its  appearance  at  the  surface  at  distances  down- 
^  TrataacHon*  of  the  American  Society  of  Ciyil  Engineers,  May  and  June,  1878. 
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stream  varying  from  10  to  30  times  the  depth.  The  experiments  of 
M.  Thonlet*  have  shown  how  slight  an  upward  current  is  required 
to  produce  this  effect.  Were  such  a  resultant  upward  current  proved » 
it  might  offer  a  satisfactory  explanation  of  the  phenomenon.  There 
are,  however,  certain  objections  to  this  view  which  seem  to  render  it 
inadmissible.  Considering  a  long  stretch  of  river,  a  steady  flow  from 
bed  to  surface  at  the  center  must  be  accompanied  by  a  corresponding 
flow  outward  to  the  sides  and  a  downward  reverse  flow  along  the 
bed  from  the  sides  to  the  center.  Such  a  flow  has  not  been  observed. 
On  the  contrary  several  writers'  have  advanced  the  idea  of  a  flow  in 
the  contrary  sense,  though  this,  too,  must  be  regarded  as  yet  un- 
proved. 

Again,  even  were  the  flow  from  bed  to  surface  at  center  and  out- 
ward to  the  sides  proved,  it  would  constitute  no  explanation  of 
continuous  suspension,  unless  the  velocities  of  flow  at  center  and 
sides  were  unequal,  since  it  would  give  no  resultant  upward  thrust. 
The  algebraic  sum  of  the  vertical  components  of  all  the  internal  move- 
ments of  the  liquid  should  reduce  to  zero  in  the  stretch  considered. 

Proofs  of  flow  from  bed  to  surface  or  from  sides  to  center  based 
upon  indications  offered  by  floating  substances — the  case  in  both  Mr. 
Francis*  and  Major  Cunningham's  experiments — can  not  be  considered 
conclusive.  In  the  one  case  the  movement  might  be  attributed  to 
local  currents  induced  by  the  presence  of  the  experimental  apparatus. 
In  both  cases,  the  fact  that  a  floating  body  tends  to  move  faster  than 
the  surrounding  medium  and  would  follow  the  line  of  least  resistance 
would  cause  floating  substances  to  indicate  currents  which  did  not 
actually  exist.     This  matter  will  be  referred  to  later. 

(b)  Discontinuous  Upward  Flow  or  Eddy  Theory, — There  are  certain 
writers  who  attribute  the  entire  suspending  power  of  streams  to  ver- 
tical currents  incident  to  the  complex  eddying  motion  induced  by  the 
asperities  of  the  bed.  The  numerous  valuable  articles'  by  R.  E. 
McMath,  M.  Am.  Soc.  C.  £.,  have  taken  the  strongest    position  on 

»  See  p.  370. 

•  See  Procetdihufi  of  the  Inttitatlon  of  Olvll  EDgineen,  Vol.  71,  p.  38  and  cUsonscion.  Alio 
TrtmMdUmt  Amencan  Society  of  OItU  Engineers,  Vol.  13,  p.  833. 

•  "BUt  MoToment  by  the  MiislMippi."  Von  Noitrand's  Engineering  Magannt,  VoL  38, 
1888,  p.  83. 

**  The  HlMlMlppl  as  a  Silt  Bearer."  Van  Nottrand^t  Engineering  Magaxint,  Vol.  20, 1879, 
p.  3ia 

**  Theory  and  ■pplicatton  of  the  Permeable  System  of  Works  for  the  Improvement  of 
8ilt*Bearing  BiTers.*'    Engineering  Newt,  November  1st,  1879. 
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tliis  line.  Upon  the  basis  that  the  fact  of  suspension  itself  is  an  evi- 
dence of  a  resultant  upward  thrust,  Mr.  McMath  states  his  position 
in  these  words  :^ 

*'  This  third  hypothesis  goes  but  one  step  farther  in  ascribing  to  the 
irregular  movements  the  whole  work  of  suspension  upon  the  ground 
that  a  cause  known  to  exist  wherever  the  fact  to  be  accounted 
for  occurs,  and  admitted  to  be  efficient,  must  be  considered  the  sole 
cause  unless  a  co- working  agency  is  known,  or  the  cause  is  insufficient 
to  produce  the  observed  result.  Observation  readily  detects  whirls, 
boils  and  eddies  in  the  act  of  bringing  water  and  suspended  material 
from  the  bottom  to  the  surface  and  laterally  from  the  sides  to  the 
center  of  the  river.  Observation  has  never  detected  any  other  cause 
incident  to  the  flow  of  streams  which  produced  these  effects."' 

The  efficiency  of  vortices  in  producing  local  results  has  passed  be- 
yond the  range  of  controversy.  M.  Boussinesq'  divides  them  into  two 
classes ;  first,  those  in  which  the  constituent  water  is  constantly 
changing  as  the  result  of  an  axial  flow  which  increases  in  velocity  as 
the  radius  of  curvature  decreases ;  second,  those  in  which  the  con- 
stituent water  remains  the  same,  being  formed  during  an  interval  of 
time  by  a  definite  mass  of  fluid  and  manifesting  themselves  in  a  com- 
plex rotation. 

A  case  of  the  first  kind  is  the  common  vortex  over  the  discharge 
pipe  of  a  hand  basin.  One  of  the  second  is  seen  in  the  experiment  of 
the  revolving  glass  or  basin  of  water  described  earlier  in  this  paper  in 
the  experiments  of  M.  Fargue  and  M.  Qallois. 

In  both  forms  of  vortex  the  tangential  velocity  increases  with  ap- 
proach to  the  axis  in  contradistinction  to  the  case  of  a  rotating  solid. 
In  each  case  solid  material  obeys  an  impulse  toward  the  axis  whether 
there  be  a  flow  of  liquid  in  that  direction  or  not.  This  is  due  to  the 
tendency  of  the  solid  to  move  faster  than  the  liquid  and  in  so  doing  to 
follow  the  line  of  least  resistance,  i.  «.,  the  line  where  differences  of 
velocity  are  least.  In  the  first  form  an  additional  impulse  toward  the 
axis  is  received  from  the  current  setting  in  that  direction.  These 
phenomena  are  clearly  shown  in  the  experiments  referred  to,  though 

^  "  Silt  MoTement  by  the  MlMistippi."  Van  Nottrand's  Engineering  Magatine,  VoL  28, 
p.  85. 

*  '*  The  suBpension  of  matter  involTes  an  upward  motion  of  the  water  or  medlnm  in 
whiohsuohmatter  it  flOBpended,  if  in  no  other  way,  by  the  law  of  adhesion.  •  •  •  Upward 
motion  of  the  enspendinff  medium  InTOlvea  of  neoeaaity  a  downward  movement  of  eqnal 
Tolnme,  bnt  not  necessarily  of  equal  velooity."  McHath  in  Engineering  Nev>$,  November  let, 
1879. 

s  "  Bssai  BUT  la  Th6orie  des  Eanx  Oonrantes/'  p.  616. 
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M.  Gkkllois'^  explanation  is  at  variance  with  that  given  above.  He  takes 
the  position  that  the  particles  are  impelled  toward  the  center  because 
the  relative  velocities  are  greatest  at  that  point.  This  is  incompatible 
with  the  theory  that  the  standard  form  of  a  vertical  velocity  curve  in 
streams  is  a  parabola.  If  the  friction  initiated  at  the  sides  exercises 
its  retarding  effect  progressively  toward  the  center,  as  is  believed  to  be 
the  case  in  rivers,  the  absolute  velocity  near  the  axis  of  the  vortex 
should  be  greater,  but  the  relative  velocities  of  the  fluid  filaments 
should  be  a  maximum  near  the  sides.  In  other  words  the  solids  would 
move  toward  the  axis  of  the  vortex  with  radial  velocities  varying 
directly  with  the  distance  from  the  axis.  According  to  M.  Gallois'  ex- 
planation this  relation  would  be  an  inverse  one. 

In  a  flowing  stream  these  eddying  movements  are  present  in  the 
forms  described  and  in  numerous  intermediate  states.  Irregularities 
in  the  bottom  sometimes  send  currents  to  the  surface  in  the  form  of 
boils  where  there  appears  to  be  only  a  swift  vertical  velocity  without 
much  rotation.  In  the  oomplex  motion  of  the  stream  these  visible  dis- 
turbances are  but  the  type  of  an  infinite  variety  of  similar  movements 
taking  place  between  small  groups  of  molecules.  These  are  not  so 
evident  to  the  eye,  but  consume  in  the  aggregate  a  large  proportion  of 
the  stream's  energy.  The  asperities  of  the  bed  and  banks  send  off 
these  rotary  groups  with  axes  inclined  at  all  angles  and  with  velocities 
of  translation  having  a  resultant  in  the  stream  direction.  Whatever 
resistance  is  offered  along  the  air  profile  will  manifest  itself  in  com- 
plicating the  direction  of  these  movements  of  translation.  The  vital 
question  is  to  know  the  direction  of  the  resultant*  motion.  Has  it  a 
component  acting  upward  ? 

It  is  seen  at  once  that  vertical  motion  of  the  water  itself  can  only 
be  a  local  phenomenon.  The  resultant  of  all  the  external  forces  act- 
ing upon  a  given  stretch  of  river  will  have  a  direction  down  stream, 
and  will  approach  zero  as  the  motion  approaches  uniformity.  Its 
vertical  component  will  be  downward,  not  upward.  The  same  thing 
will  be  true  of  all  the  complex  motions  in  the  interior  of  the  liquid 
prism  considered  in  the  aggregate.  It  is  true,  however,  that  the 
reverse  downward  current  need  not  equal  in  velocity  the  original 
upward  one.'    The  diminution  in  velocity  may  be  counterbalanced 

^  See  XngineeHng  Newt,  March  S8d.  189S. 

s  This  Uct  i»  noted,  without  camment,  by  Mr.  MoHath  in  En^inmrinff  Nwft,  Norember 
1st,  1879.    It  is  thought  thst  he  wm  the  lint  to  suggest  it  in  oonneoUon  with  suspension. 
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by  an  increase  in  the  moving  area.     This  is  an  important  point  affect- 

•  ing  the  power  of  suspension.     While  there  is  no  resnltant  vertical 

motion  of  the  water,  there  is  a  resnltant  vertical  thrust  exercised  upon 

sediment  in  the  aggregate  and  acting  as  an  efficient  cause  of  suspension. 

The  thrust  exercised  by  a  current  upon  an  immersed  solid  is 

and  obviously  varies  with  the  square  of  the  velocity.  An  eddy,  having 
an  upward  component  of  velocity  represented  by  4,  would  exert  an 
upward  thrust,  available  for  suspension,  proportional  to  16.  In 
descending,  the  same  water  might  cover  twice  the  area,  and  have  a 
downward  velocity  of  2.  Then  the  corresponding  downward  thrust 
would  be  proportional  to  8.  The  resultant  of  such  a  local  system 
would  be  an  upward  thrust  available  for  continuous  suspension.  In 
addition  to  this,  particles  carried  by  the  vortex  to  the  surface,  and 
especially  when  freed  at  that  point  from  its  influence,  would  exhibit 
the  phenomenon  of  temporary  suspension,  before  gravity  had  again 
brought  them  back  to  the  river  bed.  Cover  the  stream  with  systems 
of  this  character,  and  there  results  a  modified  form  of  what  is 
actually  seen.  Eddies  are  induced  by  the  rugosities  met  with  in 
the  earth  and  air  profiles.  The  abrupt  changes  in  the  bottom,  and  its 
relatively  unyielding  character,  cause  the  upward  currents  to  have 
the  greater  velocity  in  general,  though  they  must  of  necessity  be 
restricted  in  relative  extent. 

The  fact  that  the  descending  areas  must  be  much  greater  than  the 
ascending  ones  in  order  to  give  rise  to  this  force  shows  that,  in  the 
major  part  of  the  stream,  an  active  force  is  at  work  tending  to  carry 
material  to  the  bottom,  aside  from  the  force  of  gravity  acting  upon  the 
particles.  This  suggests,  though  it  does  not  prove,  the  existence  of 
another  cause  of  suspension,  and  such  a  cause  is  actually  found,  as 
shown  later. 

Here,  then,  in  obedience  to  the  law  which  governs  the  thrust  exer- 
cised by  water  impinging  upon  a  solid,  there  is  a  resultant  force 
acting  upward  in  flowing  streams,  and  capable  of  performing  an 
efficient  part  in  the  continuous  suspension  of  solid  matter.  While  the 
aggregate  of  all  the  interior  motions  of  the  fluid  can  have  no  upward 
resultant,  still  the  thrusts  exercised  upon  solid  suspended  matter  by 
these  motions  can  and  do  have  such  a  resultant  as  shown. 


Digitized  by  VjOOQIC 


HOOKBB  ON  SUSPENSION  OF  SOLIDS  IN  EIVBB8.  319 

It  is  evident  that  this  force  would  disappear  in  circular  conduits, 
flowing  full,  since  a  uniform  profile  may  be  assumed.  The  eddies 
would  be  thrown  off  with  like  intensity  at  all  points  toward  the 
center. 

M.  Boussinesq^  attributes  increase  in  vortical  motion  at  the  walls 
to  any  one  of  these  causes;  increased  mean  local  velocity,  increased 
roughness  of  lining  or  increase  in  hydraulic  mean  radius.  The  effect 
of  the  first  two  causes  is  evident.  The  influence  of  the  increase  of 
area  per  unit  of  wetted  perimeter  is  thought  to  be  shown  by  the 
greater  field  of  action  allowed  for  oscillatory  movements  perpendictl- 
lar  to  the  walls.  These  vibrations  help  in  detaching  groups  of  mole- 
cules and  cause  such  groups  to  suffer  sudden  changes  in  intensity  of 
tangential  friction  at  the  walls  which,  in  turn,  favors  their  formation 
into  vortices. 

In  a  circular  conduit  running  full  this  would  indicate  an  increase 
in  vortical  movements  at  the  walls  with  increase  in  diameter.  In 
passing  from  the  walls  to  the  center  of  the  current,  M.  Boussinesq 
thinks  the  vortical  agitation  should  increase  where  the  wetted  peri- 
meter is  concave,  as  in  the  case  of  closed  conduits  of  rectangular  or 
rounded  forms,  running  full,  because  the  field  of  action  for  each  vortex 
is  constantly  narrowing  and  interference  increases.  On  the  other 
hand,  this  agitation  should  be  less  and  be  practically  uniform  for  a 
rectangular  cross-section  of  indefinite  length  of  base.  .  The  agitation 
should  be  of  about  the  same  intensity  in  a  large  circular  or  rectangular 
conduit  running  full  as  when  running  half  full.  The  action  of  the 
free  surface  in  reflecting  these  movements  ought  not  to  differ  widely 
from  the  action  of  the  upper  half  of  the  section  upon  the  lower  half 
when  running  full. 

Considered  as  a  whole,  the  vortex  theory,^  as  advocated  by  Mr.  Mc- 
Math,  is  entitled  to  a  position  as  one  of  the  major  causes  of  suspen- 
sion. The  statement  that  it  is  the  sole  cause,  and  that  observation  has 
never  detected  any  other  cause  incident  to  the  flow  of  streams  which 
has  produced  these  effects  would  seem  too  broad  a  claim. 

(c.)  Theory  Based  upon  Eddies  and  Relative  Velocities. — Partiot  was 
probably  the  flrst  to  give  prominence  to  the  suspending  power  of 

1  '<Theorie  dei  Bkhx  OonnuitM/'  p.  47. 

•  A  raluftble  paper  by  William  Starling,  M.  Am.  Soc.  C.  K,  Chief  Engineer  of  the  Miesls- 
■ippi  Leree  Oommieaion*  is  In  press  at  the  present  time,  which  brings  this  theory  promi* 
nently  forward.  The  term  **  vortex  theory  "  is  here  used  in  a  restricted  sense,  as  indicated  by 
the  context. 
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eddies.  He  bases  his  explanation  of  suspension  upon  the  presence,  in 
these  vortioal  movements,  of  exaggerated  relative  velocities  which,  in 
conjunction  with  the  motion  of  the  body,  cause  a  thrust  toward  the 
most  rapid  filaments.  The  particles  are  then  carried  along  with  the 
motion  of  translation  of  the  eddy. 

Where  eddies  are  not  the  acting  force,  he  follows  Dupuit's  explana- 
tion as  given  hereafter. 

(d.)  Theory  Based  upon  Relative  Velocities, — ^This  theory  was  brought 
forward  by  Dupuit.  It  utilizes  the  fact  that  all  partially  or  wholly 
submerged  bodies  tend  to  move  faster  than  the  mean  velocity  of  the 
displaced  water.  This  makes  a  choice  of  path  for  relative  motion 
necessary.  The  path  chosen  will  \>e  that  which  offers  the  least  re- 
sistance, t.  e.,  diagonally  toward  the  most  rapid  filaments. 

Take  the  case  of  a  floating  homogeneous  sphere.  Let  it  have  a 
velocity  of  translation  in  the  stream  direction  equal  to  that  of  the 
mean  of  the  displaced  filaments.  Assume  uniform  stream  motion. 
Place  it  near  the  left-hand  shore.  The  filaments  of  water  at  the  right 
of  the  body  are  moving  faster  than  its  center  of  gravity,  and  by  their 
friction  tend  to  revolve  it  in  an  anti-clockwise  direction.  On  the  op- 
posite side  of  the  ball  the  friction  is  reversed  in  direction,  and  aids  in 
producing  the  same  rotation.  What  is  the  result  upon  transverse  motion  ? 

The  ball  will  tend  to  place  its  center  of  gravity  in  the  line  of  the 
resultant  resistance  of  the  filaments  ahead  of  it.  But  in  the  theoreti- 
cal case  considered  there  is  no  resultant  resistance  upon  the  sphere, 
since  it  moves  with  the  same  mean  velocity  as  the  displaced  water. 
The  law  stated  above,  then,  does  not  call  for  any  transverse  motion 
under  the  conditions  named. 

Introduce  the  fact  that  the  body  has  a  velocity  greater  than  that  of 
the  mean  of  the  displaced  filaments.  A  new  element  is  introduced, 
for  there  Ib  now  a  resultant  resistance  from  the  filaments  ahead  which 
is  proportioned  to  the  square  of  the  relative  velocity.  This  relative 
velocity,  and  consequently  the  resistance,  increases  until  the  resistance 
is  equal  to  the  accelerating  force,  when  the  motion  becomes  uniform. 
It  is  now  incumbent  upon  the  body  to  choose  a  path  relatively  to  the 
fluid.  It  will  tend  to  place  its  center  of  gravity  in  the  line  of  action 
of  the  resultant  resistance.  This  line  of  action  is  to  the  right  of  the 
center  of  gravity  of  the  body.  It  will  then  take  a  diagonal  path  to- 
the  right,  or  toward  the  most  rapid  filaments. 
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The  line  of  application  of  the  mean  resistance  will  coincide  with 
the  line  of  action  of  the  mean  velocity  of  the  water  immediately 
ahead.  At  any  point  of  its  path  the  mean  resistance  offered  will  be 
least,  f .  e, ,  the  velocity  of  the  body  will  be  most  nearly  equal  to  the 
mean  velocity  ahead,  if  the  center  of  the  body  is  in  the  line  of  action 
of  this  mean  velocity. 

In  summing  up,  then,  Dupuit's  theory  of  suspension  rests  upon 
the  fact  that  submerged  bodies  tend  to  move  faster  than  the  mean 
velocity  of  the  displaced  water,  and  in  so  doing  choose  the  line  of 
least  resistuice. 

It  is  the  only  satisfactory  explanation  yet  offered  of  the  phenomena 
shown  in  the  experiments  with  rotating  vessels,  which  are  described 
by  M.  Fargue  and  M.  Gkdlois.  It  offers  an  explanation  of  the  increase 
in  suspending  power,  with  increase  in  depth  and  velocity.  In  the  *  *  Re- 
port on  the  Mississippi  River  '*  by  Humphreys  and  Abbot  (page  254) 
it  is  shown  that  the  parameter  of  the  horizontal  parabola  of  velocities 
5  ft.  below  the  surface,  at  any  stage,  is  proportional  to  the  square 
root  of  the  corresponding  mean  velocity.  The  same  should  be  true  of 
the  vertical  curve. 

The  reasonableness  and  value  of  this  theory  seem  evident.  Its  in- 
completeness as  an  explanation  of  the  whole  phenomenon  is  shown  by 
the  fact  that  it  takes  no  account  of  the  suspending  power  of  eddies 
and  offers  no  explanation  of  the  presence  of  sediment  above  the  line  of 
maximum  velocity. 

Before  stating  the  conclusions  to  which  this  analysis  of  theories 
leads,  it  will  be  well  to  place  emphasis  upon  a  cause  of  suspension 
which  has  only  been  indicated  in  a  general  way. 

Dupuit'  suggested  that  the  resultant  of  all  the  pressures  upon  a 
submerged  body  was  greater  in  flowing  or  agitated  than  in  quiescent 
water.  He  explains  it  on  the  ground  of  relative  velocities  of  the  fila- 
ments as  detailed  above. 

M.  Flamant^  has  adopted  the  same  idea  as  an  explanation  of  the  ten- 
dency of  surface  floats  to  move  faster  than  the  current.  His  argument 
is  that  the  floating  body  weighs  more  in  agitated  water  than  the 
weight  of  the  water  displaced,  and  that  the  excess  shows  its  presence 
in  the  increased  velocity.  The  explanation  implied  is  that  there  is  a  re- 
snltant  upward  thrust  in  the  surrounding  fluid  due  to  its  agitation. 

^  "  Btodea  tar  Le  Bf onvement  das  Eaox,  "  1848,  p.  317. 
•  •'  HydrauUqae,"  1891,  p.  298. 
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The  explanation  oflEered  by  Du  Boys*  for  the  increased  velocity  of 
surface  floats  has  indicated  the  presence  of  a  forward  thrust,  but  ha» 
not  called  attention  to  the  fact  that  this  thrust  has  a  direction  above 
the  horizontal.  This  follows  from  the  discussion  under  (b)  preceding. 
Experimental  demonstration  is  wanting,  but  the  fact  that  continuous 
suspension  exists  above  the  line  of  maximum  velocity  is  an  evidence 
that  Nature  shows  the  phenomenon  indicated  by  theory. 

It  should  be  remembered  that  the  line  of  maximum  velocity  has 
often  been  found  at  the  surface.  In  such  cases  the  suspending  power 
due  to  the  body's  excess  of  velocity  and  tendency  toward  the  line  of 
least  resistance  acts  from  bed  to  surface  in  conjunction  with  the 
upward  thrust  due  to  the  eddies.  In  the  majority  of  cases  it  is  found 
below  the  surface,  and  here  a  force  must  be  acting  downward  to  assist 
gravity  in  opposing  suspension  above  the  line  of  maximum  velocity. 
This  would  indicate  for  such  cases  a  decrease  in  suspended  matter 
near  the  surface.  The  burden  of  the  work  then  falls  upon  the  up- 
ward thrust  of  the  vortices.  The  fact  that  agitation  increases  from 
the  line  of  maximum  velocity  to  the  surface  tends  to  make  the  effect 
of  this  downward  thrust  disappear,  since  the  latter  decreases  in  inten- 
sity toward  the  vertex  of  the  vertical  curve.  In  this  way  marked  dif- 
ferences in  the  intensity  of  sediment  charge  at  the  surface  and  at  the 
line  of  maximum  velocity  are  prevented.  A  difference  in  the  amount 
carried  at  the  surface  ought  to  be  shown  according  as  the  vertex  of  the 
curve  of  vertical  velocities  is  raised  or  lowered — for  instance,  by  the 
wind.  The  surface  quantities  should  be  greater  when  the  maximum 
velocity  is  at  the  surface. 

Conclusions. 

It  is  believed  that  the  suspension  of  sediment  in  flowing  water  may 
be  attributed  to  three  causes: 

First. — The  resultant  upward  thrust  due  to  eddies,  conditioned 
upon  the  facts  that  the  earth  profile  offers  more  rugosities  than  the  air 
profile  and  the  effort  exerted  by  a  current  upon  a  solid  varies  as  the 
square  of  the  relative  velocity. 

Second, — The  resultant  upward  motion  of  solids  due  to  the  fact  that 
an  immersed  body  tends  to  move  faster  than  the  mean  velocity  of  the 

^  *•  Bar  1»  IfATohe  det  BatMox,"  AnnaUt  deM  Pontt  et  ahatu$ies»  January,  1886,  pp.  199- 
Ma. 
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displaced  water  and  in  such  motion  tends  to  follow  the  line  of  least  re- 
sistance. 

Third. — The  viscosity  of  the  water. 

All  of  these  canses  will  be  present  in  every  stream  flowing  under 
natural  conditions.  The  first  two  causes  will  alternate  in  efficiency 
with  the  complex  motion  of  the  stream.  At  certain  points  of  the 
vertical  curves  of  velocities  the  second  cause  may  entirely  disappear  as 
the  curve  becomes  irregular,  but  such  conditions  are  abnormal. 

Experimental  research  is  needed  for  further  progress  along  these 
lines.  Some  of  the  more  important  questions  awaiting  investigation 
will  be  indicated. 

Can  it  be  shown  experimentally  that  the  power  of  suspension  in 
flowing  water  increases  with  the  increase  of  relative  velocities  in  the 
vertical? 

Can  a  measurable  difference  in  volume  of  displacement  be  detected 
for  the  same  body  in  quiescent  and  in  flowing  water  ? 

What  is  the  normal  form  of  the  vertical  and  horizontal  sediment 
curve? 

Can  it  be  shown  by  experiment  that  suspending  power  increases 
with  depth,  the  mean  velocity  remaining  unchanged  ? 

What  is  the  influence  of  a  contraction  in  width  upon  the  form  of 
the  vertical  curves  of  velocity  and  sediment  ? 

What  is  the  form  of  the  vertical  curve  of  velocities  corresponding 
to  incipient  dragging  for  stream  beds  composed  of  the  range  of 
materials  usually  found  in  practice  ? 

Can  it  be  shown  by  experiment  ^  that  a  heavier  load  of  fine  than  of 
coarse  particles  can  be  carried  with  the  same  expenditure  of  stream 
energy? 

What  is  the  effect  of  temperature  upon  viscosity  and  mechanical 
suspension? 

An  apparatus  has  been  designed  for  the  purpose  of  studying  the 
first  of  these  questions.  It  consists  of  a  long,  narrow  trough,  fitted 
with  glass  sides  for  nearly  its  whole  length,  which  is  joined  to  a 
wooden  receiving  reservoir.  A  steady  flow  is  set  up  from  the  reservoir 
through  the  experimental  channel. 

Two  submerged  jets,  each  covering  the  entire  width  of  the  channel, 

>  A  general  method  of  experiment  bM  been  indioatad  by  Aehbel  Webb,  Puti-Pretldent 
Am.  Boo.  a  B.,  Tran$tuUmu,  American  Booiety  of  CItII  Bngineen,  Vol.  zl,  p.  162. 
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are  introduced  near  the  reservoir  through  suitable  copper  guides, 
arraiiged  so  as  to  create  the  minimum  amount  of  agitation  in  the  jets 
and  in  the  steady  flow  progressing  independently. 

These  jets  discharge  under  a  head  of  40  ft.  One  is  placed  near  the 
bed|  another  near  the  surface  of  the  channeL  The  object  sought  in 
the  design  was  to  obtain  a  means  of  controlling  the  form  of  the  vertical 
velocity  curves  by  varying  the  discharge  from  each  of  the  jets.  This 
is  controlled  by  stop-cocks.  The  velocities  at  different  parts  of  the 
vertical  are  measured  by  a  cluster  of  Bitot's  tubes. 

The  experiments  have  not  yet  been  made.  Preliminary  trials  have 
shown,  however,  that  the  control  of  the  curve  of  velocities  is  ap- 
preciable for  a  sufficient  distance  from  the  jets  to  afford  ample  field  for 
experimentation. 

The  author  takes  pleasure  in  expressing  his  deep  sense  of  obliga- 
tion to  Prof.  E.  A.  Fuertes  for  constant  assistance  and  suggestions, 
and  to  Prof.  I.  P.  Church  for  kindly  criticism,  which  has  led  to  modi- 
fications in  some  of  the  views  expressed.  This  opportunity  is  gladly 
taken  to  mention  the  kindness  of  M.  Edouard  Collignon,  Inspecteur 
G^n^ral  des  Pouts  et  Chauss^es,  in  affording,  among  other  courtesies, 
unusual  library  privileges  at  the  £cole  Nationale  des  Ponts  et  Chaus- 
s^es,  Paris;  and  of  Prof.  Conrad  Zschokke,  of  Zurich,  in  assistance 
rendered  in  various  ways.  He  wishes,  also,  to  express  his  apprecia- 
tion of  the  continued  courtesy  shown  him  by  M.  Cordier,  the  librarian 
of  the  Ecole  des  Ponts  et  Chauss^es  at  Paris,  and  by  Prof.  Budio, 
the  librarian  of  the  Zurich  Polytechnikum,  during  his  use  of  those 
libraries. 
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DISCUSSION. 


T.  C.  Clarke,  M.  Am.  Soc.  C.  E. — ^It  is  rather  surprising  to  notice  in  Mr.  Clarke, 
the  paper  the  statement  that  no  measurements  have  ever  established 
the  fact  that  there  may  be  a  convexity  in  the  center  of  a  stream.  It  is 
the  opinion  of  pilots  on  the  Mississippi  River,  who  observe  such  matters 
very  closely,  that  a  rising  river  can  be  distinguished  from  a  falling  river 
by  the  fact  that  on  a  rising  river  the  driftwood  floats  along  the  shores, 
while  on  a  falling  river  it  floats  in  the  center  of  the  stream.  The  belief 
is  that  a  rising  river  is  convex  and  the  driftwood  floats  away  to  the  sides, 
and  that  a  falling  river  is  concave  and  the  driftwood  comes  to  the  center. 

li.  L.  Buck,  M.  Am.  Soc.  C.  E  — In  the  rapids  of  the  Niagara  River,  Mr.^Buck. 
below  the  falls  and  above  the  whirlpool,  the  water  at  the  center  of  the 
stream  is  about  10  or  12  ft.  above  the  level  at  the  sides,  the  height 
being  greatest  where  the  stream  has  the  highest  velocity.  At  one  part 
of  the  whirlpool  there  is  also  an  elevation  of  the  surface  of  perhaps 
more  than  a  foot,  due  to  the  fact  that  two  currents  at  diflferent  depths 
pass  at  this  place  and  force  the  water  upwards. 

A  possible  explanation  of  the '  curvature  of  the  surface  of  the 
Mississippi  River  is  that  the  slope  of  a  river  in  a  given  distance  is  less 
during  falling  than  during  rising  stages.  If  it  is  true  that  the  slope 
in  a  given  mile  causes  the  piling  up  of  the  water  in  midstream,  owing 
to  the  greater  velocity  there,  the  diminished  slope  during  a  falling 
stage  of  the  river  would  account  for  the  concave  surface  at  such  time. 

Foster  Crowkll,  M.  Am.  Soc.  C.  E. — The  explanation  of  the  con-  Mr.cmwelL 
vexity  of  surface  of  a  rising  river  may  be  that  at  such  a  time  the  entire 
section  of  the  river  is  rising  throughout  a  long  reach,  and  the  accu- 
mulation of  water  will  naturally  take  the  path  of  least  resistance. 
Consequently,  it  will  have  an  opportunity  to  concentrate  farthest 
from  the  banks,  which  will  exercise  a  retarding  influence  on  the  flow. 
When  the  river  is  falling,  the  principle  of  least  resistance  will  explain 
the  concave  surface.  There,  of  course,  can  be  no  movement  of  free 
water  without  a  surface  slope  in  its  direction. 

During  a  large  flood  in  the  Chemung  River  the  driftwood,  instead 
of  passing  down  the  river,  left  the  center  and  moved  up  stream  at  the 
sides;  in  other  words,  eddies  were  formed  along  the  banks.  The  fact 
that  the  driftwood  did  proceed  up  the  river  was  made  a  great  deal  of 
by  some  parties  who  were  plaintiffs  in  suits  brought  to  recover  dam- 
ages from  a  railroad  company  owning  a  bridge  which  was  claimed  by 
them  to  have  increased  their  losses.  Although  the  bridge  with  all  the 
country  about  it  was  submerged,  the  fact  that  driftwood  was  seen  to 
pass  up  the  stream  along  the  banks  was  offered  as  positive  proof  that  it 
was  the  bridge  that  had  dammed  the  whole  river  and  turned  the  current 
up  stream.  In  this  case  the  driftwood  must  have  moved  along  the  line 
of  least  resistance,  and  it  may  be  assumed,  ther.efore,  that  the  surface 
of  the  water  in  the  center  of  the  river  was  higher  than  at  the  sides. 
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OORRESPONDENOE. 


M.  Parttot  M.  Leon  Pabtiot.* — The  lateral  and  vertical  currents  in  a  river  are 
generally  determined  by  the  condition  of  the  bed  of  the  stream,  which 
is,  in  turn,  subject  to  their  action.  An  intimate  relation  connects  the 
width,  slope  and  depth  of  a  river  with  the  velocity  and  movement  of  the 
water.  It  is  to  be  hoped  that  the  author's  interesting  researches  will  be 
continued  so  as  to  carry  as  far  as  possible  toward  completion  the  study  of 
the  reciprocal  action  of  currents  and  river  beds.  New  and  useful  in  forma- 
tion concerning  the  controlling  laws  will  probably  be  found  in  this  way. 

A  sudden  increase  of  the  width  leads  to  a  corresponding  shoaling. 
The  water  which  is  flowing  upward  is  then  lifted  by  the  slope  on  which  it 
rises,  and,  if  the  upper  currents  are  not  swift,  it  reaches  the  surface, 
where  its  presence  is  indicated  by  a  special  motion.  The  appearance  of 
the  surface  often  indicates  the  nature  of  the  bottom  in  this  way  during 
calms,  and  allows  boatmen  to  shape  the  course  they  should  follow. 

Other  facts  of  the  same  nature  may  be  observed,  such  as  transverse 
currents  in  the  bends  of  a  stream.  The  water  which  is  directed  by 
the  upper  part  of  the  bed  against  the  concave  bank  strikes  that  bank 
and  rises  slightly.  Its  head  reacts  on  the  lower  liquid  strata  and  pro- 
duces, with  them,  a  descending  current.  This  current,  in  connection 
with  that  of  the  lower  strata,  attacks  the  concave  bank,  and  the  eroded 
material  is  transported  down  stream  and  toward  the  bottom.  There 
is  thus  formed  in  the  body  of  the  water  a  current  which  follows  a 
more  or  less  helicoidal  curve  down  stream. 

The  solid  particles  which  it  carries  are  deposited  upon  the  convex 
bank  and  form  a  shoal  below  the  point  corresponding  to  the  apex  of 
the  curve  of  the  concave  bank.  This  shoal  decreases  the  width  of  the 
river,  and  thrusts  the  water  toward  the  prolongation  of  the  latter  bank, 
so  that  the  deep  part  due  to  the  concave  curve  is  prolonged  down  stream 
a  certain  distance  from  the  apex  of  that  curve.  The  mean  and  uniform 
depth  suited  to  the  width  of  the  stream  is  only  produced  in  a  cross- 
section  below  this  shoal. 

The  formula—  -,  a  P^ 

which  the  writer  has  givenf  to  express  the  eroding  force,  P,  of  the 
water  in  a  concave  curve  makes  this  force  vary  as  the  square  of  the 
velocity,  F,  of  the  current  and  inversely  as  the  radius  of  curvature, 
jB,  of  the  bank.  When  a  longitudinal  dike  is  constructed  along  a  con- 
cave bank,  the  friction  of  the  water  against  the  dike  diminishes  the 
velocity,  V;  in  order  that  the  eroding  force,  P,  and,  consequently,  the 
depth  along  the  dike,  may  be  maintained,  the  radius  of  curvature  of  the 
dike  should  decrease  inversely  as  the  square  of  the  velocity.  This 
rule  can  often  be  applied,  although  not  always. 

*  Intpector-Oeneral,  Ponts  et  OhAnssdes,  l*arli. 

t  M6moire  sar  lea  Sables  de  1»  Loire,  p.  27,  Paris,  1871. 
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M.  A.  FiiAMAMT.* — The  author  is  to  be  congrattQated  on  the  re-  ILFiamant 
markable  manner  in  which  he  has  analyzed  and  summarized  the 
numerous  and  varied  works  produced  on  the  important  subject  of  the 
suspension  of  solids  in  flowing  water,  which,  nevertheless,  is  far  from 
being  completely  elucidated.  The  writer  agrees  entirely  with  the 
author's  statement  that  new  experiments  are  needed,  and  has  little  to 
say,  except  that  the  ninth  conclusion,  on  page  814,  is  apparently  ex- 
pressed in  terms  exceeding  the  author's  meaning. 

'*9.  The  weight  of  susx>ended  material  per  cubic  unit  of  water  de- 
<cr eases  from  rise  to  embouchure. " 

The  source  of  rivers  is  generally  clear  and  limpid,  and  the  quantity 
of  suspended  matter  increases  at  first. 

In  order  to  express  the  prox>osition  in  an  exact  manner  it  would  be 
necessary  to  take  into  account,  at  each  point  of  a  stream,  the  state  of 
the  banks  and  bed,  and  compare  the  weight  of  the  matter  previously 
in  suspension  and  deposited  there  by  the  water  on  account  of  a  diminu- 
tion in  velocity  with  the  weight  of  the  matter  eroded  by  the  current 
from  the  banks  and  bed  and  taken  in  suspension  at  the  point  con- 
sidered. The  amount  of  matter  in  suspension  per  unit  volume  of  water 
increases  or  decreases  according  as  the  second  of  these  two  weights  is 
greater  or  less  than  the  first. 

The  two  phenomena  of  deposition  and  erosion  may  very  well  occur 
simultaneously  at  the  same  point  or  at  closely  neighboring  points  of 
the  same  stream,  and  the  writer  does  not  at  all  believe  that  the  ma- 
terials from  the  banks  in  the  higher  portions  of  a  river  continue  their 
course,  without  interruption,  to  the  sea. 

The  writer  considers  it  also  necessary  to  take  account  of  the 
greater  or  less  facility  with  which  the  suspended  materials  may  be 
divided. 

In  the  case  of  the  sands  of  the  Loire,  for  example,  the  entraining 
current  is  insufficient  to  divide  them.  At  the  most,  it  gradually  re- 
duces their  dimensions  by  mutual  friction,  but  does  not  strike  one 
particle  against  another  with  sufficient  force  to  break  them  into  several 
pieces.  It  may  thus  be  said  that,  so  far  as  the  entraining  current  is 
concerned,  the  particles  are  indivisible,  and,  consequently,  the  quantity 
of  suspended  material  diminishes  proportionately  to  the  diminution  in 
velocity. 

But  it  is  otherwise  when  the  suspended  or  entrained  material  con- 
sists of  clay  or  mud,  which  may  be  regarded  as  indefinitely  divisible,  or 
having  a  condition  of  division  increased  by  the  least  agitation  of  the 
liquid  containing  it.  There  will  then  be  no  tendency  for  this  material 
to  be  deposited,  and  if  at  the  same  time  the  river  bed  is  muddy,  it  is 
not  impossible  that  under  the  action  of  the  current  a  part  of  the  mud 
of  the  bottom  and  banks  may  be  taken  into  suspension. 
^Inspeotor-Genend,  PonU  et  Gb*OM6e8,  Algiers. 
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M.  Flamant.  It  is  probably  in  differences  of  this  nature  that  an  explanation 
should  be  sought  for  the  variation  of  opinion,  mentioned  on  page  280, 
between  M.  Fargue  and  other  observers. 

There  are,  then,  in  all  streams  portions  in  which  the  proportion  of 
suspended  material  is  increasing,  and  others  in  which  it  is  diminishing, 
according  to  the  character,  volume  and  weight  of  the  suspended  ma- 
terial, and  especially  the  readiness  with  which  it  may  be  divided,  and 
also  according  to  the  nature  of  the  banks  and  bottom.  If  the  bed  can- 
not be  washed  away,  and  the  suspended  materials  are  indivisible  by  the 
current,  it  is  certain  that  the  quantity  of  transported  material  can  only 
diminish  as  the  velocity  of  the  current  falls,  and  consequently  the 
transporting  power  of  the  water  decreases. 

Aside  from  the  materials  in  suspension,  properly  speaking,  that  is 
to  say,  those  entirely  surrounded  and  supported  by  the  water,  it  is 
necessary  to  take  into  account  in  a  stream  the  material  entrained  by 
the  current  which  rolls  on  the  bottom  and  rests  at  one  or  more  points 
against  the  adjoining  particles,  either  moving  or  at  rest.  The  distinc- 
tion between  material  entrained  in  this  manner  and  that  in  suspen- 
sion is  not  always  drawn  clearly,  and  the  writer  considers  it  very 
difficult  to  establish.  It  may  frequently  happen  that  a  grain  of  sand, 
for  example,  which  has  rolled  for  a  time  along  the  bottom,  becomes 
suspended  momentarily  by  an  eddy.  It  may  also  happen  that  a  grain 
of  sand  or  a  pebble  wears  away  after  rolling  a  certain  time,  and.  with- 
out becoming  broken,  acquires  dimensions  sufficiently  small  to  permit 
it  to  be  taken  into  suspension.  An  increase  of  suspended  material 
may  thus  take  place  in  the  direction  of  the  current.  This  phenomenon 
is  not  hypothetical,  for  it  occurs  in  several  streams,  especially  in  the 
Bhone,  which  first  carries  pebbles  rolling  on  the  bottom,  and,  after- 
ward, towards  its  mouth,  is  charged  with  suspended  materials  formed 
by  the  wearing  away  of  the  pebbles,  which  decrease  in  size  rapidly  as 
they  move  down  stream. 

The  writer  thinks  the  author's  ninth  proposition  should  be  modified 
in  that  it  is  too  absolute. 
Mr.  Starling.  WrLMAM  SxABLiNa,  M.  Am.  Soc.  C.  E. — This  excellent  paper  con- 
tains a  nearly  complete  summary  of  the  existing  state  of  knowledge  in 
regard  to  the  transportation  of  solid  matter  by  flowing  water.  The 
bibliographical  part  is  extremely  valuable  and  evidently  represents  the 
result  of  a  vast  deal  of  research.  It  is  a  repository  of  what  is  of  real 
worth  and  originality  in  the  literature  of  this  interesting  subject. 

To  those  engineers  who  are  concerned  with  the  improvement  of 
sedimentary  rivers,  the  subject  of  this  paper  is  of  the  highest  import- 
ance. A  few  years  ago  the  whole  plan  of  the  improvement  of  the  Mis- 
sissippi Kiver  was  made  to  depend  upon  the  construction  to  be  placed 
upon  the  laws  governing  the  suspension  of  the  silt  in  the  stream. 
Upon  these  laws  rests  the  decision  which  must  be  pronounced  as  to 
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the  proper  means  of  protection  of  the  alluyial  lands  from  overflow —  Mr.  starling, 
whether  by  levees,  outlets,  cnt-offs  or  what  not — and  also  as  to  the 
best  means  of  securing  the  banks  from  erosion.  To  such  engineers 
and  to  the  whole  profession  it  is  therefore  a  great  service  rendered  to 
embody  in  one  easily  accessible  paper  the  results  of  the  researches  and 
experiments  which  have  been  made  during  the  last  hundred  years  or 
so,  and  which  have  heretofore  been  widely  scattered  in  treatises, 
transactions  and  pamphlets,  in  various  languages,  places  and  periods. 

The  paper,  however,  is  far  more  than  a  mere  bibliography.  It  gives 
a  fair  summary  of  the  contents  of  each  of  the  authorities  mentioned, 
and  enables  the  student  who  wishes  to  go  deeply  into  the  investigation 
of  the  subject  to  discriminate  between  what  will  probably  be  of  use  to 
him  and  what  will  be  comparatively  valueless.  The  second  and  third 
parts  of  the  paper,  the  **  Discussion  of  Observed  Data  "  and  the  **  Dis- 
cussion of  Theories  of  Suspension,"  are  very  interesting,  and  the 
evidence  is  very  judiciously  and  ably  summed  up. 

The  list  of  authorities  might  probably  be  enlarged  a  little.  In 
Bichthofen's  **  Fiihrer  fur  Forschungsreisende,"*  there  is  an  excellent 
chapter  on  the  mechanical  work  of  flowing  water,  which  contains  a 
good  summary  of  the  knowledge  and  doctrine  of  that  subject.  Though 
founded  on  the  observations  of  others,  it  almost  rises  to  the  dignity 
of  an  original  work.  The  valuable  paper  of  Dr.  W.  H.  Brewer,  in  the 
**  Memoirs  of  the  National  Academy  of  Sciences  ''  for  1884,  mentioned 
by  Richthofen  and  others,  on  the  influence  of  salts  and  foreign  mat- 
ters in  solution  on  suspending  power,  has  apparently  escaped  the 
author's  notice.  There  were  extensive  observations  made  at  Fulton, 
Tenn.,  on  the  Mississippi  River,  by  Mr.  W.  G.  Powless,  for  almost  a 
whole  year,  in  1879-80.  t  These  contain  valuable  data  relative  to  the 
quantities  of  sediment  carried  at  diflerent  stages  and  under  varying 
circumstances,  and  its  distribution  in  vertical  planes,  as  well  as 
studies  of  the  movement  of  sand  waves,  which  rank  among  the  most 
nearly  complete  of  their  kind.  The  observations  made  at  Carrollton, 
in  1879-80,  under  the  direction  of  Captain  Smith  S.  Leach,  and 
thoroughly  discussed  by  him,  J  and  the  report  of  Arthur  Hider,  M. 
Am.  Soc.  C.  E.,  on  the  Lake  Providence  Ileach,2  are  evidently 
known  to  the  author,  but  seem  hardly  to  have  been  accorded  that 
place  which  is  due  to  their  merit. 

The  paper  of  B.  M.  Harrod,  M.  Am.  Soc.  C.  E.,  on  the  protection 
of  banks,  published  in  the  '*  Report  of  the  Mississippi  River  Com- 
mission "  for  1885,11  contains  an  excellent  summary  of  the  sediment 

*  Pages  183-308. 

t  In  the  "  Report  of  the  MiuiBsippi  River  CommiBslon  "  for  1881,  pp.  66-121. 
t  '*  Report  of  the  Mississippi  River  (TominissioD  "  for  1882,  pp.  98-116. 
f  '*  Report  of  the  Mississippi  River  Oommission  "  for  1882,  pp.  80-08. 
n  Afterwards  printed,  in  a  modiiied  form,  as  a  separate  pamphlet,  "  On  the  Caving  Ranks 
of  the  Mississippi  River."    New  Orleans,  1886. 
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Xr.Starllog.  observations  made  on  the  Mississippi  up  to  that  date,  with  comments 
and  deductions  of  much  yalue. 

The  voluminous  work  of  Mr.  J.  G.  W.  Fijnje,  in  the  Dutch  hui- 
guage,  entitled  *' Considerations  on  Certain  Rivers,  Including  Those 
of  the  Netherlands,"*  contains  the  records  of  some  valuable  investiga- 
tions made  on  the  lower  Rhine,  under  the  auspices  of  the  Dutch 
government,  and  a  thorough  discussion  of  them,  as  well  as  an  elab- 
orate examination  of  the  data  derived  from  foreign  exx>erience,  with 
particular  reference  to  the  relation  between  stage  of  river  and  quantity 
of  sediment  carried,  and  to  the  proportions  of  the  latter  in  the  differ- 
ent reaches  of  the  stream,  upper  and  lower.  There  are  also  the  record 
of  experiments  on  the  influence  of  salt  water  on  the  subsidence  of 
suspended  matter,  and  observations  on  the  distribution  of  sediment 
in  vertical  and  horizontal  planes. 

Some  interesting  and  important  *' Observations  upon  the  Erosion 
in  the  Hydrog^phic  Basin  of  the  Arkansas  River,  "f  were  published  by 
John  Casper  Branner,  Ph.D.  (then  State  Geologist  of  Arkansas),  in 
1893.  These  observations  contained,  among  other  things,  179  deter- 
minations of  matter  carried  in  suspension,  and  a  smaller  number  of 
determinations  of  matter  carried  in  solution.  They  were  taken  at 
Little  Rock  during  the  year  1887-88.  As  the  pamphlet  was  published 
in  a  very  limited  edition,  some  extracts  from  it  are  g^ven: 

**  The  matter  in  suspension  is  greatest  during  a  sudden  high  rise; 
but  after  the  water  in  the  stream  stands  at  any  high  mark  for  a  few 
days,  the  decrease  of  the  amount  of  suspended  matter  it  carries  is  very 
marked.  The  amount  of  sediment  carried  by  the  river  varies  widely 
also  with  the  same  gauge-reading  at  any  stage,  being  greater  with  a 
rising  and  less  with  a  f idling  river. 

*  *  The  greatest  amount  of  mechanical  sediment  found  in  the  water  dur- 
ing the  year  under  consideration  was  225  grains  to  the  gallon  (=  yhr) 
when  the  river  stood  at  17  ft.  on  the  gauge,  and  after  protracted  rains 
(extreme  high  water  at  Little  Rock  is  about  28  ft.).  It  should  be 
added,  however,  that  while  this  high  water  may  be  taken  as  a  type  of 
the  ordinary  rises,  there  are  times  when  there  is  but  little  or  no  rise,  no 
increase  in  the  volume  of  water  discharged,  but  a  very  marked  increase 
in  the  amount  of  mechanicallv  suspended  matter,  in  October,  1891, 
occurred  one  of  these  so-called  *  red  rises  *  of  the  Arkansas  River,  and 
although  the  river  was  quite  low — marking  only  3.9  ft.  on  the  gauge — 
it  earned  761  grains  of  matter  to  the  gallon,  of  which  only  46  grains 
was  matter  in  solution  (that  is,  the  matter  in  suspension  was  t^,  by 
weight). 

**  The  matter  in  solution  bears  no  constant  relation  to  the  volume  of 
water,  though  in  a  very  general  way  it  varies  inversely  with  the  volume 
of  the  water,  and  ranges  from  11  to  70  grains  to  tne  United  States 
gallon.  The  amount  carried  down,  in  this  form,  from  October,  1887,  to 
September,  1888,  was  6  828  360  tons.  During  the  single  month  of  May, 
1888,  1  161  160  tons  were  carried  out  in  solution.     Taking  the  observa- 

*'*BeMhoawiiig6ii  OTer  eanige  Rivieren,  wMronder  NederlaDdsohe,"  's  OmTenhage 
1884-1888, 8  Tolt.  of  text  and  1  of  airpendlces.     See  Vol.  ill,  pp.  87ft-904. 

t  Reprinted  ftom  the  "  Wilder  Quarter  Oentnry  Book,"  Ithaca,  New  York,  1898. 
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tions  for  the  entire  year  under  consideration,  the  matter  in  solution  is  Mr.  Starling, 
equal  to  about  0.31  of  that  in  suspension.  These  relations,  however, 
are  not  constant.  In  Noyember,  1887,  for  example,  the  dissolved  mat- 
ter was  more  than  six  times  as  much  as  the  suspended  matter — while 
on  October  13th,  1891,  the  suspended  matter  was  more  than  thirteen 
times  the  matter  in  solution." 

The  paper  of  Mr.  Carl  Barus,  to  which  the  author  has  referred  in  a 
foot-note,  **  On  the  Subsidence  of  Fine  Particles  in  Liquids,"*  deals 
merely  with  still  water,  and  is  not  concerned  with  the  relations  be- 
tween suspension  and  velocity.  Mr.  Barus  shows,  after  Maxwell, 
that  a  drop  of  water  whose  diameter  (0.025  mm.)  is  about  one-half 
that  of  a  human  hair  would  descend  in  air  at  a  rate  of  only  2  cm. 
per  second.  Hence  a  drop,  the  dimensions  of  which  lie  near  the 
limit  of  microscopic  vision,  say  0.00025  mm.,  is  practically  stationary, 
its  rate  being  0.002  mm.  per  second.  Mr.  Barus  thinks  the  suspen- 
sion in  water,  for  an  indefinite  time,  of  solid  particles,  is  attribut- 
able partly  to  molecular  action,  partly  to  viscosity,  partly  to  chemical 
relations  between  the  solid  and  the  fluid.  It  is  found  that  the  rate 
of  subsidence  increases  rapidly  with  the  temperature,  being  "enor- 
mously more  rapid  at  100°  than  at  0*^."  The  viscosity  of  water  at 
100^  is  only  about  one*  sixth  of  its  value  at  zero.  It  is  thought, 
however,  that  this  accounts  for  only  a  small  part  of  the  difiference  in 
suspending  power. 

Mr.  Barus's  paper  contains  the  results  of  an  elaborate  series  of  ex- 
periments on  the  effect  of  precipitants.  He  shows  that  **  acids,  salts, 
alkalies,  indeed  foreign  material  in  general,  when  added  to  distilled 
water  permanently  turbid  with  some  iinely  comminuted  insoluble 
solid,  in  quantities  not  too  large,  increase  the  rate  of  subsidence  in  a 
marked  degree,  in  numerous  cases  even  many  hundred-fold. "  It  has 
long  been  known  that  the  precipitation  of  sediment  is  much  more  rapid 
in  sea  water  than  in  fresh  water,  and  the  fact  has  an  important  bearing 
on  the  formation  of  bars  at  the  mouths  of  rivers.  The  paper  is  a  very 
interesting  one,  and  is  well  worthy  of  perusal. 

The  writer  will  confine  his  remarks  mostly  to  the  lessons  which  have 
been  taught  by  recent  experience  on  the  Mississippi. 

Reference  is  madef  to  the  law  of  decrease  of  mean  velocity  from 
the  rise  to  the  embouchure  of  rivers.  It  will  not  be  disputed  that  the 
torrential  part  of  a  stream,  in  time  of  flood,  has  a  mean  velocity  greater 
than  that  of  the  fluvial  portion;  but  after  a  river  has  become  a  river, 
the  law,  if  true  at  all,  must  be  understood  with  many  reservations  and 
exceptions.  The  mean  velocity  of  the  Ohio,  for  instance,  or  of  the 
upper  Mississippi,  is  less  than  that  of  the  lower  Mississippi,  of  which 
they  are  principal  tributaries.  In  the  flood  of  1881,  which  was  a  great 
one  in  the  upper  Mississippi,  the  maximum  velocity  at  Prescott,  just 
below  St.  Paul,  as  determined  by  actual  observation,  was  about  3  ft. 

•  BoUetm  Mo.  86  of  tlie  UDlied  Swtes  UeoTogical  Sanrey. 
t  On  page  '280  of  the  paper. 
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Mr.StarllDg.  per  second;  at  Winona,  80  miles  below,  about  3.4  ft.;  at  Clayton,  100 
miles  below  Winona,  abont  4  ft. ;  at  Hannibal,  about  300  miles  below 
Clayton,  about  5.2  ft.;  at  Grafton,  about  90  miles  below  Hannibal, 
about  4.6  ft.;  at  St.  Louis,  35  miles  further  down,  after  the  reception 
of  the  Missouri,  6.8  ft.  In  the  lower  Mississippi,  from  Cairo  to 
Carrollton,  it  was  probably  about  5.5  ft. 

This  statement  is  very  commonly  made,  even  in  works  of  authority, 
and,  no  doubt,  it  is  often  true;  but  it  is  often  assumed,  from  the  well- 
known  fact  that  the  slope  of  streams  generally  decreases,  more  or  less 
regularly,  from  the  sources  to  the  mouth.  Calculations  made  by  means 
of  the  ordinary  formulas  will  therefore  generally  give  a  constantly  de- 
creasing velocity.  Obsei-vations  on  the  Mississippi,  however,  show  a 
great  increase  of  the  coefficients  of  the  formulas  as  the  mouth  of  the 
river  is  approached;  or,  in  other  word^,  as  the  slope  grows  flatter.  Not 
only  so,  but  the  increased  volume  derived  from  tributaries  and  in- 
creased drainage  area  often  compensates,  or  more  than  compensates, 
for  the  flatter  slope  in  the  lower  reaches,  while  in  the  alluvial  portions 
the  shape  of  the  cross-section,  and  sometimes  the  improved  form  of  the 
trace  of  the  stream,  is  conducive  to  greater  velocity  as  the  mouth  is 
neared. 

The  topic  of  greatest  interest  in  the  paper  is,  of  course,  the  con- 
nection between  transporting  power  and  velocity,  and  this  important 
subject  receives  full  treatment.  It  is  thought,  however,  that  undue 
consequence  is  attributed  to  the  theory  of  Dupuit,  by  which  suspend- 
ing power  is  ascribed  to  the  diflference  of  velocity  between  adjacent 
fillets  or,  rather,  layers. 

This  explanation  satisfied  Humphreys  and  Abbot,  Debauve  and 
other  engineers  of  reputation.  The  wonder  is  that  it  satisfied  M. 
Dupuit  himself,  who  was  by  no  means  a  mere  theorist  or  formula 
fiend,  but  a  man  of  eminently  sound  common  sense  and  of  much  expe- 
rience. The  truth  is  that  Dupuit's  theory  is  not  at  all  adequate  when 
submitted  to  a  quantitative  test  to  explain  the  observed  phenomena. 

To  take  an  instance  from  actual  practice.  The  average  quantity  of 
sediment  carried  by  the  Mississippi  River  is  about  i^^^Vo  hy  bulk  of  the 
water.  The  average  depth  of  the  lower  river  at  high  water  may  be 
called  about  60  ft.  The  maximum  velocity  may  be  taken  at  6  ft.,  the 
bottom  velocity  at  3  ft.  This  may  be  regarded  as  near  the  extreme 
limit.  The  diameter  of  the  largest  particles  carried  in  suspension  will 
be  taken  at  0.01  ft.  For  the  purpose  of  the  investigation,  they  will  be 
considered  as  cubical  in  form. 

If  the  place  of  maximum  velocity  in  the  vertical  be  taken  at  one- 
third  of  the  depth  from  the  top,  there  will  be  a  variation  of  3  ft.  per 
second  in  velocity  in  40  ft.  of  depth;  that  is,  between  the  upper  and 
lower  sides  of  a  cube  of  an  edge  of  0.01  ft.  there  will  be,  at  the  same 
rate,  a  difference  of  velocity  of  -^^os  or  0.00075  ft.  per  second. 
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Now,  a  solid  body  of  a  speoific  jj^ravity  of  2  when  immersed  in  Mr.  starling, 
water  will  lose  one-half  of  its  weight,  as  the  expression  is,  that  is,  it 
will  require  a  force  equal  to  the  weight  of  a  cube  of  water  of  the  same 
size  to  hold  it  up.  The  pressure  of  running  water  on  the  bottom  face 
of  the  cube  is  equal  to  the  weight  of  a  column  of  water  whose  base  is 
the  pressed  surface  and  whoso  altitude  is  the  head,  due  to  the  velocity, 
multiplied  by  a  coefficient  which  may  be  taken,  on  the  whole,  as  1. 
Now,  if  a  be  the  edge  of  the  cube,  h  the  height  due  to  the  velocity  v,  and 
y  the  weight  of  a  cubic  foot  of  water,  there  will  result  the  equation — 

yc^  =  yrfh ; 

that  is,  for  a  cube  of  the  specific  gravity  2,  the  height  is  equal  to  the 
edge  of  the  cube;  in  the  present  instance  0.01  ft.  The  velocity  due  to 
this  head  is  0.8  ft. 

This  velocity,  therefore,  is  required  to  hold  up  the  given  cube.  But 
the  difference  of  velocity  between  the  upper  and  lower  sides  of  the 
cube,  as  seen  above,  is  0.00075  ft.,  or  only  0.001  of  that  required. 

The  smallest  particles  suspended  in  the  water  of  the  Mississippi 
are  estimated  to  be  about  ?sW  in.,  or  say,  for  convenience,  0.00003  ft. 
in  diameter.  The  velocity  due  to  this  height  is  about  0.044  ft.  The 
difference  between  the  velocities  at  the  upper  and  lower  sides  of  such 
a  cube  is  only  irVrrr*  or  0.00000225 ;  that  is,  about  ^Trfrmr  o'  that  re- 
quired. 

Instead  of  magnitudes  derived  from  theory,  the  results  g^ven  by 
experiment,  as  tabulated  by  the  author  from  M.  Thoulet,*  may  be  taken. 
To  bear  up  a  spherical  particle  of  specific  gravity  2,  of  a  diameter  of 
5  mm.,  a  velocity  of  156  mm.  per  second  was  required.  The  difference 
of  velocities  between  the  upper  and  lower  sides  of  the  sphere  (of  0.0164 
ft.  diameter)  is  0.00123  ft.  or  0.37  mm.,  only  xhr  of  that  required  for 
suspension.  A  particle  0. 2  mm.  in  diameter  requii'ed  a  vertical  velocity 
of  23  mm.  The  difference  in  velocities  for  such  a  body  is  about  0.00005 
ft.,  or  0.015  mm.,  only  tsW  of  that  required.  In  this  case,  as  in  the 
theoretical  illustration,  the  smaller  the  body,  the  less  adequate  is  the 
explanation. 

It  must  be  remembered,  too,  that  in  Dupuit*s  theory  the  difference 

of  velocities  is  not  all  in  a  vertical  direction.     Indeed,  Dupuit  has  left 

.  it  undetermined  how  much  of  the  difference  is  effective  for  suspension. 

It  has  been  assumed,  in  the  discussion,  to  be  all  effective,  in  order  to 

show  the  inadequacy  of  the  theory  in  a  striking  manner. 

There  is  a  far  more  remarkable  phenomenon  than  the  transportation 
of  silt  by  running  water  going  on  every  day,  and  that  is  the  suspension 
of  solid  or  liquid  bodies  in  the  air.  A  beam  of  light  shining  through  a 
crevice  in  a  dark  room  reveals  millions  of  small  particles  of  perceptible 
and  measurable  size  floating  under  the  influence  of  gentle  and  ap- 

♦  See  p.  312. 
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Mr.  Starling,  parentlj  capricious  currents.  Probably  the  greater  part  of  these 
minute  bodies  have  a  specific  gravity  1  000  or  1  600  times  greater 
than  that  of  the  air  in  which  they  are  suspended.  Flowing  water  i» 
known  to  be  actuated  by  a  vast  number  of  internal  currents  or  vor- 
tices, which,  as  Boussinesq  has  shown,  consume  by  far  the  greater  part 
of  the  energy  of  the  stream.  The  more  violent  of  these  are  plainly 
visible  in  every  running  water-course;  and  in  powerful  rivers,  they 
form  very  marked  phenomena,  constituting  eddies  and  boils  which  are 
of  constant  recurrence  and  are  of  great  vigor.  The  Mississippi,  to  the 
eye,  appears  to  be  little  more  than  a  succession  of  such  whirls.  In 
situations  where  excessive  disturbance  of  the  bottom  is  taking  place, 
as  at  crevasses  in  levees,  the  surface  movements  are  very  violent  and 
are,  indeed,  a  faithful  index  of  the  commotion  going  on  below.  A  sub- 
merged reef  or  wreck,  though  at  the  depth  of  many  feet  (20  or  80,  per- 
haps more),  is  marked,  to  the  acute  eye  of  the  pilot,  by  a  *' break,"  aa 
he  calls  it,  on  the  surface  of  the  river. 

While  it  must  be  conceded  that  upward  vertical  movements  of  the 
particles  of  water  will  be  compensated,  in  the  long  run,  by  downward 
movements  of  equal  extent,  yet,  as  has  been  observed  by  Mr.  McMath, 
quoted  by  the  author,  the  areas  and  velocities  of  such  movements  may 
be  very  different.  Suppose,  for  instance,  in  a  given  locality,  an  equal 
number  of  pai'ticles  to  be  ascending  and  descending;  but  suppose  the 
velocity  of  ascent  to  be  double  that  of  descent,  and  the  area  occupied 
by  the  particles,  consequently,  only  half;  then  the  total  upward  thrust 
exercised  by  the  current  would  be  twice  the  downward  thrust  due  to 
the  same  agency. 

Captain  Leach  has  very  judiciously  observdl*  that  a  distinction  is 
to  be  drawn  between  sediment  permanently  and  intermittently  in  sus- 
pension. On  this  discrimination  hinges  a  very  important  part  of  the 
question.  The  lighter  portion  of  the  sediment,  the  fine  clay  or  loam,, 
may  be  carried  almost  by  the  mere  viscosity  of  the  water.  The  sand 
may  be  transported  only  a  few  miles,  taken  from  one  side  of  the  river, 
added  to  the  other,  without  affecting  the  general  cross-section. f  At 
all  stages,  there  are  areas  of  erosion  and  areas  of  deposition ;  but  these  • 
areas  are  not  the  same  for  different  stages;  rather,  they  alternate,  and 
the  area  of  erosion  for  low  water  often  or  generally  becomes  the  area 
of  deposition  for  high. 

It  is  possible,  then,  that  the  sediment  intermittently  carried  from 

bar  to  pool  and  from  pool  to  bar  may  be  alternately  lifted  by  upward 

currents  and  dropped  by  downward.     There  may,  therefore,  very  well 

be  a  predominance  of  upward  movement  at  one  place  and  of  down- 

*  «  Report  of  the  HiasiMlppi  RiTer  Oomminion  "  for  1883,  p.  106. 

tSee  a  rerj  interesting  and  able  paper  by  J.  B.  Johnaon»  M.  Am.  Boa  0.  B.,  entitled 
"  Three  Problems  in  RiTer  Phyiice,"  published  in  the  Proetedtmgt  of  the  Amerioan  Associa- 
tion fbr  the  Advancement  of  Science,  YoL  xxxiii;  also  separately  printed  at  Salem,  Haas.,. 
1886. 
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ward  movement  at  another.     The  load  of  sediment  intermittently  oar-  Mr.  starling, 
ried  is  very  gpreat,  and  the  nlaterial,  for  the  most  part,  heavy  and 
coarse.     The  alternate  sconr  and  fill  at  the  different  discharge  stations 
on  the  Mississippi  River  nsnally  amounts  to  25  000  or  30000  sq.  ft.  of 
cross-section  annually,  in  a  total  area  of  2Q0  000  or  250  000  sq.  ft. 

There  is  still  a  quantity  permanently  suspended.  This  is  probably 
light  silt,  either  brought  down  by  the  tributaries,  especially  the 
Missouri,  or  picked  up  from  the  banks  in  exchange  for  heavier  mat- 
ter brought  from  above  and  dropped.  To  transport  this  finely  divided 
earth  is  a  comparatively  easy  task.  Indeed,  it  might  almost  be  carried 
from  Cairo  to  New  Orleans  in  the  time  required  for  subsidence  in  still 
water.  General  Comstock  has  found  that  clay,  put  in  a  glass  tube 
and  hung  up  with  water,  took  three  weeks  to  subside. 

There  is  a  g^reat  variation  in  the  testimony  of  very  competent  ob- 
servers as  to  the  relative  proportions  of  sediment  carried  in  suspension 
and  rolled  along  the  bottom.  These  discrepancies  were  to  be  expected, 
considering  the  great  differences  in  places,  times  and  conditions  which 
have  prevailed.  A  very  remarkable  difference  of  opinion,  however,  is 
manifested  in  the  reports  of  Arthur  Hider,  M.  Am.  Soc.  0.  £.,  and 
Captain  Smith  S.  Leach,  in  1880.  The  observations  of  the  former  were 
conducted  at  Lake  Providence,  of  the  latter  at  Carrollton.  The  two 
stations  are  415  miles  apart.  The  latter  is  near  the  mouth  of  the  river. 
Mr.  Hider  thought  the  proportion  of  sediment  rolled  to  that  sus- 
pended about  10  per  cent.  Captain  Leach  thought  that  0.8^  was  a  full 
estimate. 

It  may  very  well  be  that  both  these  engineers  were  right.  There 
IB  no  reason  whatever  why  the  relative  proportions  of  the  burden 
borne  at  the  two  stations  should  be  the  same.  The  materials  trans, 
ported  are  very  different.  At  Lake  Providence  they  consist  largely  of 
coarse  sand  and  gravel;  at  Carrollton  probably,  for  the  most  part,  of 
light  sand  and  clay.  At  Fulton,  Mr.  Powless  thought  the  proportion 
about  2.5  per  cent.  His  estimates  were  made,  however,  from  the 
movements  of  the  sand  reefs,  and  these,  in  Mr.  Hider's  opinion,  con- 
stitute but  a  small  part  of  the  total  movement,  large  quantities  being 
swept  along  close  to  the  bottom  and  not  detected  in  sounding. 

It  is  probable  that  low- water  years,  on  the  whole,  are  periods  of 
deposition,  and  high- water  years  periods  of  scour.  At  least,  this  seems 
to  be  the  conclusion  to  which  observations  on  the  Mississippi  point. 
If  this  opinion  be  confirmed,  it  will  lead  to  the  inference  that  silt- 
bearing  streams  have  at  some  times  insufficient  power  to  carry  to  the 
sea  the  burdens  of  sediment  derived  from  their  tributaries;  and  that  at 
others  they  have  a  superfluous  amount  of  energy,  so  as  to  enlarge  their 
beds.  It  will  be  evident,  then,  that  great  caution  should  be  used  in 
drawing  conclusions  from  a  small  number  of  observations,  or  those 
covering  limited  periods  of  time. 
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Mr.  StarUcg.  On  page  300  of  the  paper  is  given  a  table,  indicating  the  distribu- 
tion of  sediment  in  a  vertical  sense.  To  the  figures  there  set  forth 
may  be  added  the  results  of  Mr.  Powless's  observations  at  Fulton, 
Tenn.,  in  1879-80.  This  engineer  found  the  distribution  to  be  as 
follows:  Surface,  27.5%';  mid-depth,  36;  bottom,  36.5. 

The  table  on  page  310,  showing  the  dimensions,  movement,  etc., 
of  sand  waves,  may  also  be  extended  a  little  from  the  same  authority. 
At  Fulton:  Mean  velocity,  5.8;  average  depth,  45 — 60;  height  of  waves 
(average),  4.7;  length,  600;  movement  of  crest  per  day,  22.  At  Buller- 
ton :  Velocity,  3.5;  depth,  10—30;  height  of  wave,  4.4;  length,  300;  move- 
ment of  crest,  13;  observer,  W.  G.  Powless;  date,  November,  1879 — 
November,  1880;  authority.  Report  of  Chief  of  Engineers  for  1881. 

The  author  is  entitled  to  the  thanks  of  the  profession  for  the  learn- 
ing, industry  and  ability  displayed  in  presenting  to  them  so  much 
valuable  information ;  and  to  those  of  this  Society  in  particular  for  en- 
riching its  TraTisactions  with  so  excellent  a  paper. 
Mr.  WisDer.  Geobge  Y.  WiSNBB,  M.  Am.  Soc.  C.  E. — The  author  has  placed  be- 
fore the  Society  in  his  interesting  and  valuable  paper  nearly  all  the 
available  data  relative  to  the  transporting  power  of  water  in  motion, 
and  plainly  states  the  hydraulic  laws  governing  such  action.  In  his 
conclusions  he  attributes  the  suspension  of  sediment  in  flowing  water 
to  three  causes,  viz.,  the  resultant  upward  thrust  due  to  eddies,  the 
resultant  upward  motion  of  solids  due  to  the  fact  that  an  immersed 
body  tends  to  move  faster  than  the  mean  velocity  of  the  displaced 
water,  and  the  viscosity  of  the  water.  To  these  three  causes  should 
also  be  added  a  fourth,  due  to  change  of  curvature  of  the  river  bed, 
which  in  alluvial  streams  is  the  principal  factor  tending  to  produce 
unequal  depths  in  the  channel.  The  velocity  of  the  current  for  the 
upper  two-thirds  of  the  depth,  being  much  greater  than  that  of  the 
bottom  stratum,  forces  the  main  volume  of  the  water  against  the  con- 
cave bank  and  causes  a  decided  inclination  of  the  surface  towards  the 
convex  bank;  and  since  this  movement  is  very  light  near  the  river 
bottom,  the  difference  of  level  produces  a  transverse  pressure  on  the 
particles  of  the  river  bed,  which  may  be  many  times  that  due  to  the 
normal  current  in  a  straight  reach  of  the  river.  The  molecules  of 
water,  after  impinging  along  the  concave  bank,  will  be  forced  down  by 
the  pressure  diagonally  towards  the  bottom,  and  thence  across  the 
course  of  the  threads  of  the  current  along  the  river  bed,  thus  forming 
a  system  of  converging  forces,  the  resultants  of  which  constitute  the 
eroding  forces  which  tear  up  particles  of  the  bed  near  the  concave 
bank  and  deposit  them  in  the  slack  water  along  the  opposite  shore. 
The  maximum  effect  of  these  converging  forces  occurs  at  times  of  high 
water,  producing  over-saturation  in  curves,  and  causing  bar  formation 
in  straight  reaches  immediately  below.  At  times  of  low  water  these 
deep  pools  are  practically  level,  and  the  river  slope  is  concentrated  in 
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the  short  reaches  across  bars  through  which  low* water  channels  are  Ur,  wisn«r. 
eroded,  giving  rise  to  the  well-known  anomaly  of  bar  formation  at 
high  stage  of  alluvial  rivers  and  channel  deepening  at  low  stage. 

At  crossings  between  curves  a  cross-section  normal  to  the  direc- 
tion of  flow  is  usually  much  wider  than  a  mean  width  of  channel;  and, 
the  transporting  power  of  the  river  consequently  being  less,  a  deposit 
takes  place. 

Aside  from  the  effect  of  eddies  and  curves,  the  relative  velocities 
of  the  strata  at  different  depths  create  the  force  tending  to  hold 
matter  in  suspension,  and  since  relative  velocities  for  two  streams 
having  different  depths  and  the  same  mean  velocities  will  be  less  in 
the  deeper  stream,  the  shallow  stream  will  have  the  greater  eroding 
power. 

A  particle  of  sediment  in  suspension  having  a  greater  density  than 
water  will  undoubtedly  be  subject  to  an  accelerating  force  tending  to 
move  it  faBter  than  the  current,  equal  to  the  specific  weight  of  the 
particle  in  the  fluid  multiplied  by  the  sine  of  the  angle  of  the  slope. 
The  action  of  the  relative  velocities  of  successive  strata  and  of  the  ac- 
celerating force  due  to  gravity  will  tend  to  lift  the  particle  until  the 
plane  of  maximum  current  velocity  is  reached,  above  which  the  effect 
of  the  relative  velocities  will  be  negative.  Consequently  a  greater 
amount  of  sediment  should  not  be  found  at  the  surface  than  at  three- 
tenths  of  the  depth  below  the  surface,  as  stated  by  Humphreys  and 
Abbot  in  their  Beport  on  the  Mississippi  Biver. 

A  revolving  ball  thrown  horizontally  in  the  air,  or  a  flat  stone  thrown 
along  the  surface  of  still  water,  will  curve  either  to  the  right  or  left 
according  to  the  direction  of  revolution.  Owing  to  the  viscosity  of 
water  the  slower  revolving  motion  of  a  particle  in  suspension,  due  to 
the  unequal  velocity  of  current  on  opposite  sides,  will  for  similar 
reasons  give  an  upward  curve  to  its  path  through  the  water  in  which 
it  is  suspended  until  it  is  lifted  to  the  plane  of  maximum  velocity, 
above  which  the  velocities  decrease  towards  the  surface  and  produce  a 
downward  pressure  on  particles  brought  to  the  surface  by  eddies. 

Since  a  certain  amount  of  force  is  expended  in  lifting  a  particle 
from  the  bottom,  the  effect  is  to  reduce  the  relative  velocities  of  the 
strata  through  which  it  passes,  and  since  the  mean  velocity  of  the 
stream  is  a  function  of  these  relative  velocities,  it  is  evident  that  the 
mean  velocity  of  a  stream  for  a  given  stage  must  decrease  with  the 
load  carried  in  suspension. 

For  any  given  mean  velocity  of  flow  a  shallow  stream  requires  a 
much  greater  slope  than  a  deep  river,  and  as  steep  slopes  give  strong 
relative  velocities  from  the  bottom  upwards,  the  transporting  power 
of  a  river  is  much  greater  on  the  upper  tributaries  than  near  the 
mouth.  For  the  same  reason,  the  amount  of  sediment  which  a  stream 
will  transport,  for  any  given  stage  when  rising,  is  much  greater  than 
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Mr.  Witner.  for  the  same  deptii  wlien  the  river  is  falling,  since  the  slope  is  always 
greater  in  front  of  the  flood  orest. 

Airy  and  Law  show  theoretically  that  the  eroding  power  of  a  stream 
varies  as  the  sixth  power  of  the  bottom  velocity,  but  it  must  not  be 
inferred  from  this  that  the  eroding  force  and  transporting  power  vary 
as  the  sixth  power  of  the  mean  velocity  of  the  river,  as  has  been  stated 
in  recent  works  on  this  subject.  It  is  quite  certain  that  the  bottom 
velocity  of  a  stream  does  not  increase  in  the  same  ratio  as  the  mean 
velocity,  and  it  is  probable  that  bottom  velocities  are  functions  of  the 
roughness  of  the  river  bed  and  of  the  relative  velocity  of  current  from 
the  bottom  upward,  or  the  river  slope,  since  the  relative  velocities  de- 
pend on  slope.  Airy*s  formula  also  assumes  a  direct  impact  of  the 
current  on  the  particle,  which  is  seldom  the  case,  and  since  the  thread 
of  the  current  diverted  from  its  path  by  a  grain  of  sediment  on  the 
bottom  loses  but  little  momentum,  it  is  very  probable  that  the  actual 
effect  is  much  less  than  the  formula  would  indicate. 

The  loss  of  force  from  impact  varies  with  the  depths  of  the  stream, 
and  consequently  a  given  current  velocity  might  produce  scour  in  a 
shallow  stream  and  have  no  effect  whatever  in  deeper  channels.  It  is 
therefore  evident  that  Airy*s  formula  and  Dubuat*s  velocities  at  which 
different  sizes  of  gravel  will  commence  to  move  in  currents '  have  but 
little  value  in  practice. 
Mr.LeConte.  L.  J.  Lb  Conte,  M.  Am.  Soc.  C.  E.^Airy's  fundamental  law  that 
the  transporting  power  of  flowing  water  varies  as  the  sixth  power  of 
the  velocity  is  as  true  and  immutable  as  Torricelli*s  general  law  in 
hydraulics  that  v  varies  as  V  ^  9  A-  It  is  curious  to  note  how  many 
practical  men  still  dispute  the  truth  of  Airy 's  law,  but  the  facts  which 
they  present  to  substantiate  their  views  and  conclusions  show  but  too 
plainly  that  they,  are  laboring  under  a  misapprehension  of  the  first 
magnitude. 

Nearly  all  the  difficulty  in  comprehending  Airy's  law  can  be  over- 
come entirely  by  simply  noticing  the  fact  that  this  law  bears  the  same 
relation  to  the  transporting  power  of  water  that  Torricelli's  law,  v 
varies  as  x^  2g  h,  bears  to  practical  engineering  formulas  now  in  use 
for  the  flow  of  water.  It  is  simply  a  general  law,  and  consequently  is 
of  little  or  no  practical  value  at  the  present  time,  for  the  obvious 
reason  that  the  influence  of  friction,  viscosity,  and  all  the  other  un- 
known disturbing  causes,  is  yet  to  be  introduced.  When  discovered  and 
understood,  these  factors  will  some  day  modify  the  general  law.  In 
the  present  state  of  the  knowledge  of  this  subject,  for  any  one  to  try 
a  simple  experiment  and  then  proclaim  Airy's  law  all  wrong,  is  on  a 
par  with  the  procedure  of  a  young  eng^eer  who  not  long  ago  tried  an 
experiment  with  a  water  supply  pipe  line,  and  made  the  discovery 
that  the  velocity  of  discharge  did  not  equal  \/  2  ^  A,  and  therefore 
Torricelli*s  law  was  all  wrong. 
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It  is  qnite  clear  that  Airy's  law  will  have  to  be  supplemented  by  a  air.  LeOoDte- 
large  amount  of  experimental  research  as  to  modifying  coefficients 
before  it  will  be  in  such  a  shape  as  to  be  of  much  practical  use.  Here 
is  an  opportunity  for  some  young  ambitious  member  to  render  a 
grreat  public  service.  When  such  experiments  are  completed,  engi- 
neers will  no  doubt  have  many  useful  transporting-power  formulas, 
which  will  certainly  rival  Eutter's  in  the  number  and  complexity  of 
their  sub-coefficients 

The  author  calls  attention  to  the  wide  difference  in  opinion  among 
river  engineers  as  to  the  ratio  of  material  carried  in  suspension  and 
that  moving  along  the  bottom,  lliis  can  all  be  explained  if  the 
character  of  the  stream  in  each  case  be  fully  considered.  The  writer's 
experience  has  been  largely  confined  to  rivers  similar  to  the  Missouri, 
and  naturally  his  impressions  accord  closely  with  those  of  the  Missouri 
Biver  engineers.  He  has  the  best  of.  reasons  to  know  that  in  all  such 
sedimentary  streams  the  larger  half  of  the  material  transported  dur- 
ing the  year  is  not  carried  in  suspension.  During  flood  stages 
especially,  the  entire  sandy  bed  of  the  river,  from  bank  to  bank,  and 
to  a  depth  of  10  to  12  ft.,  is  moving  bodily  down  stream  like  an  Alpine 
glacier.  The  sand  waves  on  top  are  of  no  importance  compared  with 
the  greskt  bed- flow  of  sand  en  masse.  Moreover,  where  the  flood-slope 
is  4  ins.  per  mile,  the  transporting  power  of  this  bed-flow  is  such 
that  coarse  shingle  and  cobblestones  are  transported  bodily  down 
stream,  corresponding  in  size  and  weight  to  those  transported  by 
water  in  the  upper  river,  where  the  flood  slope  is  86  ins.  per  mile. 

The  author  mentions  a  few  experiments  made  by  the  writer  in 
1879  giving  the  variation  in  percentage  of  sediment  in  suspension  in 
a  vertical.  These  limited  observations  were  taken  with  a  certain  ob- 
ject in  view,  and  at  a  certain  stage  of  the  river,  about  the  middle  of 
the  front  slope  of  the  flood  wave,  and  the  writer  thinks  the  observed 
maximum  at  mid-depth  is  largely  due  to  a  transient  condition  at  this 
stage.  It  may  be  safely  stated  that  as  a  rule  the  weight  of  sediment 
in  suspension  increases  more  rapidly  than  the  depth  from  the  surface 
to  the  bottom. 

As  to  the  distribution  in  a  horizontal  line  the  data  collected  by 
the  Missouri  and  Mississippi  Biver  Commissions,  both  &gree  that  the 
percentage  in  suspension  is  practically  constant  all  the  way  across 
the  river.  As  to  the  most  potent  cause  of  suspension,  the  writer 
thinks  M.  Partiot  is  undoubtedly  correct.  The  writer  has  had  rare 
opportunities  for  studying  the  eddying  motion  of  particles  in  sus- 
pension, from  the  point  where  they  first  leave  the  bottom  until  they 
reach  the  surface  above.  This  upward  inclined  eddy  motion  does  not 
in  anyway  conflict  with  the  general  Horizontal  flow  of  the  stream. 
The  whole  motion  can  be  perfectly  understood  in  all  its  confusing 
details  by  simply  comparing  it  with  the  identical  phenomena  observed 
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Mc  Le^Oonte.  at  an  ordinary  camp-fire  in  the  open  plain,  the  smoke,  wafted  by  a 
gentle  breeze,  nsing  upward  in  the  form  of  an  inclined  eddy,  expand- 
ing as  it  rises.  This  likeness  in  the  two  cases  is  so  striking  than  an 
observer  watching  the  natural  operations  of  suspension  conld  well 
imagine  himself  in  a  balloon  looking  down  upon  a  multitude  of  tiny 
camp-fires,  and  a  gentle  uniform  breeze  wafting  the  myriads  of  rising 
columns  of  smoke,  so  that  they  all  incline  in  one  direction.  All  the 
complex  motions  in  the  two  cases  are  in  every  respect  identical.  A 
slight  irregularity  in  the  bottom  is  all  that  is  necessary  to  start  and 
maintain  an  eddy. 

The  author  touches  lightly  on  the  subject  of  viscosity.  The  writer  has 
given  much  attention  to  studying  the  effects  of  viscosity  on  the  trans- 
porting power  of  running  water.  The  phenomena  are  fully  developed  in 
hydraulic  dredg^g  operations  on  river  and  harbor  works,  the  column 
of  water  discharged  from  the  large  pumps  being  charged  with  all  per- 
centages and  every  class  of  material,  some  in  suspension  and  some 
'  rolling  along  the  bottom.  The  results  show  conclusively  the  power- 
ful influence  of  viscosity  due  to  sediment  in  suspension.  A  channel 
lined  with  cobblestones  will  stand  a  clear- water  velocity  of  6  to  8  ft. 
per  second,  but  when  it  is  followed  by  a  more  viscous  stream  heavily 
charg^  with  material  in  suspension,  although  at  a  reduced  velocity 
of  only  3  to  4  ft.  per  second,  the  cobblestones  will  be  at  once  picked 
up  and  transported  with  the  flow. 
Mr.  Hooker.  Elon  HxmTiNaTON  HooKEB,  Ph.  D. — It  is  to  be  hoped  that  ad- 
vantage may  be  taken  of  the  opportunity  offered  by  the  Niagara 
Biver  to  put  at  rest  the  question  of  surface  convexity  in  a  river  at  a 
stage  of  permanency.  The  excessive  velocity  in  the  rapids  makes  it 
a  favorable  place  to.  detect  the  phenomenon,  and  at  the  same  time 
renders  it  difficult  to  obtain  those  cross-sections  of  surface  and  bed 
which  would  show  the  convexity,  and  also  the  fact  that  it  was  not  due 
to  local  distortions  of  the  bed.  The  measurements  known  to  the 
author  do  not  warrant  the  statement  that  surface  convexity  exists  at 
a  permanent  stage  with  normal  totm  of  bed. 

The  influence  of  curves  in  producing  local  suspension  of  sediment 
has  been  referred  to  in  the  discussion.  The  principle  of  scour  at  the 
concave  bank  and  deposit  at  the  convexity  opposite,  occurring  in  each 
case  below  the  point  of  maximum  curvature,  must  have  its  logical 
outcome  in  a  longitudinal  sinuous  movement  of  the  stream  bed.  M. 
Clavel*  has  been  able  to  trace  this  movement  clearly  in  the  Qaronne 
at  Caudrot.  The  sinuousities  are  marked,  and  maps  of  the  years  1780, 
1806,  1822  and  1840  give  opportunities  for  comparison  by  superposi- 
tion, as  shown  by  the  plates  accompanying  his  article. 

*  Aniiftlct  det  PonU  et  OhaaM^ei.    April,  1896. 
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THE   RECONSTRUCTION   OF  GRAND  RIVER 
BRIDGE, 


By  W.  A.  BoosBS,  Jnn.  Am.  Soo.  G.  E. 
Pbbsbmthd  Ootobib  7th,  1896. 


WITH  DISCUSSION. 

The  reoonBtmotion  of  the  bridge  over  Orand  Biver,  3  miles  south 
of  Ghillioothe,  Mo.,  on  the  Kansas  City  Division  of  the  Chicago,  Mil- 
wankee  and  St.  Panl  Railway,  by  the  railway  company's  Bridge  and 
Bnilding  Department,  presents  several  interesting  features  which  will 
be  described  by  the  author,  who  was  the  engineer  in  charge  of  the 
work. 

The  S^nsas  City  Division  was  built  west  from  Chillicothe  during 
the  year  1887.  The  crossing  of  the  Grand  Biver  consisted  of  a  pile 
approach  1  070  ft.  long  at  the  east  end,  four  188-ft.  wooden  Howe  truss 
spans  across  the  channel,  and  a  16-ft.  pile  approach  at  the  west  end. 
The  Howe  trusses  rested  upon  pile  piers,  each  consisting  of  48  oak 
piles  well  braced,  planked  on  the  outside,  filled  with  rock  and  rip- 
rapped  at  the  bottom.  That  these  piers  were  well  built  is  shown  by 
subsequent  events.     Grand  Biver,  at  the  ordinary  stage  of  water,  is 
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about  150  ft.  wide  at  the  bridge,  and  from  4  to  6  ft.  deep.  It  is  sub- 
ject, however,  to  very  sudden  rises,  ranging  from  10  ft.  to  29  ft.  above 
low  water.  At  times  of  high  water  the  current  is  very  swift  and  carries 
large  quantities  of  driftwood. 

In  1894  it  became  necessary  to  renew  the  east  pile  approach,  and  it 
was  decided  that  the  Howe  trusses  must  be  replaced  during  the  succeed- 
ing year.  The  wooden  piers  were.in  fair  condition,  and»  inasmuch  as 
they  were  good  for  at  least  two  and  possibly  three  more  years,  it  was 
'  also  decided  that  it  would  be  best  to  replace  the  Howe  trusses  with 
iron  spans  of  the  same  length,  erected  on  the  old  piers,  and  then, 
when  it  became  necessary  to  do  so,  to  build  new  piers  as  near  as  prac- 
ticable to  the  old  ones,  and  on  their  completion  to  transfer  the  iron 
spans  to  them,  the  plan  being  to  carry  the  wooden  trusses  as  they  were 
until  the  end  of  June,  1895,  then  to  put  in  falsework  and  erect  the 
iron  during  the  fall.  It  was  considered  unwise  to  put  falsework  or 
strengthening  bents  under  the  trusses  before  this  time  on  account  of 
the  danger  from  driftwood  in  case  of  high  water.  Grand  Biver  usually 
has  a  high  June  rise  and  is  expected  to  stay  at  a  comparatively  low 
stage  from  then  until  some  timeiti  January. 

During  March,  1895,  the  second  span  from  the  east  began  to  show 
evidence  of  weakness  and  three  strengthening  bents  were  driven  under 
it  as  a  measure  of  safety.  The  spring  and  summer  were  exceptionally 
dry,  the  usual  June  rise  did  not  occur,  and  about  July  1st  it  was 
thought  to  be  safe  to  beg^  the  falsework  preparatory  to  taking  down 
the  spans  and  erecting  the  iron  in  the  fall.  This  was  started  somewhat 
earlier  than  was  necessary  for  iron  erection  purposes  because  the  tim- 
ber seemed  to  be  deteriorating  faster  than  had  been  expected.  As  a 
precautionary  measure  in  case  of  high  water,  it  was  to  be  built  last  under 
the  third  span  from  the  east,  that  being  the  channel  span.  During 
the  middle  of  Augpist  a  rise  of  the  river  occurred  without  serious  con- 
sequences. On  Augpist  28th,  the  falsework  was  in  the  following  con- 
dition. It  was  complete  under  the  two  east  spans,  and  there  was  a 
bent  of  falsework  at  the  third  panel  point  from  each  end  of  each  of  the 
two  west  spans.  At  that  date  the  river  began  to  rise  very  rapidly, 
bringing  down  large  quantities  of  brush,  logs  and  whole  trees,  and  did 
not  stop  rising  until  it  had  reached  a  stage  about  20  ft.  above  low-water 
mark.  In  spite  of  all  that  could  be  done  a  jam  was  started  at  the 
bridge,  against  the  falsework,  which  rapidly  increased  in  size  until  a 
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mass  of  this  driftwood  from  4  to  12  ft.  in  thickness,  extending  the  fnll 
length  of  the  spans  and  700  ft.  np  the  stream,  was  lodged  against  the 
piers  and  falsework.  One  of  the  bents  of  falsework  was  carried  away 
and  one  of  the  piers  was  thrown  8  ins.,  and  another  5  ins.  ont  of  line 
at  the  top.  A  view  of  the  accnmnlation  of  drift  is  shown  in  Plate  IX, 
Fig.  1. 

On  examination  it  was  fonnd  that  the  piers  were  not  undermined 
by  the  current,  bnt  seemed  to  have  been  simply  bent  ont  of  line  by 
the  great  pressure  exerted  against  them.  They  were  apparently  un- 
injured by  their  rough  usage  during  the  high  water.  The  river  sub- 
sided rapidly  to  its  normal  depth,  leaving  a  large  part  of  the  driftwood 
on  the  sand  at  the  sides.  It  was  so  intricately  interwoven  that  it  was 
impossible  to  separate  a  piece  without  cutting  it  loose  from  the  rest. 

The  lodging  of  this  immense  amount  of  driftwood  against  the  bridge 
put  a  new  aspect  on  the  situation,  and  in  view  of  all  the  circum- 
stances it  was  decided  to  begin  the  erection  of  the  new  spans  as  soon  as 
the  iron  could  be  obtained  from  the  bridge  works,  in  order  to  permit 
taking  out  the  falsework  and  clearing  the  channel,  and  instead  of 
carrying  the  iron  on  the  old  piers  for  two  or  more  years,  to  begin  at 
once  the  construction  of  the  new  ones.  It  was  decided  also  that  the 
second,  third  and  fourth  piers  from  the  east  should  be  built  of  stone 
and  the  first  and  fifth  should  be  pile  piers.  The  two  last  are  on  the 
banks  out  of  the  line  of  the  swiftest  current.  The  piers  were  located^ 
beginning  at  the  east,  respectively  29  ft.  7|  ins.,  29  ft.  9  ins.,  dO  ft.,  30 
ft.  8  ins.,  and  80  ft.  4^  ins.,  east  of  the  old  piers  (see  Fig.  1).  This 
was  as  close  to  the  latter  as  it  was  convenient  to  work.  On  their  com- 
pletion the  spans  were  to  be  moved  endwise  to  their  proper  position 
on  the  new  piers.  It  was  with  these  problems  confronting  the  Bridge 
and  Building  Department  that  the  actual  work  of  reconstruction  was 
hegan. 

The  first  thing  to  be  done  was  to  finish  building  the  falsework 
and  traveler  runway  for  erecting  the  iron  and  to  take  down  the 
Howe  trusses.  This  was  done  in  September,  and  in  the  middle  of 
October  the  iron  crew  began  building  their  traveler,  but  were  unable 
to  beg^  the  actual  work  of  erection  until  November  1st  on  account 
of  delays  in  getting  the  materiaL  These  were  due  in  part  to  the 
difficulty  the  bridge  works  had  in  obtaining  the  required  shapes  from 
the  mills,  on  account  of  the  number  of  orders  on  hand,  and  in  part 
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to  the  scaroiiy  of  can  for  tnuDuiporting  the  iron  from  the  shops  to  the 
bridge  site.  This  work  was  being  done  at  a  time  when  every  car  was 
needed  to  carry  on  the  business  of  the  railroad.  Notwithstanding 
these  dehiys,  on  November  19th  the  spans  were  all  erected  and  rivet- 
ing finished.  The  erection  of  the  spans  did  not  present  any  par- 
ticularly interesting  features.  The  four  spans  weighed  714  489  lbs., 
and  the  cost  of  iron  and  erection  combined  was  2.78  cents  per  pound. 
The  cost  here  includes,  as  in  all  other  cases  where  it  is  given,  the 
amount  paid  in  wages  to  the  railway  company's  employees,  and  the 
cost  of  the  material  delivered  at  the  most  convenient  point  on  the 
company's  lines,  and  no  other  items.  Iron  and  stone  were  purchased 
by  weight,  and  timber  by  board  measure,  free  on  board  cars  on  the 
company's  lines. 

Many  schemes  for  disposing  of  the  driftwood  and  clearing  the 
channel  were  proposed.  Several  contractors  asked  permission  to  bid 
on  the  work,  and  offers  ranging  from  91  900  to  S14  000  were  made. 
It  was  decided,  however,  that  the  railway  company  was  as  well 
equipped  for  the  work  as  any  contractor;  that  it  could  do  the  work, 
which  would  be  as  novel  to  the  contractor  as  to  it,  just  as  cheaply; 
that  there  was  considerable  uncertainty  as  to  the  cost;  some  risk  to 
the  bridge  in  case  an  attempt  to  bum  the  drift  should  be  made,  and 
that,  all  things  considered,  it  would  be  unwise  to  contract  for  its 
removal.  On  November  11th  the  work  of  removal  was  begun  in  an 
experimental  way,  with  the  understanding  that  it  should  in  no  way 
be  allowed  to  interfere  with  the  building  of  the  masonry.  In  pre- 
paring the  foundations  it  was  necessary  to  remove  considerable 
drift  which  had  lodged  on  the  site  of  the  new  piers.  This  was 
done  largely  by  hand  and  by  teams,  the  wood  being  hauled  to  one 
side,  piled  and  afterward  burned.  On  November  14th  a  small  crew 
of  men  and  teams  started  to  clear  that  which  was  piled  against  the 
wooden  piers  on  the  east  side  of  the  channel.  The  plan  was  to  pull 
all  of  it  which  had  lodged  against  the  piers  from  them  first;  next  to 
clear  a  space  alongside  and  parallel  with  the  bridge,  in  order  to 
remove  any  danger  in  case  it  was  decided  to  bum  the  wood,  and  then 
to  set  fire  to  a  part  of  it  to  see  if  it  would  bum  in  a  body.  The 
method  of  procedure  was  to  drag  the  logs  with  teams  through  the 
bridge  to  the  sand  bank  below,  after  loosening  them  by  chopping  and 
the  use  of  blocks  fastened  to  the  bridge.      Fires  were  kept  con- 
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tinuonsl  J  bnming  the  wood  thxus  hanled,  so  that  each  night  praotioally 
ftll  which  had  been  hauled  out  during  the  day  was  oonaumed.  There 
was  oonsiderable  fine  stuff,  twigs,  small  branches  and  comstalks  in 
with  the  logs,  which  caused  much  trouble,  as  it  all.  had  to  be  picked 
out  by  hand  and  hauled  to  the  fires  in  wagons.  It  had  to  be  taken 
out,  howeyer,  in  prder  to  get  at  the  logs. 

On  November  21st  the  driftwood  around  the  piers  east  of  the 
channel,  and  also  a  strip  about  30  ft  wide  parallel  with  the  bridge, 
had  been  disposed  of.  The  wind  was  blowing  strongly  from  the 
bridge,  and  after  trying  one  corner  of  the  driftwood  it  was  decided 
to  set  fire  to  all  of  it  lying  east  of  the  channel.  About  2  o'clock  in 
the  afternoon,  after  placing  a  steam-pump  and  250  ft.  of  hose  to  pro- 
tect the  bridge,  fires  were  started  on  the  side  next  to  the  bridge  and 
along  the  channel  in  a  large  number  of  places.  In  a  few  minutes  the 
whole  mass  was  in  a  blaze.  It  was  a  magnificent  sight,  burning 
rapidly,  but  without  high  flames  or  sparks.  From  time  to  time  the 
wooden  piers  were  wetted  down  to  prevent  their  catching  fire.  By 
6  o'clock  in  the  afternoon  the  fine  stuff  was  practically  all  consumed, 
and  the  logs  were  burning  well,  and  it  was  in  such  shape  that  it  was 
safe  to  let  all  but  six  men  and  the  pump  engineer  go  home  for  the 
night.  The  fire  cleared  up  the  driftwood  east  of  the  channel  in  good 
shape,  except  th^t  here  and  there  a  pile  of  it  was  left  unbumed,  and 
at  the  upper  end  quite  a  large  section  did  not  bum  at  all,  due  largely 
to  the  fact  that  the  wind  changed  about  the  time  the  fire  reached  it, 
blowing  the  flames  away.     The  fire  did  not  cross  the  river. 

The  wood  left  unbumed  east  of  the  channel  was  next  collected,  the 
idea  being  that  after  clearing  each  side  of  the  channel  it  would  be 
unnecessary  to  touch  that  which  was  in  the  water,  as  in  case  of  high 
water  it  was  expected  the  current  would  cut  a  new  channel  in  the 
cleared  space  provided  on  the  east  side.  This  has  been  partly  proved, 
as,  during  a  small  rise  which  occurred  during  the  latter  part  of 
December,  the  river  started  to  cut  a  new  channel  along  the  east  side 
of  the  driftwood  left  in  the  water.  This  is  an  advantage,  as  it  will 
stop  the  undermining  of  the  west  bank.  The  driftwood  was  cleared 
from  the  west  pier,  and  on  November  27th  fire  was  set  to  that  on  the 
west  shore.  It  did  not  bum  as  well  as  that  on  the  east  side  on 
account  of  the  fact  that  there  had  been  snow.  Some  experiments 
were  made  with  crude  oil,  but  with  little  success.  .  After  disposing  of 
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the  drift  on  each  side  of  the  ohannel  the  long  logs  lying  in  the  chan- 
nel which  were  accessible  were  out  np,  and  it  was  considered  per- 
feclty  safe  to  suspend  work  upon  it. 

It  was  belieyed  that  inasmuch  as  this  driftwood  came  down  at  a 
stage  about  20  ft.  above  low  water,  very  little  more  would  come 
down  until  the  same  stage  was  reached  again,  and  that  as  soon  as  the 
river  began  to  rise  the  remaining  drift  would  begin  to  float  off,  and  by 
the  time  the  river  was  high  enough  to  bring  any  more,  that  lodged  in 
the  river,  now  there  were  no  obstructions,  would  have  floated  away. 

The  cost  of  disposing  of  the  driftwood  was  very  small  compared 
with  the  lowest  estimate,  the  total  cost  for  labor  and  material  used 
being  «988  78. 

It  was  thought  best  to  wait  until  the  east  iron  span  was  erected 
before  beginning  the  construction  of  the  masonry,  in  order  to  avoid 
the  confusion  incident  to  two  crews  working  at  one  end  of  the  bridge 
at  the  same  time.  The  east  pier  was  selected  to  begin  with  on  account 
of  the  necessity  of  locating  the  stone  yard  on  the  level  ground  just 
east  of  the  east  span.  The  stone  was  unloaded  directly  from  the  cars 
to  the  stone  yard  by  a  hand-power  derrick,  except  for  a  short  time 
toward  the  completion  of  the  work  when  steam  power  was  used.  The 
pile  bridge  was  of  such  height  that  the  work  of  the  yard  derrick  in 
unloading  and  piling  the  stone  was  lowering.  Baising  stone  to  any 
considerable  height  by  a  hand-power  derrick  is  very  expensive.  The 
stone  was  delivered  from  the  stone  yard  to  the  piers  by  a  push  car  run- 
ning on  an  elevated  track  made  of  timbers  taken  from  the  trusses  and 
built  so  as  to  pass  close  to  the  south  end  of  each  pier.  It  .was  on  the 
ground  at  the  stone  yard  and  was  given  enough  grade  so  that  the  car 
loaded  with  stone  needed  only  one  man  to  manage  it.  The  stone  on 
the  car  at  the  pier  was  of  such  height  that  the  'work  of  the  setting 
derrick  wm  all  lowering  except  for  a  few  of  the  top  courses. 

The  soil  at  the  site  of  the  three  masonry  piers  consists  of  coarse 
sand  extending  to  about  10  to  12  ft.  below  low  water  and  then  a 
stratum  of  blue  clay.  The  foundations  of  the  east  and  middle  piers 
consist  of  44  pine  piles  each,  from  19  to  28  ft.  long,  extending  from 
10  to  16  ft.  into  the  clay.  The  piles  are  cut  off  2  ft.  2  ins.  below  low 
water,  capped  with  12  x  12-in.  pine  timber,  and  these  covered  with  a 
platform  of  8-in.  timber.  The  piles  were  driven  with  a  steam-power 
land  driver,  having  a  3  000-lb.  hammer,  aided  by  a  water-jet.      The 
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latter  was  of  material  assistance  in  driving  the  piles  throngh  the  sancL 
A  6  X  5|  X  6-in.  duplex  Worthington  pomp  with  a  4-in.  suction  and  a 
2i-in.  discharge  was  used  to  furnish  water  for  the  jet. 

The  foundation  of  the  west  or  channel  pier  consisted  of  44  pine  pilea 
from  21  to  28  ffc.  in  the  ground  and  cut  off  4  ft.  below  low  water.  On 
these  piles  a  caisson  was  sunk  made  of  three  thicknesses  of  8-in.  tim- 
ber for  the  floor  and  8-in.  plank  for  the  sides.  Most  of  these  plank  had 
been  used  in  the  falsework  as  swaj  braces,  and  most  of  the  piles  used 
in  the  foundation  of  the  three  piers  had  also  preyiouslj  been  used  in 
the  falsework.  The  masonry  had  courses  ranging  in  thickness  from 
15  to  26  ins.  with  beds  and  joints  not  exceeding  i  in.  Western  Port- 
land cement  was  used  to  set  the  footings,  the  lower  three  neat  work 
courses,  the  coping  and  bridge  seat  stones.  The  rest  of  the  courses 
were  laid  in  Milwaukee  cement.  The  mortar  was  composed  of  one 
part  of  cement  to  two  i>arte  of  sand  by  actual  measurement.  The  sand 
was  obtained  at  the  site  and  was  an  ideal  mason  sand.  The  stone 
used  is  a  limestone  obtained  at  Stone  City,  la.,  and  is  the  stone 
which  this  railway  company  has  principally  used  for  its  bridge  work 
for  some  time  past.  It  is  soft,  easily  cut,  and  yery  durable.  Froei 
has  little  effect  on  the  ledges  used  for  the  company's  work.  Displace- 
ment of  the  hip  stones  when  struck  by  logs  or  driftwood  is  prevented 
by  securing  each  by  one  or  more  dowels  extending  about  8  ins.  into- 
the  course  below. 

The  foundation  work  was  begun  November  5th,  1895,  and  was  com- 
pleted January  2d,  1896.  The  stone  cutting  for  the  piers  was  begun. 
November  7th,  1895;  setting  stone  on  the  east  pier  was  commenced 
November  24th,  and  the  masonry  was  finished  January  18th,  1896. 
The  total  cost  of  the  foundations  of  the  three  piers  was  $2  874  40,  or  aa 
average  cost  of  918  per  pile  driven.  There  are  715  cu.  yds.  of  masonry^ 
costing  95  747  80,  or  $8  04  per  cubic  yard.  The  cost  per  cubic  yard, 
including  the  cost  of  foundation,  was  911  86. 

In  designing  the  iron  spans,  the  fact  that  they  were  to  be  moved 
longitudinally  after  erection  was  considered  and  the  plan  of  moving 
was  decided  upon.  In  furtherance  of  this  plan,  the  end  floor  beams 
were  to  be  attached  to  the  end  shoes  by  means  of  vertical  angles  in 
such  a  way  that  the  spans  could  be  lifted  and  carried  by  them,  the 
plan  of  moving  being  to  pull  the  spans,  one  at  a  time,  on  small  rollers 
running  on  the  top  of  a  85-f t.  iron  girder  span  reaching  from  the  old 
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to  the  new  pier  at  each  end  of  the  span  being  moved.  For  this  purpose 
two  35-ft.  phite  girder  spans  were  constmoted  after  the  general  plan 
of  one  of  the  company's  types  of  deck  girder  spans,  except  that  the 
weight  was  increased  about  l^%,  and  on  the  top  of  each  girder  a  |-in. 
plate  10  ins.  wide  was  riveted  with  countersunk  rivets.  The  girders 
were  spaced  9  ft.  center  to  center.  The  cross-frames  and  laterals 
were  to  be  connected  by  means  of  bolts,  so  that  the  girders  could  be 
placed  in  position,  bolted  up,  and  after  use  unbolted  and  taken  out 
separately.  These  girders  are  to  be  put  in  service  as  ordinary  bridges 
now  that  the  spans  have  been  moved.  Twenty-eight  2|-in.  rollers, 
with  shoulders  projecting  i  in.,  were  made  to  run  on  the  top  of  the 
girders.  These  rollers  were  10^  ins.  between  shoulders,  and  12  ins. 
long  over  all.  They  were  made  to  fit  the  plate  on  the  top  of  the 
girders  closely,  so  that  they  would  run  true  while  in  use.  Four  shoes 
12  ins.  long  and  10  ins.  wide,  to  be  clamped  to  the  lower  flange  of  the 
end  floor  beams  directly  above  the  moving  girders,  were  made  to  fit 
between  the  shoulders  of  the  rollers.  Two  struts  of  two  6  x  4x  |-in. 
angles  each  were  clamped  to  the  lower  flanges  of  the  stringers  a  short 
distance  from  the  end  floor  beams.  When  in  position,  with  the  span 
raised  and  resting  on  the  rollers,  each  strut  extended  over  the  top 
of  the  moving  girders,  clearing  the  top  plate  i  in.  both  above  and  at 
the  side.  Its  province  was  to  catch  the  span  after  a  drop  of  i  in.  and 
to  prevent  any  lateral  motion  in  case  the  shoes  ran  off  the  rollers. 

Wooden  shores  were  to  be  placed  between  the  top  of  the  second 
floor  beam  from  each  end  and  the  top  chord  to  prevent  buckling  of 
the  span  in  this  case.  Fig.  1  shows  a  span  partially  moved  and  gives 
the  details  of  the  moving  device.  Each  end  of  the  span  in  process  of 
being  moved  was  to  be  raised  by  means  of  four  25-ton  hydraulic  jacks, 
two  on  each  side,  under  the  end  floor  beams,  between  the  moving 
girders  and  the  end  shoes.  The  rollers  were  then  to  be  placed  under 
the  shoes  on  the  girders  and  a  locomotive  attached  to  the  span  to  pull 
it  ahead.  The  plan  contemplated  was  to  pull  the  spans  one  at  a  time 
at  intervals  measured  by  the  length  of  time  necessary  to  take  up  the 
moving  girders  at  the  front  of  the  span  last  moved  and  to  place  them 
in  position  under  the  rear  of  the  span  next  in  order.  Each  moving 
girder  span  between  the  truss  spans  would  carry  the  rear  end  of  one 
span  and  the  front  end  of  the  next  span  without  being  shifted.  Dur- 
ing the  intervals,  after  moving  one  span  and  while  preparing  to  move 
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the  next  one,  the  track  between  these  two  spans  was  to  be  carried 
on  blocking  resting  on  the  moving  girder  span  in  position  between 
them. 

The  ends  of  the  girders  resting  on  the  new  piers  were  placed  at 
snch  a  height  that  when  the  tmss  span  had  rolled  into  position  it 
wonld  be  0.5  in.  higher  than  when  lowered  to  the  pier.  The  other 
ends  on  the  old  piers  were  raised  1  in.  higher,  in  order  to  give  a  down- 
grade to  assist  in  the  moving.  This  was  effected  by  putting  shims  of 
the  proper  thickness  under  the  ends  of  the  girders  resting  on  the  new 
masonry  piers  and  on  the  wooden  piers  at  the  expansion  ends  and  by 
cutting  down  to  give  the  proper  elevation  at  the  fixed  ends.  Between 
February  Ist  and  8th  all  work  preliminary  to  moving  the  spans  was 
completed  and  everything  put  in  shape,  so  that  when  the  moving  was 
once  started  there  would  be  no  delays  on  account  of  lack  of  prepara- 
tion. On  the  afternoon  of  February  8th,  which  was  Saturday,  the 
track  ties  between  the  east  new  pier  and  the  east  old  one  were  cut  off 
and  the  stringers  shoved  in  far  enough  to  permit  setting  the  first 
girder  span  early  in  the  morning  of  February  10th.  The  first  thing 
done  on  that  date  was  to  set  in  place  the  girders  of  this  span,  using 
the  derrick  cars  which  have  been  specially  designed  by  the  Bridge  and 
Building  Department  for  iron  bridge  erection.  This  span  was  to  carry 
the  front  end  of  the  east  truss  span.  After  landing  these  girders,  those 
for  the  rear  end  of  this  span  were  put  in  place,  which  was  a  more  diffi- 
cult task,  inasmuch  as  the  girders  were  35  ft.  long  and  the  truss  panel 
length  was  only  22  ft.  6  ins.  It  was  accomplished  by  leading  them 
endwise,  by  means  of  the  derrick  cars,  through  the  end  panel  between 
the  batter  post  and  the  hip  vertical. 

The  two  girders  at  the  front  end  of  the  span  and  one  of  those  at 
the  rear  end  were  lowered  into  position  by  noon.  In  the  afternoon  the 
other  girder  was  placed,  the  cross-frames  and  laterals  of  both  spans 
put  in  and  the  bolting  up  almost  completed.  During  the  next  morn- 
ing this  work  was  finished  and  the  girder  spans  were  centered  exactly 
to  position.  The  center  of  the  end  on  the  old  pier  was  made  to  coin- 
cide with  the  center  of  the  truss,  and  the  end  on  the  new  pier  was 
centered  with  reference  to  the  center  line  desired  for  the  new  position 
of  the  bridge,  which  was  1^  ins.  south  of  the  old  center  line.  This 
would  cause  the  spans  to  move  laterally  H  ii^s*  while  going  80  ft. 
longitudinally. 
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The  piles  between  the  east  end  of  the  truss  span  and  the  east  new 
pier  were  cnt  out  and  the  track  blocked  up  on  the  moying  girder  span. 
The  tackle  with  which  the  locomotive  was  to  do  the  pulling  was 
fastened  to  the  end  batter  posts  and  laid  ready  for  use.  Everything 
was  made  in  readiness  to  move  this  first  span  between  12.45  p.  h.,  when 
passenger  train  was  due  from  the  west,  and  8. 20  p.  h.,  when  another 
passenger  train  was  due  from  the  east.  After  the  passage  of  the  train 
at  12.45  p.  x.  the  track  was  torn  out  ahead  of  the  span  and  the  ma- 
terial piled  at  the  east  end  of  the  second  span,  in  the  order  in  which  it 
would  be  needed  to  block  between  the  first  and  second  spans.  While 
the  carpenter  crew  was  doing  this  work  the  iron  crew  was  engaged  in 
jacking  up,  first  the  east  and  then  the  west,  end  of  the  span,  clamping 
the  roller  shoes  on  the  lower  flanges  of  the  end  floor  beams,  then  low- 
ering them  down  on  the  rollers  place<l  on  top  of  the  girders.  The 
safety  struts  were  put  in  place  and  the  locomotive  attached  to  the 
steel  cable  by  which  the  span  was  to  be  moved.  This  cable  was 
attached  at  one  end  to  the  batter  posts  a  short  distance  above  the 
level  of  the  track.  It  was  so  arranged  with  a  double  and  triple  block 
as  to  give  six  parts  to  the  line.  This  was  done  to  reduce  the  speed  of 
moving  slower  than  it  would  be  practicable  to  run  the  locomotive. 
The  other  end  was  fastened  to  a  chain  which  was  attached  in  turn  to 
the  drawhead  of  the  locomotive  by  passing  a  coupling  pin  through 
one  of  the  links.  In  order  to  stop  suddenly  if  it  were  wished  to  do  so, 
block  and  tackle  were  fastened  between  the  rear  batter  posts  of  the 
span  to  be  moved  and  the  front  batter  posts  of  the  next  span,  and  men 
stationed  at  these  lines  for  that  purpose.  The  force  was  placed  as 
follows: 

The  conductor  and  brakeman  of  the  work  train  near  the  engine  to 
pass  the  signals  to  the  engineer. 

Three  men  to  look  after  the  moving  tackle. 

Two  men  at  each  moving  shoe,  one  of  whom  fed  the  rollers  in  front 
of  the  shoe  as  the  other  passed  them  to  him  as  they  came  out  behind; 
each  shoe  rested  on  five  rollers,  thus  leaving  two  extra  ones. 

One  man  stood  at  each  end  of  the  span  where  he  could  watch  the 
operation  of  the  rollers  at  his  end  and  give  signals  to  regulate  the 
speed  when  necessary. 

Two  men  were  detailed  to  pay  out  the  snub  lines  at  the  rear. 

One  man  was  sent  out  in  each  direction  to  flag  approaching  trains. 
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The  carpenter  foreman  and  crew  of  eight  men  were  stationed  at  the 
front  end  of  the  second  span  to  block  up  on  the  moving  girders  and 
to  put  in  the  temporary  track  as  fast  as  the  gap  behind  the  span 
opened. 

At  1.43  p.  M.  the  locomotive  started  to  pnll  the  span  and  at  2.02  it 
had  reached  its  proper  position  ready  to  be  lowered  to  the  new  piers. 
At  2.40  p.  H.  the  spans  were  let  down  on  the  piers,  the  track  con- 
nected up  at  the  east  end  of  the  span  and  everything  in  shape  for 
traffic.  At  2.55  p.  m.  an  eastboond  freight  train  crossed  the  bridge. 
The  actual  time  daring  which  the  track  was  disconnected  was  1  hour 
and  55  minutes.  The  time  consumed  in  pulling  this  first  span  across 
the  distance  from  the  old  to  the  new  piers  was  19  minutes.  The 
girders  at  the  front  end  of  this  span  were  picked  up  and  loaded  on  the 
cars  before  night,  ready  to  set  down  at  the  rear  of  the  second  span  the 
next  morning.  Those  in  the  rear  of  the  first  span  were  all  ready  to 
carry  the  front  of  the  second  span. 

The  next  day  the  weather  was  bad  and  no  work  was  done.  On  the 
following  morning  the  girders  were  lowered  into  place  at  the  rear  of 
the  second  span.  This  span  was  moved  after  8.20  p.  m.  the  same  day. 
The  operation  of  moving  the  second,  third  and  fourth  spans  was  prac- 
tically the  same  as  that  of  moving  the  first.  The  last  two  spans  were 
moved  on  February  14th  and  15th  respectively. 

Tabus  Oxving  Timb  Consuhied  in  Moving  Each  Span. 


Dftte  when  moved. 

li 

|i 

i 

|l 

if 

in 

i 

P.M. 

p.m. 

P.M. 

P.M. 

H.  M. 

Min. 

rt.  Ids. 

No.1... 

Febraanr  11th.  1896.... 

lQ.4ft 

1.48 

3.08 

8.40 

1    66 

19 

»    7J 

No.  2... 

18th.    "    .... 

8.80 

4.06 

4.16 

4.46 

1    16 

10 

29  10* 

No.»... 

Uih,    "    .... 

8.80 

4.18 

4.24 

4.06 

1    ift 

6 

80    1 

No  4... 

J6th,    ••    .... 

8.80 

8.49 

4.16 

4.60 

1    20 

2T» 

80   H 

Lwwugfi 

1    20 

1»* 

*  FiftMn  minutes'  delay  due  to  a  shoe  working  loose  and  beooming  skewed. 

A  view  of  the  last  span  when  half  moved  is  shown  in  Plate  IX, 
Fig.  2. 
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On  February  17th  the  girders  were  pioked  up  and  loaded  on  the 
cars  for  shipment. 

The  time  consumed  in  moving  the  four  spans  was  6i  days.  The 
locomotive  used  was  a  Rhode  Island  17  x  24-in.  cylinder,  eight-wheel 
engine,  weighing  86 150  lbs.,  54  450  lbs.  on  the  drivers.  The  engineer 
reported  the  pull  to  be  very  light.  There  was  no  trouble  in  starting 
or  stopping. 

The  total  cost  of  moving  the  spans  was  $716  81,  or  an  average  of 
8179  20  per  span.  After  moving,  the  track  was  lined,  the  floor  finished, 
the  old  piers  removed  and  their  rock  filling  used  to  rip-rap  the  new 
piers.  Everything  was  finished  March  15th,  1896.  A  statement  show- 
ing the  cost  in  detail  is  g^ven  at  the  end  of  the  paper. 

During  the  reconstruction  of  this  bridge  there  were  no  delays  to 
passenger  trains  and  rarely  to  freight  trains,  and  these  never  exceeded 
ten  minutes.  During  the  erection  and  moving  of  the  iron  spans  each 
train  was  required  to  come  to  a  full  stop  during  working  hours  and 
receive  a  signal  before  crossing  the  bridge,  and  to  reduce  speed  while 
crossing  the  bridge  during  the  night.  The  rest  of  the  time  trains  re- 
duced speed  during  working  hours  only. 

Notwithstanding  the  unusual  character  of  part  of  this  work  it  was 
all  done  on  week  days.  Experience  in  the  Bridge  and  Building  De- 
partment has  shown,  aside  from  questions  of  principle,  that  as  a 
rule  Sunday  work  is  more  expensive  and  no  safer  than  that  done  on 
week  days. 

Plans  and  specifications,  including  all  working  drawings,  were 
made  by  the  Bridge  and  Building  Department  of  the  Chicago,  Mil- 
waukee and  St.  Paul  Railway  Company.  All  work  at  the  bridge  site 
was  performed  by  the  company's  employees,  and  ev^  item  of  con- 
struction from  beginning  to  end  was  carried  out  by  the  department. 
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00NDEN8ED  STATBMEirr  OF  008T. 
Falbkwobk,  TAKiiro  Dowv  HowB  Tbumw  and  Bxpaibimo  old  Pikbs. 

Labor $1834  99 

Trainseryice 150  00 

$1964  99 

Material Ifl0«  90 

$8691  89 

Two  Piue  PnEBS. 

Labor $387  00 

Train  serTice 40  00 

$827  00 

Material 430  24 

Thbsx  Mabohbt  Pmts. 
FouDdatiOD— 

Labor $1778  00 

Material 601  40 

$3  374  4U 

Stonework — 

Labor $8486  68 

Material— 

283  laoks  Western  Port,  cement $109  66 

269  sacks  MUwankee  cement 67  36 

34  306  cwt.  bridge  stone 3061  93 

Miscellaneoos 33  94 

3  361  77 

6  747  30 


747  34 


IBONWOBK. 

Labor  erecting $1963  97 

Train  service 96  78 

$3  049  76 

Material— 

700  009  lbs.  wrought  iron $17316  91 

14  489  lbs.  oast  iron 196  43 

MisceUaneoQS 31  06 


8121  70 


17  438  40 


19  483  16 


Fu>OB. 

Labor $293  83 

Material 1061  33 


MOTIIIO  THX  SPAXS. 

Labor 

Train  serrice 


Material— 

3633 lbs.  iron  (shoes,  stmts, etc.) 

3  446  lbs.  iron  (increased  weight  of  two  moring  girder 
spans) 


$63199 
68  30 

$69  38 
67  34 

$680  19 


186  63 


1344  14 


716  81 

BemoTing  old  piers,  pnlling  piles,  taking  oat  flUsework 693  06 

BemoTlng  driftwood 988  78 

Nighi  watchman ' 466  60 

Engineering,  ofldce  expenses  and  insi>eotion  of  stone  and  iron 1 146  96 


Total  cost $87148  33 
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Analtsis  op  Cost. 

The  falsework,  taking  down  the  Howe  trusses  and  repairing  the 
old  piers  cost  $6  53  per  lineal  foot. 

The  new  pile  piers  cost  $373  62  each. 

The  foundation  of  the  three  masonry  piers  cost  an  average  of  $18 
per  pile  driven. 

The  stonework  cost  $S  04  per  cubic  yard,  exclusive  of  foundation, 
and  $11 36  including  foundation.  Each  cubic  yard  of  finished 
masonry  required  48  cwt.  of  stone  in  the  rough,  and  the  cost  of  the 
labor  per  cubic  yard  averaged  $4  87. 

The  erection  of  the  iron  spans  cost  0.29  cent  per  pound,  and  the 
erection  and  material  together  cost  2.73  cents  per  pound. 

The  floor  of  the  iron  spans,  including  the  heavy  iron  angle  guard 
rail,  cost  in  place  $22  22  per  thousand  feet,  board  measure,  of  timber 
used,  or  $2  44  per  lineal  foot  of  floor. 

The  cost  of  moving  the  four  spans  averaged  $179  20  each  or  0. 1 
cent  per  pound. 

The  engineering,  office  expenses  and  inspection  of  stone  and  iron 
formed  S%  of  the  total  cost. 
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CORRESPONDENCE. 


Mr.  Bate*  Onward  Bates,  M.  Am.  Soc.  C.  E.— -The  antlior  has  wisely  omitted 
the  details  of  design,  the  knowledge  of  which  may  be  acquired  in  office 
practice  or  in  the  text  books,  and  confined  himself  to  the  practical 
execution  of  the  plans.  The  elements  of  time  consumed,  labor  and 
material  employed  and  costs,  all  have  to  be  taken  into  consideration  in 
the  execution  of  similar  work,  and  information  of  this  class  contained 
in  the  paper  is  especially  valuable  to  those  who  are  in  charge  of  such 
work.  Good  judgment  seems  to  have  been  exercised  in  laying  out  the 
work,  and  this  is  in  a  measure  checked  by  the  reasonableness  of  the 
items  of  cost.  The  care  with  which  the  work  was  planned  and  executed 
is  shown  by  the  use  of  safety  struts,  which  would  permit  of  a  vertical 
drop  of  only  i  in.  and  no  lateral  motion  in  the  event  of  the  spans  run- 
ning off  the  rollers,  and  in  the  nice  adjustment  of  grade  in  the  plate 
girders  which  acted  as  a  track,  reducing  the  friction  in  moving  the 
spans. 

The  problem  of  the  removal  of  such  amass  of  driftwood  interlocked 
and  settled  in  the  sand,  as  described  in  the  paper,  appeared  a  difficult 
one  when  $14  000  was  asked  by  a  contractor  for  its  removal,  and  the 
author  was  favored  by  the  condition  of  low  water  which  permitted  the 
drift  to  be  burned.  If  the  stage  of  water  had  been  high  enough  to 
keep  the  driftwood  wet,  it  is  probable  that  $14  000  would  have  been 
none  too  much  as  the  price  for  its  removal.  The  writer,  who  has  some 
personal  knowledge  of  this  structure,  is  able  to  say  that  during  the 
high  water  of  June,  1896,  all  of  the  driftwood  which  would  float  away 
was  lifted  and  carried  off.  Some  of  it,  however^  had  become  so  im- 
bedded in  the  sand  that  it  remains  there  and  had  the  effect  of  turning 
the  main  channel  away  from  the  west  bank  and  carrying  it  under  the 
second  span  from  the  east  end,  which  is  the  most  desirable  location 
for  it. 
Mr.  Low.  Emilb  Low,  M.  Am.  Soc.  C.  E. — The  extremely  short  life  of  the 
original  Howe  truss  bridge  built  across  the  Grand  River  is  notable. 
The  author  states  that  these  spans  were  erected  in  1887,  and  replaced 
by  iron  in  1895,  being  only  eight  years  in  service.  Referring  to  Plate 
IX,  Fig.  1,  which  shows  an  end  view  of  the  original  structure,  it  is  ap- 
parent that  the  bridge  was  not  housed  in.  Exposure  to  the  weather 
evidently  hastened  the  decay  of  the  timbers,  the  life  of  which  would 
undoubtedly  have  been  prolonged  had  precautionary  measures  of 
some  kind  been  resorted  to. 

The  author  does  not  mention  the  kind  of  timber  employed  in  the 
trusses,  but  it  was  probably  some  species  of  southern  pine,  which,  it 
seems,  cannot  be  relied  upon  in  exposed  situations  for  a  longer  period 
than  about  eight  years.     In  this  respect  it  does  not  compare  favorably 
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with  the  pines  of  the  Northern  States,  as  the  writer  has  knowledge  of  Mr.  Low. 
bridges  lasting  more  than  double  this  period.  Timber  structures  on 
a  southern  railroad  with  whioh  the  writer  was  connected,  consisting  of 
ordinary  trestles  and  Howe  truss  bridges,  were  erected  during  the  years 
1887  to  1890.  The  Howe  trusses  were  uniformly  constructed  of  south- 
em  pine,  while  the  trestles  were  almost  exclusively  built  of  white  oak, 
with  southern  pine  stringers,  except  in  a  few  trestles  where  oak 
stringers  were  used.  These  pine  stringers  are  now  showing  evidences  of 
decay,  and  in  consequence  numbers  of  them  are  being  taken  out  and  re- 
placed. Many  siUs  have  also  been  taken  out  and  new  ones  substituted. 
These  sills  rested  upon  blocks  4  ins.  thick,  supported  upon  stone 
masonry,  the  tops  of  which  were  well  above  the  surface  of  the  ground. 
The  original  sills  were  in  one  piece,  10  x  12  ins.  in  cross-section,  while 
the  new  ones  are  composed  of  two  pieces,  each  5  x  12  ins.  in  section. 
In  addition  to  the  stringers  and  sills,  large  numbers  of  the  cross-ties 
in  these  trestles  had  to  be  removed. 

The  parts  which  need  to  be  replaced  are  those  lying  in  a  horizontal 
position.  The  upright  parts,  such  as  posts,  are  still  serving  their  pur- 
pose, and  are  not  showing  very  perceptible  signs  of  failure,  the  only 
exception  being  that  some  of  the  oak  posts  were  so  badly  warped  as 
to  necessitate  their  removal.  The  length  of  these  pieces  is  about  26 
ft.,  and  they  are  from  10  x  12  ins.  to  12  x  12  ins.  in  section. 

From  an  examination  of  the  Howe  trusses  the  fact  is  developed, 
that  while  portions  of  the  chords  are  showing  signs  of  decay,  the  braces 
are  comparatively  sound. 

The  importance  of  suitably  covering  wooden  bridges  does  not  seem 
to  be  well  recognized.  It  cannot  be  denied  that  this  protection  adds 
materially  to  the  length  of  their  usefulness.  Timbers  which,  from 
their  position  in  the  structure,  are  more  susceptible  to  decay,  should 
be  treated  with  preservatives  of  some  kind.  Owing  to  the  peculiar 
construction  of  wooden  structures  it  is  not  always  easy  or  economical 
to  replace  a  defective  piece,  such  repairs  oftentimes  necessitating  as 
elaborate  and  expensive  scaffolding  as  would  suffice  for  the  substitu- 
tion of  a  large  number  of  pieces. 

Another  great  advantage  gained  by  covering  wooden  structures,  and 
especially  the  stringers,  is  the  immunity  afforded  from  fire.  In  an  in- 
stance which  came  under  the  writer's  observation,  a  stringer  of  a  cer- 
tain trestle  caught  fire  from  a  passing  train,  but  was  fortunately 
discovered  before  any  great  harm  had  been  done.  In  making  repairs, 
instead  of  taking  out  the  injured  member,  it  was  left  in  position,  and 
additional  new  pieces  put  in,  one  on  each  side,  leaving  the  charred 
piece  in  the  middle.  On  account  of  its  condition  it  was  extremely 
liable  to  ignition,  and  it  was  not  long  afterwards  that  the  same  trestle 
was  again  on  fire.  This,  however,  was  not  discovered  in  time  and 
resulted  in  the  wrecking  of   a  freight  train,  which,  being  loaded 
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Mr.  Low.  with  goods  of  an  extremely  valuable  character,  caused  a  considerable 
loss. 

Referring  to  the  analysis  of  cost  at  the  end  of  the  paper,  the  great 
decline  in  the  cost  of  bridges  since  1887  is  forcibly  illustrated.  The 
writer  desires  to  compare  the  cost  of  Howe  truss  bridges  erected  in 
that  year  with  the  cost  of  iron  spans  now  at  the  figures  given  by  the 
author.  He  recalls  one  Howe  truss  span  of  76  ft.  which  cost  to  erect 
in  1887  $27  75  per  linear  foot,  or  a  total  of  $2  109.  Assuming  an  iron 
bridge  of  the  same  span  to  weigh  60  000  lbs.,  at  the  price  given  by  the 
author,  2.73  cents,  the  cost  would  amount  to  $1  638,  not  including  the 
floor. 
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No.  793. 


SUSPENSION  BRIDGES— A   STUDY. 


By  Gbobge  S.  Morison,  Past-President  Am.  Soc.  C.  E. 
Presented  Ootobeb  218T,  1896. 


WITH  DISCUSSION. 

Fifty  years  ago  the  suspension  bridge  was  regarded  as  the  one 
class  of  structure  adapted  to  spans  of  unusual  length.  Highway  sus- 
pension bridges  were  built  in  almost  all  parts  of  the  world;  several 
railroad  suspension  bridges  were  proposed,  and  the  one  actually  built 
across  the  Niagara  River  has  done  service  for  nearly  forty  years.  Fifty 
years  ago  metallic  bridge  construction  was  in  its  infancy,  and  any- 
thing beyond  the  limit  which  could  well  be  built  of  wood  was  con- 
sidered an  exceptional  span.  Athough  there  were  a  few  striking  ex- 
ceptions, 200  feet  was  practically  the  limit  of  wooden  truss  bridge 
spans. 

The  introduction  of  iron  bridges  changed  these  conditions,  and  a 
400-ft.  iron  span  was  as  readily  built  as  a  200-ft.  Howe  truss.     The 
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first  400-ft.  span  in  America  was  constructed  by  Albert  Fink,  Past- 
President  Am.  Soc.  C.  E.,  in  the  bridge  across  the  Ohio  Eiver  at 
Louis ville,  Ej.,  where  it  is  still  in  use.  The  cheapening  of  the  price 
of  iron,  the  increased  capacity  of  rolling  mills,  and  the  new  methods 
of  making  steel,  have  rendered  it  an  easier  task  to  build  a  truss  of 
600  ft.  span  now  than  it  was  to  build  a  400-ft.  span  then.  The  re- 
sult of  this  development  has  been  that  trusses  have  superseded  sus- 
pension bridges,  and  where  a  suspension  bridge  would  have  been  built 
forty  years  ago  a  steel  truss  is  built  now. 

Furthermore,  the  old  suspension  bridges  were  highway  bridges, 
and  highway  traffic  does  not  enter  upon  a  bridge  as  a  concentrated 
load,  while  it  is  generally  light  in  proportion  to  the  dead  weight  of 
the  bridge.  Important  modern  biidges  are  generally  railroad  bridges, 
and  the  suspension  bridge  has  not  been  considered  stiff  enough  to 
serve  this  purpose,  this  want  of  stiffness  being  largely  due  to  the  fact 
that  on  a  single-track  railroad  bridge  the  whole  moving  load  comes  on 
as  a  concentrated  load,  and  that  on  railroad  bridges  of  moderate  span 
the  moving  load  is  large  in  proportion  to  the  dead  load. 

No  important  suspension  bridge  has  been  built  since  the  East  Biver 
Bridge,  the  design  of  which  was  shaped  by  the  elder  Boebling  before 
his  death  in  1869.  During  this  time  great  advances  have  been  made 
in  all  other  forms  of  bridge  construction.  While  it  is  admitted  that 
there  is  no  field  for  suspension  bridges  of  the  dimensions  of  which 
they  were  formerly  built,  a  new  field  is  opening  in  structures  of  enor- 
mous size,  bridges  that  would  bear  the  same  relation  to  a  600-ft. 
steel  truss  that  the  1  000-ft.  suspension  span  at  Cincinnati  bore  to  the 
200-ft.  truss  spans  built  about  the  same  time  in  the  same  neighbor- 
hood across  the  Great  Miami. 

If,  at  the  present  day,  an  800-ft.  span  is  to  be  built,  a  truss  on  the 
beam  or  cantilever  principle  would  be  used,  but  a  2  000  or  3  000-ft. 
span  would  be  a  case  for  a  suspension  bridge.  Two  things  must  be 
remembered.  In  a  suspension  bridge  of  any  such  enormous  size  the 
dead  weight  would  be  large  in  proportion  to  the  live  load,  and  the 
distortion  due  to  the  passage  of  trains  would  be  comparatively  small. 
Such  a  bridge  would  be  built  for  two  or  more  railroad  tracks,  its  length 
would  be  much  greater  than  that  of  a  single  train,  and  the  conditions 
under  which  a  concentrated  maximum  load  would  advance  as  a  whole, 
upon  the  bridge  would  be  rare.    In  the  manner  of  the  passage  of  loads 


Digitized  by  VjOOQIC 


KOBISOK  OK  SUSPENSION  BRIDGES.  361 

such  a  bridge  would  resemble  a  highway  bridge  more  than  a  short- 
span  railroad  bridge. 

Before,  however,  a  suspension  bridge  is  built  which  will  bear  the 
same  relation  to  the  modem  steel  truss  that  the  old  suspension  bridge 
did  to  the  wooden  truss,  the  same  advance  in  details  must  be  made  in 
suspension  bridges  that  has  been  made  in  truss  bridges.  If  such  a 
bridge  is  to  be  built  now,  the  designer  must  concentrate  in  the  work 
of  a  single  design  all  the  improvements  corresponding  to  those  which 
truss  bridge  builders  have  spent  many  years  in  developing. 

This  paper  is  submitted  with  a  view  to  opening  the  way  for  im- 
provement and  to  show  that  a  great  suspension  bridge,  which  would 
be  well  adapted  to  railroad  service,  would  involve  no  insurmountable 
difficulties  of  construction. 

The  method  of  demonstration  and  illustration  which  has  been 
adopted  is  the  explanation  of  the  design  of  a  suspension  bridge  of  un- 
usual dimensions  and  capacity.  The  size  selected  for  this  design 
would  give  a  clear  opening  of  about  3  000  ft.,  this  corresponding  to 
the  dimensions  proposed  for  the  North  River  at  New  York.  The  plan 
discussed  is  simply  a  general  plan,  but  as  such  a  discussion  to  be 
valuable  must  be  accompanied  by  estimates,  the  depth  to  rock  at  the 
sites  of  the  towers  has  been  assumed  to  be  140  ft.  below  mean  high  water; 
this  corresponds  to  the  depths  which  borings  have  found  opposite  the 
loot  of  Seventieth  Street.  It  has  been  assumed  also  that  the  anchor- 
ages would  be  built  on  rock,  and  elevations  have  been  assumed  for 
these  anchorages.  These  elevations  correspond  with  reasonable  accu- 
racy to  the  position  of  the  blu£fo  on  the  west  side  of  the  river  opposite 
Seventieth  Street,  and  are  probably  not  very  different  from  the  posi- 
tion of  the  rock  on  the  east  side  at  the  same  location,  but  it  is  not 
likely  that  a  structure  located  there  would  be  of  the  symmetrical  char- 
acter which  is  now  described.  The  design  gives  a  clear  headroom  of 
150  ft.  at  all  stages  of  water. 

While  these  conditions  correspond  more  closely  to  the  location  at 
the  foot  of  Seventieth  Street  than  to  any  other  place,  this  paper  is  in- 
tended as  a  study  of  suspension  bridges 'and  not  as  an  approval  of  any 
particular  location.  The  location  at  Seventieth  Street  undoubtedly 
has  great  advantages,  especially  in  the  matter  of  anchorages.  A  loca- 
tion below  Thirty-fourth  Street  has  also  very  great  advantages,  par- 
ticularly in  the  matter  of  convenience  to  existing  business  centers. 
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It  must  be  observed  that  the  distinctive  feature  of  a  suspension 
bridge  lies  in  the  fact  that  it  has  no  compression  member.  The 
weight  is  carried  by  cables  stretched  from  tower  to  tower,  which  are 
secured  by  heavy  anchortiges  at  each  end.  The  strains  in  the  cables 
tend  to  overturn  the  anchorages,  and  any  motion  of  the  anchorages  dis- 
turbs the  entire  structure;  a  slight  settlement  in  the  towers  might  not 
do  much  harm;  any  motion  in  the  anchorages  is  felt  through  the  entire 
bridge.  In  this  respect  the  conditions  of  a  suspension  bridge  are  the 
opposite  of  those  of  a  cantilever  bridge.  Any  settlement  in  the  towers 
of  a  cantilever  bridge  is  exaggerated  at  the  ends  of  the  cantilevers, 
while  the  anchorages  are  usually  of  such  character  that  they  can  easily 
be  adjusted.  It  is  therefore  of  the  utmost  importance  that  the  an> 
chorages  of  a  suspension  bridge  should  have  foundations  which  will 
not  yield  and  which  can  be  put  in  at  reasonable  cost.  These  condi- 
tions are  assumed  in  the  estimates  in  this  paper.  A  study  of  the  paper, 
however,  will  show  that  the  form  of  anchorage  proposed  admits  of 
great  latitude  in  use,  as  the  inclination  of  the  backstays  becomes  inde- 
pendent of  the  inclination  of  the  main  cables,  and  the  anchorage  for 
one  pair  of  cables  may  be  placed  much  farther  back  from  the  tower 
than  the  other  pair.  This  might  present  great  advantages  if  it  became 
necessary  to  locate  anchorages  in  a  portion  of  the  city  already  built  up. 

The  capacity  of  the  bridge  designed  has  been  reached  in  a  back- 
handed manner.  The  bridge  has  been  designed  to  carry  a  total  loful 
of  25  tons  or  50  000  lbs.  per  lineal  foot.  The  design  has  then  been  de- 
veloped and  the  dead  weight  calculated,  and  the  result  is  a  balance 
for  the  live  load  of  11  000  lbs.  per  foot  over  the  entire  structure.  As 
the  width  of  the  structure  is  92  ft.  between  the  stiffening  trusses,  this 
corresponds  to  about  120  lbs.  per  square  foot  of  floor.  If  this  space 
were  to  be  occupied  by  eight  railroad  tracks  it  would  amount  to  1  375 
lbs.  per  lineal  foot  per  track,  which  exceeds  the  weight  of  any  passen- 
ger train.  It  would  amount  in  the  aggregate  on  a  length  of  3  100  ft. 
to  34: 110  000  lbs. ,  equivalent  to  eight  freight  trains  1  400  ft.  long,  each 
weighing  3  000  lbs.  per  lineal  foot.  It  is  probable  that  the  require- 
ments of  any  location  where  A  bridge  of  this  magnitude  would  be  con- 
sidered, would  be  satisfied  by  four  railroad  tracks  adapted  to  a  heavy 
class  of  traffic  and  four  rapid  transit  tracks  to  be  operated  by  electric 
cars  or  short  trains  of  a  character  which  would  require  only  a 
floor  stiflener  to  secure  the  necessary  rigidity.     Therefore,  in  propor- 
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tioning  the  stiffening  truss  the  variable  load  has  been  taken  on  the 
basis  of  12  000  lbs.  per  lineal  foot,  corresponding  to  a  load  3  000  lbs. 
per  foot  on  each  of  the  railroad  tracks,  with  no  provision  for  unequal 
weight  on  the  rapid  transit  tracks,  or  to  1  500  lbs.  per  lineal  foot  on 
all  eight  of  the  tracks.  These  provisions  correspond  to  four  maximum 
freight  trains  or  eight  maximum  passenger  trains. 

In  one  respect  the  design  departs  radically  from  suspension  bridges 
hitherto  built.  The  cables,  instead  of  being  made  of  straight  wires, 
are  made  of  ropes,  and  these  ropes,  instead  of  being  passed  over  the 
towers  and  around  pins  in  the  anchorages,  are  socketed,  both  at  the 
top  of  the  towers  and  in  the  anchorages,  all  connections  being 
made  through  the  sockets.  This  modification  is  really  the  essen- 
tial feature  of  the  whole  design.  The  objections  which  will  be  raised 
to  it  are,  first,  that  a  straight  wire  is  both  stronger  and  less  exten- 
sible than  a  twisted  rope  made  of  the  same  wire;  and  second,  that  no 
socket  can  be  made  which  will  develop  the  full  strength  of  the  rope. 
Both  of  these  objections  are  time,  but  a  rope  can  be  laid  in  such  a  way 
that  the  modulus  of  elasticity  is  only  about  1  000  000  lbs.  less  than  that 
of  a  straight  wire,  and  a  rope  can  be  socketed  in  a  way  which  can  be 
absolutely  depended  upon  to  a  fixed  amount  of  strain,  and  the  strength 
of  the  structure  will  then  be  determined,  not  by  the  strength  of  the  wire, 
but  the  strength  of  the  connection  at  the  end  of  each  rope.  Further- 
more, experiments  have  shown  that  ropes  constructed  in  the  man- 
ner proposed  have  an  extremely  uniform  modulus  of  elasticity,  which 
is  the  most  important  thing.  The  advantages  of  this  system  of  con- 
struction are  principally  two;  the  ropes  can  be  made  in  the  shop,  ad- 
justed to  length  there,  carried  to  the  bridge  site  and  put  up  in  the 
least  possible  time;  the  wires  are  practically  straight  from  one  end  to 
the  other,  the  decided  turns  required  over  saddles  and  the  short  turns 
required  around  pins  being  entirely  avoided.  "With  this  arrangement 
the  objections  to  a  strong  stiff  wire  are  removed. 

Another  feature  which  is  believed  to  be  novel  is  the  method  of  hold- 
ing down  the  ends  of  the  stiffening  truss.  When  one-half  the  span  is 
loaded,  the  upward  reaction  at  the  unloaded  end  is  equal  to  the  down- 
ward reaction  at  the  loaded  end,  so  that  the  stiffening  truss  must  not 
only  be  supported  but  anchored  down.  The  stiffening  truss  of  this 
design  is  made  1  000  ft.  longer  than  the  span,  thus  extending  500  ft. 
back  toward  the  shore  from  each  tower,  while  the  suspenders  in  the 
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160  ft.  next  to  each  tower  are  omitted.  The  result  is  that  the  duties 
of  the  stiffening  truss  proper  are  confined  to  a  length  of  2  800  ft. ;  back 
of  each  tower  is  a  span  of  500  ft.,  from  which  a  cantilever  150  ft.  long 
projects  to  each  end  of  the  stiffening  truss  proper.  The  reactions  of 
the  stiffening  truss  are  taken  by  the  ends  of  the  cantilevers,  and  the 
cantilevers  are  themselves  anchored  by  the  weight  of  the  shore  spans. 
This  arrangement  has  the  farther  advantage  of  leaving  150  ft.  between 
the  towers  and  end  suspenders,  within  which  the  cables  will  adapt 
themselves  to  any  changes  of  length  and  height  due  to  temperature, 
loads  or  otherwise. 

The  description  of  the  design  follows  the  order  of  computation, 
the  cables  being  first  proportioned  to  carry  the  selected  weight  (50  000 
lbs.  per  foot),  the  towers  being  proportioned  to  carry  the  cables,  the 
foundations  being  proportioned  to  carry  the  towers,  the  anchorages 
desigpied  to  resist  the  pull  of  the  cables,  and  the  suspended  super- 
structure to  distribute  the  moving  load. 

Generaij  Design. 

The  general  design  is  that  of  a  stiffened  suspension  bridge,  the 
cables  to  be  of  wire,  the  towers  of  steel  on  masonry  foundations,  the 
structure  being  stiffened  by  steel  trusses  suspended  from  the  cables. 

The  cables  are  four  in  number,  two  on  each  side,  the  leng^  of 
span  between  the  theoretical  intersection  points  on  the  top  of  the 
towers  being  3  200  ft.  and  the  versed  sine  400  ft.  To  secure  lateral 
stability,  the  two  stiffening  trusses  are  placed  100  ft.  between  centers 
horizontally,  this  affording  an  opening  92  ft.  wide  in  the  clear.  At 
the  middle  of  the  span  the  two  cables  on  each  side  are  brought  as 
close  together  as  possible,  or  4  ft.  between  centers,  the  width  at  the 
center  of  the  span  between  points  midway  between  the  two  cable 
centers  being  115  ft.  At  the  top  of  the  towers  the  cables  are  spread 
apart  to  a  distance  of  28  ft.,  the  width  between  the  centers  of  the 
towers  being  200  ft.  Each  inside  cable  has,  therefore,  a  cradling  of 
30.5  ft.,  and  each  outer  cable  a  cradling  of  54.5  ft.,  the  average  crad- 
ling between  42.5  ft.  The  backstays  are  carried  from  the  towers  to 
the  anchorages  in  planes  which  are  tangent  to  the  horizontal  projec- 
tion of  the  cradled  cables,  thus  splaying  the  backstays  apart  between 
towers  and  anchorage.  By  this  arrangement  the  towers  are  relieved 
of  all  transverse  strain,  and  become,  as  it  were,  simply  gin  poles  to 
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sustain  the  cables.     The  lateral  stability  produced  by  this  arrange- 
ment is  evident  from  the  plan.  Fig.  1. 

The  towers  are  of  steel,  each  really  consisting  of  two  independent 
towers  formed  of  four  posts,  94  ft.  square  at  the  base  and  battered 
together  so  as  to  be  28  ft.  square  on  the  top,  the  two  square  towers 
being  connected  by  a  cross  truss  at  the  top  and  resting  on  masonry 
cylinders  at  the  bottom.  The  exact  shape  and  location  of  the  half 
towers  are  determined  by  the  direction  of  the  cables,  the  sides  of  the 
two  half  towers  not  being  parallel  and  the  squares  being  only  ap- 
proximate. 

It  has  been  considered  important  to  reduce  the  number  of  cables 
to  four,  two  on  each  side.  If  the  cables  of  the  main  span  and  the 
backstays  are  counted  as  separate  cables,  which  the  detail  hereafter 
described  shows  them  to  be,  there  are  four  cables,  two  leading  in 
each  direction,  terminating  at  the  top  of  each  tower,  the  number  of 
cables  corresponding  to  the  number  of  posts,  so  that  the  weight  from 
each  cable  is  transferred  directly  to  one  of  the  four  posts.  This  re- 
quires cables  of  much  larger  dimensions  than  have  ever  been  used,  but 
there  is  nothing  impracticable  in  making  cables  of  the  required  size. 

The  stiffening  truss  is  4  100  ft.  long  over  all,  divided  into  panels 
of  38  ft.  4  ins.  each,  supported  for  the  central  2  800  ft.  by  suspenders 
leading  from  the  cables,  while  the  ends  are  supported  on  piers  4  100 
ft.  apart  and  intermediate  supports  are  taken  on  rocking  bents  3  100 
ft.  apart.  The  truss  is  continuous  for  its  whole  length  of  4  100  ft., 
fastened  to  the  cables  at  the  center  and  free  to  move  longitudinally 
at  each  end.  It  is  considered  of  great  importance  to  use  a  continuous 
truss,  thus  avoiding  the  difficulties  and  lost  motion  of  a  central 
hinge.  The  difficulties  of  fastening  down  a  stiffening  truss  are  over- 
come by  the  end  supports,  the  end  of  each  truss  being  a  500-ft.  span 
resting  on  two  supports,  from  which  a  150-ft.  cantilever  projects 
towards  the  point  where  the  suspenders  begin.  The  suspended 
stiffening  truss  is  only  2  800  ft.  long  and  exerts  an  upward  or  down- 
ward reaction  at  the  end  of  the  150-ft.  cantilever,  according  to  the 
position  of  the  moving  load ;  the  cantilevers  are  anchored  by  the 
weights  of  the  end  spans.  The  stiffening  truss  is  66  ft.  8  ins.  deep 
between  the  centers  of  gravity  of  the  chords,  this  depth  being 
adopted  for  reasons  given  hereafter;  it  at  once  secures  the  necessary 
rigidity  and  permits  sufficient  flexibility  to  allow  a  considerable  por- 
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tion  of  the  irregular  moying  load  to  be  taken  care  of  by  the  change  of 
shape  in  the  cables. 

The  general  elevation,  Fig.  1,  shows  a  clearance  of  158  ft.  above 
meaiji  high  water  at  the  center  of  the  span  at  a  mean  temperature  of  60^ 
Fahr.,  when  the  bridge  is  unloaded.  The  extreme  effects  of  tempera- 
ture are  to  lower  or  raise  the  center  3.15  ft.,  so  that  the  maximum 
clearance  of  the  unloaded  bridge  at  a  temperature  of  0^  Fahr.  would 
*  be  161.15  ft.,  and  the  minimum  clearance  at  a  temperature  of  120^ 
Fahr.  would  be  154.85  ft.  A  moving  load  of  11  000  lbs.  per  lineal 
foot  over  the  whole  span,  being  the  amount  hereafter  calculated  on, 
and  using  a  modulus  of  elasticity  of  27  000  000  in  the  cables,  will 
cause  a  deflection  of  3.96  ft.  at  the  center,  thus  reducing  the  minimum 
possible  clearance  to  150.89  ft.  This  load  is,  however,  excessive,  and 
the  maximum  load  which  should  be  estimated  in  calculating  clear- 
ances is  9  000  lbs.  per  lineal  foot,  which  will  cause  a  deflection  of  3.24 
ft.,  making  the  minimum  clearance  151.61  ft.  The  bridge  is  designed 
with  a  camber  of  6  ft.  in  the  center  of  the  span  when  unloaded  at  mean 
temperature;  this  corresponds  to  a  camber  of  9.15  ft.  when  unloaded 
at  the  lowest  temperature  and  to  a  camber  of  —0.39  ft.  when  fully 
loaded  at  the  highest  temberature.  The  maximum  camber  curve  cor- 
responds to  a  grade  of  1.18%  at  the  ends;  but  this  is  so  short  that  it 
will  not  affect  the  passage  of  trains. 

In  this  design  the  essential  difference  between  a  great  suspension 
bridge  and  a  truss  bridge  of  ordinary  dimensions  has  been  borne  in 
mind.  The  truss  bridge  of  ordinary  dimensions  is  so  nearly  a  rigid 
structure  that  the  changes  which  take  place  in  its  form  under  passing 
loads  have  little  influence  on  the  strains  in  the  several  members,  and 
such  a  bridge  can  be  proportioned  on  the  basis  of  a  rigid  geometrical 
skeleton.  A  long  span  suspension  bridge  necessarily  changes  its 
shape  with  every  change  of  load,  and  changes  too  in  such  manner  as 
to  relieve  local  strains,  every  unstiffened  suspension  bridge  having 
some  shape  of  perfect  equilibrium  for  every  possible  loading.  These 
changes  of  shape  play  an  important  part  in  pi'oportioning  a  suspension 
bridge,  and  so  long  as  they  are  kept  within  limits  which  do  not  dis- 
turb convenience  of  operation,  they  are  a  source  of  strength  instead 
of  weakness.  A  suspension  bridge  must  be  permitted  to  change  its 
shape  within  proper  elastic  limits,  and  this  change  of  shape  must  be 
made  the  basis  of  calculations  in  proportioning  the  structure. 
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Capacity. 

The  bridge  has  been  proportioned  to  carry  a  total  load  of  50  000 
lbs.  per  lineal  foot,  which  is  equivalent  to  a  stress  of  40  000  000  lbs.  on 
each  of  the  four  cables  at  the  center  of  the  span.  The  actual  dead 
weight  of  the  cables  and  suspended  superstructure  is  about  39  000 
lbs.  per  lineal  foot,  thus  leaving  11  000  lbs.  for  moving  load. 

The  width  in  the  clear  between  trusses  is  92  ft.,  which  will  provide 
for  two  double-track  railroads,  each  occupying  26  ft.,  with  a  space^ 
40  ft.  wide  between.  This  40  ft.  can  be  occupied  in  various  ways;  its 
width  is  the  same  as  the  width  between  the  curbs  of  Broadway  at 
Twenty-sixth  Street;  it  could  be  used  for  four  rapid-transit  tracks 
either  for  street  cars  or  for  rolling  stock  of  the  same  dimensions  as 
that  used  on  the  elevated  railroads;  it  could  be  used  as  a  street  with 
two  sidewalks  and  a  roadway  between  wide  enough  for  four  carriages 
to  pass;  it  could  be  used  for  two  standard  gauge  railroad  tracks,  with 
a  broad  promenade  for  foot  passengers  between,  or  it  could  1be  used 
as  a  driveway  with  a  street  railroad  track  on  each  side.  Another 
possible  arrangement  is  the  construction  of  eight  parallel  railroad 
tracks  11  ft.  between  centers  which  is  admissible  on  perfectly  straight 
lines.  It  is  not  important  to  decide  how  this  bridge  would  be  used ; 
enough  has  been  said  to  show  the  capacity  which  would  be  afforded^ 
and  the  weights  for  which  it  should  be  designed. 

CaBIjBS. 

The  cables  are  the  fundamental  feature  of  the  design,  and  will 
therefore  be  described  first.  The  design  of  the  cables  departs  radi- 
cally from  the  features  hitherto  followed  in  suspension  bridges,  and 
provides  a  method  of  constructing  suspension  bridge  cables,  under 
which  it  is  possible  to  do  nearly  all  the  work  in  the  shops,  and  to 
diminish  field  work  to  a  minimum. 

The  bridge  is  designed  with  a  versed  sine  of  400  ft.  under  maxi- 
mum load,  this  being  equal  to  one-eighth  the  span.  On  the  basis  of 
a  uniform  load  of  50  000  lbs.  per  lineal  foot,  or  12  500  lbs.  per  cable, 
the  stress  in  each  cable  becomes  40  000  000  lbs.  at  the  center  of  the 

span,  and  40  000  000  lbs.  multiplied  by  ^^   ,   or  44  721  360  lbs.   at 

the  ends  of  the  span,   while  the  vertical  reaction  at  each  end  is 
20  000  000  lbs. 
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Each  cable  is  composed  of  253  ropes  of  equal  size  arranged  in  the 
form  of  a  hexagon  with  three  ropes  omitted  from  each  comer ;  the 
maximum  stress  on  each  rope  will  therefore  be  176  764  lbs.  In 
the  design,  the  ropes  are  made  2^  ins.  diameter,  each  rope  being 
assumed  to  have  a  section  equivalent  to  3  sq.  ins.  of  solid  metal  and 
to  weigh  10  lbs.  per  lineal  foot.  The  stress  per  square  inch  on  these 
ropes,  will,  therefore,  be  58  921  lbs.,  of  which  H,  or  45  958  lbs.,  will  be 
caused  by  dead  load,  and  i^,  or  12  963  lbs.,  by  moving  load. 

Each  rope  will  be  a  specially  laid  rope  formed  of  a  single  straight 
wire  at  the  center,  around  which  are  grouped  sucQiessive  layers  of 
helicoidal  wires,  so  inclined  that  all  will  be  of  the  same  length,  the 
alternate  layers  being  inclined  in  opposite  directions.  When  put 
under  strain  all  wires  are  equally  strained,  except  the  single  central 
wire  which  acts  as  a  core.  This  rope  bears  no  resemblance  to  the 
ordinary  twisted  rope.  If  not  larger  than  No.  8,  the  wires  of  each 
rope  can  be  made  continuous  from  end  to  end  without  splicing. 

A  number  of  sample  ropes  were  specially  prepared  by  the  Trenton 
Iron  Company  under  the  direction  of  E.  G.  Spilsbury,  M.  Am.  Soc. 
0.  E.,  and  these  ropes  were  tested  at  the  Watertown  Arsenal.  The 
results  of  these  tests  will  be  found  in  Appendix  A.  While  these  tests 
were  of  a  preliminary  character,  and  the  ropes  differed  in  some  re- 
spects from  those  which  would  actually  be  used  in  a  bridge,  they 
established  two  important  facts:  First,  that  a  laid  or  twisted  rope 
could  be  made  which  will  develop  in  the  actual  rope  a  strength  of 
more  than  180  000  lbs.  per  square  inch  of  wire,  and  this  with  a  wire 
which  can  be  furnished  at  a  reasonable  cost;  second,  that  a  laid  or 
twisted  wire  rope  of  this  kind  can  be  depended  on  in  a  structure  to 
act  uniformly  and  with  a  regular  modulus  of  elasticity,  the  action  of 
the  different  ropes  tested  in  the  latter  respect  being  entirely  satis- 
factory. Twelve  ropes  were  tested  in  all,  of  which  four  were  of 
straight  round  wires,  four  twisted  round  wires,  and  four  twisted  wires 
of  the  special  forms  used  in  a  locked  rope.  The  expeiiments  showed 
the  decided  superiority  of  the  rope  of  twisted  round  wires  in  all 
respects  except  one.  The  wires  were  evidently  more  uniformly  strained 
in  this  rope  than  in  the  straight  wire  rope,  and  gave  decidedly  better 
results  than  the  peculiar-shaped  wires  in  the  locked  rope.  The  only 
respect  in  which  the  twisted  rope  was  inferior  to  the  straight  rope 
was  in  the  modulus  of  elasticity,  which  was  about  25  000  000  in  the 
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twisted  rope,  and  28  000  000  in  the  straight  wire  rope.  The  twisted 
rope  was  made  with  a  machine  already  in  existence,  and  with  the 
twist  commonly  used  on  similar  ropes.  For  the  special  use  considered, 
it  is  probable  that  the  twist  could  be  reduced  to  one-half  or  perhaps 
to  one-third  that  laid  by  this  machine,  and  that  the  modulus  of 
elasticity  could  be  raised  to  about  27  000  000.  The  modulus  of 
elasticity  does  not  a£fect  the  strength  of  the  structure;  the  only  effect 
of  a  low  modulus  is  slightly  to  increase  the  deflection.  In  none  of 
the  twelve  tests,  inyolving  twenty-four  sockets,  did  a  rope  pull  out 
of  a  socket,  but  in  nearly  every  instance  the  fractures  occurred  in  the 
outer  layer  of  wires  and  inside  the  sockets.  An  examination  of  the 
sockets  showed  a  rough  shoulder,  which  undoubtedly  had  something 
to  do  with  this  fracture.  By  a  modification  of  the  interior  shape  of 
the  socket,  it  is  probable  that  this  difficulty  could  be  largely  re- 
moved, and  the  strength  of  the  ropes  increased  from  5  to  10  per 
cent. 

Each  rope  will  be  fitted  into  a  steel  socket  at  each  end  12  ins. 
long,  the  diameter  of  the  socket  to  be  twice  the  diameter  of  the  rope. 
By  adjusting  the  ropes  under  strain  at  the  works,  and  arranging  a 
special  machine  to  trim  the  under  edge  of  the  socket  after  the  rope  is 
fastened  into  it,  it  is  believed  that  the  length  can  be  so  accurately 
fixed  that  no  further  adjustment  will  be  required  in  the  field.  If, 
however,  this  cannot  be  done,  the  arrangement  designed  permits  the 
employment  of  fillers  under  the  square  shoulders  of  the  sockets,  so 
that  the  ropes  can  be  adjusted  in  position. 

There  will  be  four  cables  in  the  main  span  of  the  bridge.  There 
will  be  four  cables  in  the  backstays  on  each  side  of  the  river.  There 
will,  therefore,  be  twelve  cables  in  all,  each  of  which  must  be  fastened 
at  each  end. 

The  method  of  fastening  the  cables  is  shown  in  Fig.  2.  Fifty 
feet  from  each  end  the  several  ropes,  which  are  compressed  compactly 
together  in  the  body  of  the  cable,  begin  to  separate  so  that  they  are 
4.9  ins.  between  centers  at  the  ends,  and  the  successive  vertical  sets 
of  ropes  are  4^  ins.  between  centers.  On  the  top  of  each  tower  post 
is  placed  a  steel  casting  through  which  all  vertical  strains  are  trans- 
mitted, and  on  this  casting  rests  a  20-in.  steel  pin.  On  this  pin  are  set 
up  20  steel  plates  2  ins.  thick,  each  plate  measuring  10  ft.  in  the  direc- 
tion of  the  axis  of  the  cable  and  weighing  9  255  lbs.     The  several 
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ropes  of  which  the  main  cable  is  composed,  when  spread,  pass  be- 
tween these  several  plates,  being  held  in  exact  position  by  cheap  cast- 
iron  fillers  between  the  ropes.  These  plates  are  machined  to  a  true 
plane  surface  on  the  upper  edges,  and  on  these  are  placed  a  series  of 
washer  plates  on  which  the  sockets  at  the  ends  of  the  cables  bear. 
These  washer  plates  are  2i  ins.  thick  by  16  ins.  deep,  and  the  divisions 
come  in  line  with  the  centers  of  the  ropes.  Each  washer  plate  is 
bored  out  for  its  whole  depth  on  each  side  with  half  holes  slightly 
larger  than  the  diameter  of  the  ropes,  and  for  a  depth  of  10  ins.  with 
half  holes  of  the  diameter  of  the  sockets.  (See  Fig.  3.)  Each  rope 
therefore  passes  through  a  round  hole,  one-half  of  which  is  bored 
in  each  adjacent  washer  plate  and  the  socket  fits  into  an  enlargement 
of  this  round  hole,  bearing  on  the  annular  surfaces  between  the  large 
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and  small  cylinders.  The  series  of  washer  plates  are  bound  together 
by  a  steel  tire  shrunk  around  them.  The  large  plates  are  bolted 
together  with  eight  5-in.  bolts  and  sixteen  smaller  bolts  inclined  so 
as  to  pass  between  the  ropes,  all  of  these  bolts  screwing  up  against 
heavy  cast-steel  washers  on  the  outside,  the  plates  being  kept  at  pro- 
per distances  by  the  cast-iron  fillers. 

The  entire  strain  in  the  cables  is  transmitted  to  the  large  steel 
plates  through  the  washer  plates  which  bear  against  them.  In  the 
large  plates  this  strain  is  decomposed  into  a  nearly  vertical  strain 
which  passes  through  the  20-in.  pin  and  the  steel  casting  into  the  post, 
and  a  horizontal  strain  which  is  taken  across  the  top  of  the  tower  to 
the  corresponding  backstay  connection.     For  convenience  of  construo- 
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tion  and  erection  this  horizontal  strain  is  divided  between  two  tension 
members,  the  lower  one  consisting  of  nineteen  bars  each  48  x  2^  ins.» 
and  the  tipper  of  the  same  number  of  bars  each  15  x  2^  ins. ,  the  strain 
being  transmitted  to  the  former  by  nine  5-in.  pins,  and  to  the  latter 
by  three  6-in.  pins.  The  fall  details  of  this  arrangement  appear  in 
Fig.  2. 

To  erect  the  cables,  carrier  ropes  will  be  placed  above,  on  which  the 
permanent  ropes  will  be  hauled  out  into  place.  Eight  auxiliary 
ropes,  the  general  position  of  which  is  shown  in  Fig.  4,  will  then 
be  run  through  the  unoccupied  spaces  outside  of  the  washer  plates, 
and  on  these  at  suitable  intervals  a  number  of  iron  horses  erected. 
These  horses  will  serve  to  confine  the  cable.  They  are  arranged  in 
pairs  and  braced  together,  so  that  they  will  be  stable  and  will  afford 
room  for  men  to  stand  and  watch  the  laying  of  the  ropes. 

The  side  washers,  large  plates  and  the 
nineteen  lower  ties  will  be  put  in  posi- 
tion, but  the  spaces  between  the  plates 
will  be  open  above.  The  first  washer  plate 
will  then  be  put  in  place  and  the  first 
rope  unreeled  and  hauled  across  the  river 
on  the  carrier  ropes.  As  soon  as  it  is 
hauled  across,  the  sockets  will  be  dropped 
into  their  places  in  the  washer  plates. 
The  first  three  ropes  having  been  laid  in 
this  manner,  the  next  washer  plate  will  be  put  on  as  well  as  the  necessary 
fillers;  four  other  ropes  will  then  be  run  in  the  same  manner  and  the 
third  washer  plate  put  on.  Five  ropes  will  then  be  run  and  the  fourth 
washer  plate  laid.  This  process  will  be  continued  until  all  the  ropes 
have  been  laid  and  all  the  washer  plates  are  in  position,  when  the 
washer  plates  will  be  finally  consolidated  by  shrinking  on  the  steel 
tires.  The  insertion  of  the  diagonal  bolts  chu  begin  whenever  all  the 
ropes  below  any  one  of  these  bolts  are  laid.  The  upper  5-in.  bolts  will 
be  put  in  when  the  laying  of  the  ropes  is  completed.  When  this  is  done 
the  nineteen  upper  tie  bars  will  be  placed,  bolted  up,  and  the  cables 
are  made.  By  the  use  of  the  horses  every  rope  can  be  put  in  its  final 
position  as  fast  as  laid,  and  when  each  layer  of  ropes  is  completed  men 
can  be  sent  over  them  to  make  sure  that  they  are  properly  laid,  to 
paint  them  and  prepare  everything  in  readiness  for  the  next  layer. 
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The  work  is  condensed  as  it  goes  on,  and  as  soon  as  the  last  rope 
is  laid  each  cable  is  practically  complete.  Various  special  appli- 
ances must,  of  course,  be  worked  out.  It  may  even  be  necessary  to 
use  fillers  under  the  socket  bearings  and  adjust  each  rope  by  itself. 
This  description,  however,  shows  the  main  features  of  the  work.  It  is 
believed  that  at  least  three  ropes  can  be  laid  daily,  and  that  a  cable  can 
be  completed  in  three  working  months  where  everything  is  organized 
and  ready. 

As  the  small  tie  bars  at  the  top  cannot  be  put  in  until  the  cable  is 
completed,  it  is  necessary  to  hold  the  broad  lower  bars  so  as  to  over- 
come the  bending  strain  due  to  the  center  of  these  bars  being  below 
the  center  of  horizontal  strain.  This  is  accomplished  by  the  use  of 
36  bars,  28  x  2  ins.  in  size,  which  pass  between  the  19  bars  and 
anchor  those  bars  down  to  deep  cross  girders  which  connect  the 
separate  tower  posts,  as  shown  in  Fig.  5.  These  vertical  ties  serve 
during  erection  to  take  out  the  bending  strain  in  the  lower  horizontal 
tie,  and,  after  erection,  to  bind  the  whole  arrangement  rigidly  to  the 
top  of  the  tower. 

The  backstays  are  of  the  same  dimensions  as  the  main  cables  and 
connected  at  the  top  of  the  towers  in  precisely  the  same  way,  the  plates 
to  which  the  backstays  are  attached  being  tied  to  those  to  which  the 
main  cables  are  attached.  In  order  to  keep  the  cradled  cables  of  pre- 
cisely the  same  length,  the  outer  bearings  on  top  of  the  tower  are  lower 
than  the  inner  bearings,  as  appears  in  Fig.  6. 

Though  the  backstays  are  of  the  same  dimensions  as  the  main 
cables  they  carry  no  weight  but  themselves  and  run  in  approximately 
straight  lines  (being  deflected  from  absolutely  straight  lines  by  their 
own  weight)  to  and  through  the  anchorages,  each  anchorage  having 
two  tunnels  in  it  through  which  the  backstays  run. 

At  the  lower  end  the  ropes  of  the  backstays  are  spread  between 
plates  in  the  same  manner  as  at  the  top  of  the  tower,  though  the 
details  are  different  because  of  the  direction  in  which  the  strains  must 
be  transferred.  These  details  are  shown  in  Fig.  7.  The  strain  in 
the  cable  is  divided  into  two  equal  strains,  on  lines  making  equal 
angles  with  the  axis  of  the  cable,  and  transferred  through  26-in.  pins 
to  steel  castings  which  bear  on  closely  cut  granite  masonry,  which  is 
built  into  the  coarser  material  of  the  anchorage.  The  lower  pin  and 
castings  are  put  in  position  before  placing  the  cables,  but  the  upper 
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one  must  be  omitted  so  as  to  slip  the  ropes  between  the  plates.  To 
compensate  for  the  omission  of  this  pin,  nineteen  10  x  2i-in.  eye-bars, 
coupling  on  a  7-in.  pin,  pass  down  a  hole  snnk  into  the  rock  founda- 
tion of  the  anchorage,  and  are  anchored  at  the  bottom  of  the  hole  in 
the  manner  shown  in  Fig.  8,  these  eye-bars  serving  only  a  temporary 
pnrpose.  When  the  cables  are  completed,  the  upper  pins  and  castings 
are  put  in  position,  the  granite  masonry  built  up  on  the  castings  and 


Pro.  7. 


the  anchorage  completed.  By  this  arrangement  the  cables  take  hold 
at  once  on  the  anchorage  in  straight  lines  without  the  intervention  of 
eye-bars,  and  the  strains  are  transmitted  in  the  simplest  possible  way 
without  the  complicated  curves  commonly  used.  The  cables  run 
through  tunnels  sufficiently  large  to  walk  through  conveniently,  and 
the  detail  at  the  lower  end  is  in  a  room  about  20  ft.  in  each  direction. 
The  only  portions  of  the  work  which  will  not  be  permanently  accessible 
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«re  the  eye-bars  which  form  the  lower  anchorage,  and  these  are  only 
depended  on  for  temporary  use. 

The  calculations  referred  to  above  are  based  on  the  assumption  that 
the  inclination  of  the  cables  at  the  top  of  the  towers  is  everywhere 
one  vertical  to  two  horizontal ;  in  point  of  fact,  it  would  be  slightly 
flatter  than  this,  so  that  the  strains  in  the  cables  and  the  reactions 
on  the  towers  are  a  little  less  than  has  been  estimated.  The  actual 
inclinations  at  the  top  of  the  towers  are  according  to  the  following 
table: 

Main  cable 1  in  2.196 

Backstays 1  in  2.030 

The  actual  length  of  the  cables  measured  from  out  to  out  of  the 
sockets,  with  an  allowance  for  elongation  under  strain,  is  as  follows: 

Main  cable 3  342  feet. 

2  backstays,  1  268  ft.  each 2  536   ** 

5  878  feet. 

As  there  are  253  ropes  in  each  cable  and  four  cables,  the  total 
length  of  rope  will  be  5  948  536  feet,  which,  at  10  lbs.  per  lineal  foot, 
makes  a  total  weight  of  59  485.360  lbs.  To  this  must  be  added  the 
sockets,  of  which  there  will  be  6  072;  each  socket  will  weigh  36  lbs., 
making  the  total  weight  of  the  sockets  218  592  lbs.  The  weight,  there- 
fore, of  the  ropes  all  socketed  and  ready  for  erection  may  be  estimated 
at  59  703  952  lbs. 

When  the  cables  are  completed  the  clamps  which  carry  the  sus- 
penders will  be  put  on.  The  form  of  clamp  proposed  is  shown  in  Fig. 
9,  and  is  quite  unlike  that  commonly  used  in  suspension  bridges. 
The  clamp  is  formed  of  two  steel  plates  pressed  into  shape  and  bound 
together  by  eight  steel  bolts;  the  lower  half  is  a  perfectly  plain  steel 
plate,  but  the  upper  half  has  two  auxiliary  plates  riveted  on,  to  hold 
the  saddles  which  carry  the  suspenders.  By  means  of  cast-iron  fillers 
the  irregularities  in  the  cables  are  filled  out,  and  the  whole  is  then 
surrounded  by  a  sheet  of  thin  metal  about  6  ins.  longer  than  the  clamp 
plates,  this  thin  metal  being  simply  for  protection  against  weather. 
The  clamp-plates  are  then  put  on  and  screwed  up  tight  so  that  the 
full  friction  which  can  be  produced  by  the  bolts  is  obtained.     Two 
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bent  saddles  of  soft  metal  are  then  placed  on  top  of  the  clamp  and 
everything  is  iji  readiness  to  attach  the  snspenders.  Each  clamp  com- 
plete weighs  1  800  lbs.,  and  there  are  84  clamps  on  each  cable,  making 
336  in  all.  There  will  also  be  clamps  of  different  form,  but  abont  the 
same  weight  at  the  points  where  the  separation  of  the  ropes  begins, 
50  ft.  from  the  end  of  each  cable,  24  clamps  being  required  for  this  pur- 
pose. The  total  number  of  clamps  will,  therefore,  be  360,  the  esti- 
mated weight  of  which  is  648  000  lbs.  The  weight  of  cables  and  clamps 
complete  will,  therefore,  be  60  351  952  lbs. 

It  is  thought  best  not  to  wrap  cables  of  this  size,  made  of  inde- 
pendent ropes,  with  soft  wire  as  is  usually  done,  but  to  cover  them 
with  a  thin  layer  of  some  non-conducting  substance,  which  will  allow 
the  heat  from  the  sun's  rays  to  reach  the  metal  of  the  cables  no  faster 
than  it  will  be  dissipated  through  the  whole  volume  of  the  cable.  It 
is  premature  to  say  just  what  the  constitution  of  this  non*  conducting 
covering  should  be;  it  would  probably  be  finished  with  a  painted 
canvas  surface,  and  it  is  not  likely  to  weigh  more  than  50  lbs.  per 
lineal  foot  of  cable.  It  would  extend  from  clamp  to  clamp,  cover- 
ing the  projecting  ends  of  the  thin  metal  under  the  clamps.  It 
must  be  remembered  that  it  can  be  easily  removed  and  repaired  at 
any  time. 

As  the  cables  are  first  made  they  will  hang  in  parallel  curves 
between  the  towers,  and  as  the  backstays  diverge  from  the  towers 
there  will  be  a  slight  transverse  tension  between  the  tops  of 
the  towers;  this,  however,  is  not  enough  to  require  any  special  pro- 
vision. 

The  next  work,  which  can  be  done  before  the  covering  is  put  on 
the  cables,  is  to  cradle  them.  This  cradling  will  be  accomplished  by 
tying  the  cables  on  each  side  together  by  steel  tension  bars  of  varying 
length,  and  tying  the  pairs  of  cables  together  by  cross-ropes  at  inter- 
vals. These  cross-ties  and  ropes  would  be  attached  to  every  fifth 
clamp,  and  the  stress  in  them  is  comparatively  low,  amounting  to  only 
90  000  lbs.  each,  so  that  ropes  of  2^  ins.  diameter  will  be  sufficiently 
large.  There  will  be  twelve  of  these  ropes  in  all,  and  the  total  esti- 
mated weight  of  these  ropes,  together  with  the  ties  between  cables,  is 
23  000  lbs. 

As  soon  as  the  cables  are  cradled  and  tied  up,  everything  will  be  in 
readiness  to  attach  the  suspenders. 
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The  total  weight  of  each  main  oable  between  vertical  intersection 
points  may  be  taken  as  follows: 

3  325  ft.  of  cable,  at  2  530  lbs.  per  foot. . . .  8  412  250  lbs. 

84  clamps,  at  1  800  lbs 151  200    ** 

Cradling-ties 5  750    *« 

8  569  200  lbs. 
3  000  ft.  of  covering,  at  50  lbs 150  000    ** 

Total 8  719  200  lbs. 

This  divided  by  3  200  gives  2  725  lbs.  as  the  average  weight  per 
foot  of  bridge  for  each  cable  and  connections,  or  10  900  lbs.  for  the 
four  cables. 

As  the  total  weight  for  which  the  bridge  is  proportioned  is  50  000 
lbs.  per  lineal  foot,  or  12  500  lbs.  for  each  cable,  the  weight  which 
must  be  carried  by  the  suspenders  will  be  39  100  lbs.  per  lineal  foot 
for  the  four  cables  or  9  775  lbs.  for  each  cable.  There  are  three  sus- 
penders to  each  100  ft.,  so  that  the  weight  to  be  carried  by  each  sepa- 
rate suspender  is  325  833  lbs. 

The  arrangement  of  the  suspenders  is  shown  in  Figs.  9,  10  and  11. 
They  are  wire  ropes  of  the  same  character  and  dimensions  that  are  used 
in  the  main  cables.  The  detail  selected  provides  for  four  suspending 
ropes  at  each  clamp.  Each  rope  would  therefore  have  to  carry  81  458 
lbs.,  equivalent  to  27  153  lbs.  per  square  inch,  or  less  than  half  the 
stress  allowed  in  the  main  cables. 

There  are  really  but  two  ropes  used  at  each  point,  each  rope  being 
twice  the  length  of  the  suspender  and  fitted  at  each  end  into  a  long 
socket  on  which  a  screw  is  cut.  Each  rope  passes  over  the  saddle  and 
so  forms  two  suspending  ropes;  the  long  sockets  pass  through  washer 
plates  under  the  floor-beams  and  are  adjusted  by  nuts  under  these 
washers,  a  detail  which  might  be  modified  in  construction.  The  sus- 
penders are  clamped  together  about  36  ft.  below  the  cables  so  as  to 
prevent  unnecessary  vibration,  and  where  it  can  conveniently  be  done 
the  cables  will  be  connected  with  the  stiffening  trusses. 

The  estimated  weight  of  the  suspenders,  including  the  sockets,  is 
1  699  500  lbs.,  to  which  may  be  added  30  500  lbs.  to  provide  for  the 
small  vibration  connections  and  extras,  making  the  total  weight  of 
suspenders  1  730  000  lbs.  or  618  lbs.  per  foot  for  2  800  ft. 
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The  wind  strains  are  transferred  to  the  towers  where  the  stiffening 
truss  passes  the  towers  by  cables.  There  will  be  sixteen  of  these 
cables  in  all,  and  the  estimated  weight  of  these  sixteen  cables,  includ- 
ing sockets,  is  36  650  lbs.  The  details  of  this  arrangement,  which  is 
very  simple,  will  be  explained  hereafter. 

The  total  weight,  therefore,  of  the  rope- work  in  the  bridge,  includ- 
ing sockets,  will  be  as  follows : 

Main  cables,  as  above 60  374  952  lbs. 

Suspenders  and  connections 1  730  000    ** 

Wind  cables  36  660    ** 

Total 62  141  602  lbs. 

These  finished  ropes  can  be  furnished  at  the  bridge  site  at  a  price 
from  5i  to  6  cents  a  pound,  and  the  cost  of  placing  them  ought  not  to 
exceed  one-half  cent  a  pound.  In  these  estimates  the  cost  of  these 
ropes  has  been  figured  at  7  cents  a  pound,  erected,  this  including 
both  main  cables  and  all  other  rope-work,  which  makes  the  total  cost 
of  cables,  suspenders  and  other  similar  matters,  34  349  912. 

The  special  details  which  form  the  cable  connections  at  the  tops  of 
the  towers,  and  in  the  anchorage,  are  shown  plainly  in  Figs.  2,  7  and  8. 
The  cable  connection  on  top  of  each  tower-post  weighs  454  461  lbs. 
As  there  are  sixteen  posts,  the  weight  of  these  top  connections,  in- 
cluding the  steel  castings,  is  7  271  376  lbs. 

The  connections  at  the  foot  of  each  backstay,  including  castings 
and  temporary  anchorage  in  the  rock,  weigh  645  451  lbs.,  and  as  there 
are  eight  of  these,  the  total  weight  wiU  be  5  163  608  lbs. 

The  total  weight,  therefore,  of  all  material  in  the  special  details  by 
which  the  cables  are  connected,  both  at  the  top  of  the  towers  and  at 
the  bottom  of  the  anchorage,  will  be  as  follows: 

Details  at  top  of  tower 7  271  376  lbs. 

**  bottom  of  anchorage 5  163  608    ** 

Total 12  434  984  lbs. 

This  work  is  generally  heavy  and  simple,  but  there  is  in  it  some 
nice  machine  work,  and  it  will  probably  be  expedient  to  make  all  the 
castings  of  steel;  it  is,  therefore,  estimated  at  5  cents  per  pound  in 
position.     This  makes  the  cost  of  these  details  3621  749. 
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The  cost,  therefore,  of  the  cables,  including  all  wire  rope  and  con- 
nections, will  be  as  follows: 

Rope  work,  etc ^  349  912 

Connections  at  towers  and  anchorage 621  749 

22  000  ft.  cable  covering,  at  «1 22  000 

Total $4  993  661 

TOWEBS. 

The  towers  naturally  follow  the  cables  in  studying  the  design. 
The  support  of  the  cables  at  each  end  of  the  main  span  consists  of  two 
towers,  which  form  a  double  tower.  Each  tower  is  of  approximately 
square  section,  with  four  comer  posts,  each  battering  one  in  sixteen  in 
both  directions. 

In  designing  these  towers  the  special  functions  which  they  have  to 
perform  must  be  considered.  The  arrangement  by  which  the  cables 
are  attached  to  the  top  of  the  towers  holds  the  towers  absolutely, 
there  being  no  movable  saddles.  Any  change  of  length  in  the  back- 
stays must  be  taken  up  by  a  change  in  the  position  of  the  top  of  the 
tower.  These  movements  at  the  top  of  the  tower,  combined  with 
changes  in  length  in  the  main  cables,  regulate  the  position  of  the  sus- 
pended superstructure.  It  is  important  that  the  towers  should  be 
comparatively  slender,  so  that  they  can  bend  without  overstraining  the 
metal.  As  the  top  of  the  tower  is  anchored  by  the  backstays,  a  broad 
base  is  not  necessary  for  stability. 

The  tower  is  not  exactly  square,  but  on  the  top  the  north  and 
south  sides  are  in  line  with  the  backstays,  and  the  distance  between 
theoretical  intersections  is  28  ft.  on  each  side.  As,  however,  the  outer 
cables  are  lower  than  the  inner  cables,  the  actual  distance  between 
centers  at  the  bottom  of  the  castings,  or  at  elevation  559.08,  will  be 
29.18  ft.  and  29.55  ft.  for  the  north  and  south  sides  and  28.42  ft.  and 
27.58  ft.  for  the  east  and  west  sides  of  each  tower.  At  the  theoretical 
intersection  point  between  the  bottom  strut  and  the  posts  at  elevation 
36,  the  north  and  south  sides  of  the  tower  measure  92.94  and  93.8  ft. 
and  the  east  and  west  93.93  and  94.32  ft.  Although  the  tower  is  not 
exactly  square,  it  is  so  nearly  so  that  the  irregularity  would  seldom 
be  observed.  The  towers,  however,  are  twisted  with  reference  to  each 
other,  and  this  would  be  manifest. 
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Strain  sheets  have  been  prepared  for  these  towers,  and  are  given  in 
Figs.  12  and  13,  these  strain  sheets  showing  the  calculated  results 
from  the  20  000  000  lbs.  imposed  on  the  top  of  each  post,  and  from  the 
weight  of  the  tower  itself,  beside  the  strains  due  to  wind.  The  towers 
have  been  proportioned  on  the  basis  of  a  stress  of  20  000  lbs.  per 
square  inch  from  weight  alone  in  the  posts,  no  additional  provision 
being  made  to  resist  wind  or  other  extraordinary  strains,  as  they 
will  in  no  event  be  more  than  25%  greater  than  the  strains  produced 
by  weight  alone.  The  assumption  supposes  the  cables  to  have  an  in- 
clination of  two  horizontal  to  one  vertical.  The  real  strains  in  these 
towers  are,  therefore,  from  1%  to  10^  less  than  the  calculated  strains. 

The  actual  motion  in  the  top  of  the  tower  after  the  completion  of 
work,  duei  to  changes  in  the  length  of  the  backstays  caused  by  a 
maximum  moving  load,  on  the  basis  of  a  modulus  of  elasticity  of 
26  000  000,  will  be  6|  ins.,  which  corresponds  to  a  stress  of  2  176  lbs. 
per  square  inch  in  the  posts  of  the  tower.  This  is  less  than  11^  of  the 
20  000-lb.  stress  for  which  the  posts  of  these  towers  are  proportioned; 
as  the  towers  have  been  proportioned  on  the  supposition  that  the 
angle  of  the  main  cable  is  two  horizontal  to  one  vertical,  whereas  it  is 
^^%  greater,  and  the  reaction  on  the  posts  10^  less,  the  stresses  in 
the  posts,  after  allowing  for  bending,  are  only  1%  more  than  the  cal- 
culated strain.  The  motion  at  the  top  of  the  posts,  caused  by  a  change 
of  temperature  of  60^,  will  be  less  that  5^  ins.,  corresponding  to  a 
stress  of  1  450  lbs.  per  square  inch  in  the  posts,  which  may  exist  in 
either  direction  from  a  mean. 

During  erection  a  much  greater  motion  may  be  required,  especially 
if  no  temporary  supports  are  put  in  for  the  backstays.  A  greater 
motion  can  be  obtained  without  overstraining  the  metal,  in  two  ways : 
by  omitting  the  permanent  diagonal  bracing  and  putting  in  timber 
bracing,  which  can  be  so  wedged  as  to  bend  the  tower;  by  inserting 
hydraulic  presses  in  the  castings  under  the  posts  next  to  the  river,  so 
that  the  whole  tower  can  be  thrown  out  of  plumb. 

The  section  of  each  post  varies  from  1  051  sq.  ins.  at  the  top  to 
1 145  sq.  ins.  at  the  bottom.  Each  post  is  8  ft.  square,  and  the  details 
of  construction  are  shown  in  Fig.  14.  This  post  is  divided  into  quarters 
and  made  in  sections,  each  24  ft.  long,  breaking  joints  with  these  sec- 
tions, so  that  there  would  be  one  horizontal  quarter  joint  every  6  ft. 
Each  quarter  section  24  ft.  long  would  weigh  less  than  12  tons,  a 
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weight  which  can  easily  be  handled.  All  the  heavy  riveting  around  the 
comers  would  be  shop  driven,  and  it  is  proposed  to  use  l^-in.  rivets 
for  this  portion  of  the  work.  The  splices  at  the  joints,  both  vertical 
and  horizontal,  wonld  be  field  driven,  |-in.  rivets  being  nsed  in  these 
places,  and  could,  if  necessary,  be  hand  driven.  At  intervals  of  24  ft. 
diaphragms  would  be  built  in  each  post,  these  coming  opposite  one  of 
the  joints  (as  shown  in  the  intermediate  section  in  Fig.  14),  the  function 

Bill  foe  Omb-Qvaetbb  Post  Sxonoir. 

1  Plftte,  48"  z  IH'*  24-  loog.  1  FUte.  Ql"  z  lt<^ '  to  If".  24'  long. 

1     ••     46^' X  Itt",  24' long.  1  Angle,  9"  z  9"  z  1",  24' long. 

1     «'     22"  z  li\"  to  If",  24'  long.    1  Corner  Pl*te,  36"  z  } '.  24'  long. 

2  SpUoe  PUtee,  16"  z  j",  24'  long. 


Fzo.14. 
of  these  diaphragms  being  the  same  as  that  of  the  diaphragms  in  a 
bamboo  rod.     At  the  top  two  extra  cross  webs  would  be  built  into  the 
post  to  support  the  steel  casting. 

At  the  bottom  the  post  would  rest  on  a  large  casting.  For  con- 
venience of  inspection,  a  hole  is  made  through  the  middle  of  each 
diaphragm,  and  a  series  of  ladders  would  reach  from  diaphragm  to 
diaphragm,  by  which  inspectors  could  pass  through  the  whole  interior 
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of  the  post,  a  manhole  being  placed  near  the  base,  through  which 
they  could  enter.  At  the  bottom  each  post  "^onld  be  held  down  by  an 
anchor  bolt  at  each  comer,  though  this  is  hardly  a  necessary  provision. 

These  posts  have  been  carefully  estimated  in  detail,  the  weight  of 
one  post  being  2  182  000  lbs.,  or  8  728  000  lbs.  for  the  four,  including 
diaphragms,  ladders  and  everything  else. 

At  the  top  the  four  posts  are  connected  by  girders  31  ft.  deep,  there 
being  two  girders  on  each  longitudinal  side  and  one  on  each  transverse 
side.  The  depth  of  these  girders  is  fixed  by  the  riveted  connection 
between  the  double  girders  and  the  posts,  this  connection  being 
necessarily  long  enough  to  transfer  the  whole  strain  from  the  ver- 
tical bars  to  the  post.  These  six  girders  are  estimated  to  weigh 
264  000  lbs. 

The  tower  is  braced  on  each  side  between  the  four  posts,  this  brac- 
ing being  divided  into  six  panels,  the  second  panel  from  the  bottom 
corresponding  in  height  to  the  depth  of  the  stiffening  truss,  this  ar- 
rangement being  adopted  so  that  the  wind  strains  can  be  thrown  from 
the  stiffening  truss  into  the  tower  at  the  panel  points  of  the  bracing. 
The  arrangement  of  this  bracing  is  given  in  Fig.  15.  Above  the  stiffen- 
ing truss  the  bracing  has  comparatively  little  to  do,  and  is  made  in  the 
form  of  a  single 'web  with  broad  angles  on  the  edges.  From  the  top  of 
the  stiffening  truss  downward,  where  the  wind  strain  is  to  be  resisted, 
the  bracing  is  double  webbed  and  materially  heavier.  At  the  bottom 
the  four  posts  are  tied  together  by  heavy  riveted  ties,  which  pass 
outside  the  posts,  but  form  the  bottom  member  of  the  bracing.  The 
weight  of  the  bracing  for  one  tower  complete  has  been  estimated  at 
2  389  000  lbs. 

The  towers  are  connected  at  the  top  by  a  light  lattice  truss  bridge, 
which  has  comparatively  little  work  to  do,  but  which  will  add  to  the 
lateral  stability,  and  be  a  convenience,  both  during  erection  and  after- 
ward. This  truss  bridge  complete  is  estimated  to  weigh  98  000  lbs.» 
or  49  000  for  each  single  tower. 

Each  post  rests  on  a  large  bottom  casting,  which  should  be  made  of 
steel.  This  casting  would  be  made  in  four  principal  parts  bolted  to- 
gether, and  should  be  machined  to  a  true  plane  on  the  bottom,  as  the 
pressure  on  the  bottom  will  be  1  000  lbs.  per  square  inch.  This  cast- 
ing, together  with  the  anchor  bolts,  is  estimated  to  weigh  130  000  lbs.» 
or  520  000  lbs.  for  each  tower. 
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The  total  weight  of  the  stmctnral  portions  of  the  tower  will  then 
be  as  follows: 

Posts 8  728  000  lbs. 

Girders 264  000  *' 

Bracing 2  889  000  ** 

Tmss 49000  " 

Castings  and  anchor  bolts 520  000  *' 

Total 11  950  000  lbs. 

As  there  will  be  four  of  these  towers,  two  at  each  end,  the  total 
weight  of  metal  in  the  towers  will  be  47  800  000  lbs.  This  entire  work 
should  be  open-hearth  steel  of  the  quality  ordinarily  used  for  struct- 
ural purposes.  The  sections  are  so  heavy  that  the  edges  would  all 
have  to  be  planed,  and  it  would  all  be  solid  drilled  work;  special  ma- 
chinery would  be  required  for  its  manufacture,  but  the  order  is  so 
large  that  the  cost  of  this  special  machinery  when  averaged  over  the 
whole  work  would  be  no  greater  than  the  wear  of  ordinary  tools.  In 
open  competition  this  work  ought  to  be  let  for  a  very  low  price  per 
pound;  if  estimated  at  4  cents  per  pound,  there  results  for  the  cost  of 
the  towers  $1  912  000. 

Fig.  15,  showing  the  general  elevation  and  tower,  shows  the  tower 
as  finished  with  a  room  about  50  ft.  square  on  top,  surmounted 
by  ornamental  work  terminating  in  a  flagstaff.  This  covered  room  is 
necessary  to  house  the  cable  connections,  but  as  the  floor  of  this  room 
will  be  560  ft.  above  the  water,  or  nearly  twice  as  high  as  any  struct- 
ure now  existing  in  New  York  City,  and  higher  than  any  structure  in 
the  world  except  the  Eiffel  Tower,  a  considerable  revenue  could  prob- 
ably be  derived  by  providing  elevators  and  taking  visitors  to  the  top 
of  the  towers.  As  the  elevators  and  housing^  on  top  of  the  towers  do 
not  form  a  portion  of  the  structural  work,  they  are  not  included  in  the 

estimate. 

Foundations. 

The  average  depth  from  mean  high  water  to  rock  at  the  site  of  each 
tower  is  assumed  to  be  140  ft.  In  order  to  prevent  any  possible  dis- 
turbance from  expansion  and  contraction  of  transverse  members  at  the 
feet  of  the  metallic  towers,  it  is  thought  best  to  rest  each  post  on  an 
entirely  independent  foundation.  There  would,  therefore,  be  four  in- 
dependent foundations  under  each  tower,  or  eight  on  each  side  of  the 
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river,  making  sixteen  in  all.  Of  these  the  two  center  ones  next  to  the 
river,  on  each  side,  would  have  to  support  the  reaction  of  the  stiffsning 
truss  as  well  as  the  weight  of  the  tower  post,  and  they  are  therefore 
made  larger  than  the  others.  The  plan  of  the  tower  foundations  is 
shown  in  Fig.  16. 

Each  separate  foundation  consists  of  a  masonry  pier  of  granite  58 
ft.  high,  finishing  28  ft.  above  mean  high  water,  and  terminating  at  the 
base  at  an  elevation  «30  ft.  below  mean  high  water.  It  is  proposed  to 
make  these  piers  of  an  exceptionally  good  class  of  masonry  and  to 
allow  a  maximum  pressure  of  20  tons  per  square  foot  on  the  granite, 
and  of  1  000  lbs.  per  square  inch  on  the  under  side  of  the  casting  which 


Fio.  16. 


supports  the  tower.  While  these  pressures  may  seem  excessive,  it 
must  be  remembered  that  good  granite  has  a  crushing  strength  of  over 
^0  000  lbs.  per  square  inch,  and  that  the  pressure  in  the  central  section 
of  the  East  River  Bridge  towers,  at  the  level  of  the  roadway,  is  28  tons 
per  square  foot.  The  masonry  pier  for  each  of  the  smaller  foundations 
contains  2  700  cu.  yds.,  and  that  for  the  larger  foundations  3  900  cu. 
yds.  Estimating  this  work  at  $30  per  cubic  yard,  the  masonry  for  the 
smaller  foundations  becomes  worth  $81  000,  and  for  the  larger  founda- 
tion, 3117  000. 

Each  of  the  smaller  foundations  would  rest  on  a  cylinder  60  ft.  in 
•diameter  and  110  ft.  high,  thus  containing  311  000  cu.  ft.,  or,  say. 
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11  500  cu.  yds.  Each  of  the  larger  foundations  would  rest  on  a  cylin- 
der 70  ft.  in  diameter,  thus  containing  423  330  on.  ft.,  or,  say,  15  700 
CQ.  yds.  If  the  cost  of  this  portion  of  the  work  is  estimated  at  920 
per  cubic  yard,  the  cost  of  each  of  the  smaller  foundations  becomes 
4230  000,  and  that  of  each  larger  foundation  $314  000. 

The  cost  of  each  of  the  smaller  piers  complete,  including  both  ma- 
sonry and  foundation,  becomes  $311  000,  and  of  each  of  the  larger 
piers,  including  both  masonry  and  foundations,  $431 000.  As  there  are 
at  each  end  of  the  bridge  six  of  the  smaller  piers  and  two  of  the  larger, 
the  cost  of  the  substructures  of  each  of  the  double  towers  will  be 
$2  728  000.  The  total  cost  of  the  foundations  for  the  towers  on  both 
sides  of  the  river  will  then  be  $5  456  000. 

This  estimate  is  believed  to  be  at  least  $1  000  000  more  than  the 
actual  probable  cost  of  such  work,  but  this  paper  is  dealing  with  the 
general  subject  of  a  suspension  bridge,  and  precise  estimates  of  the 
subaqueous  portion  really  pertain  to  more  specific  subjects. 

The  pressure  on  the  bottom  of  the  foundations  after  deducting  the 
weight  of  the  material  displaced,  and  estimating  the  weight  of  a  cubic 
foot  of  masonry  or  foundation  at  150  lbs.  in  air,  87  lbs.  in  water,  or  50 
lbs.  in  mud,  is  9.304  tons  per  square  foot  for  the  smaller,  and  9.306 
tons  for  the  larger. 

Anohobaobs. 

The  anchorages  at  each  end  of  the  bridge  would  be  divided  into 
two  parts,  each  of  which  anchors  two  cables,  the  position  of  these 
anchorages  being  shown  in  Fig.  1. 

The  anchorage  has  no  duty  to  perform  except  to  provide  weight, 
and  may  be  built  of  a  very  cheap  class  of  masonry  or  of  concrete. 
Any  class  of  work  which  is  entirely  free  from  voids  and  weighs  at 
least  140  lbs.  per  cubic  foot,  or  3  780  lbs.  per  cubic  yard,  will  answer 
this  purpose.  The  exposed  sides  of  the  anchorages  should  be  faced 
with  a  good  class  of  masonry;  brick  would  answer,  but  granite  would 
be  more  in  keeping  with  the  massiveness  of  the  work.  The  top  will 
not  require  a  coping,  but  should  be  covered  with  Portland  cement 
concrete  or  some  form  of  pavement  which  will  keep  out  water;  there 
is  no  reason  why  buildings  should  not  be  erected  on  top  of  the  anchor- 
ages. 

There  will  be  two  tunnels  running  through  each  anchorage,  each 
of  which  should  be  lined  with  brick,  and  be  large  enough  for  con- 
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yenient  inspection  of  cables,  and  perhaps,  also,  for  running  a  carrier 
daring  erection.  At  the  lower  end  of  each  cable  there  will  be  a  room 
in  which  the  detail  connection  is  placed,  and  it  will  probably  be  expe- 
dient to  have  some  kind  of  a  staircase  placed  in  a  small  shaft  by  which 
these  two  rooms  can  be  reached.  The  bearing  of  the  castings  mnst  be 
taken  on  granite  masonry  of  very  high  quality,  the  pressure  on  the 
bottom  of  the  castings  being  1  000  lbs.  per  square  inch,  and  enough 
of  this  masonry  has  been  provided  to  reduce  the  pressure  on  the  cheap 
masonry  to  250  lbs.  per  square  inch. 

Each  anchorage  would  consist  of  a  single  block  of  masonry,  a 
longitudinal  section  of  which  is  given  in  Fig.  8.  It  is  180  ft.  long, 
130  ft.  wide,  and  the  top  finishes  at  elevation  155,  this  being  the  eleva- 
tion of  the  rails.  The  horizontal  distance  from  the  theoretical  inter- 
section on  the  top  of  the  tower  to  the  theoretical  intersection  at  the 
bottom  of  the  anchorage  is  taken  as  1  150  ft.  The  lower  intersection  is 
assumed  to  be  at  elevation  60,  so  that  the  vertical  difference  in  height 
between  the  two  intersections  is  510  ft. 

The  volume  of  material  above  the  theoretical  intersection  point  is 
2  223  000  cu.  ft.,  which  at  140  lbs.  per  cubic  foot,  weighs  311  220  000 
lbs.  The  angle  at  which  the  cables  take  hold  of  the  anchorage  is  one 
vertical  to  2.524  horizontal.  The  vertical  lift  will,  therefore,  be 
3r695  721  lbs.  Taking  this  from  the  weight  of  the  anchorage,  the 
weight  left  to  resist  the  horizontal  pull  is  279  524  279  lbs.  ABsuming 
a  coefficient  of  friction  of  60  per  cent.,  the  fric.tional  resistance  of  this 
weight  is  167  714  567  lbs.  Dividing  this  last  quantity  by  80  000  000 
lbs.,  the  assumed  horizontal  strain  in  cables,  g^ves  a  factor  of  stability 
of  2.09.  This  is  without  taking  into  consideration  the  strength  of  the 
additional  anchorage  in  the  rock  below,  nor  including  the  weight  of 
any  buildings  or  other  structures  which  may  be  erected  on  top  of  the 
anchorages. 

The  quantity  of  masonry  in  each  anchorage  above  the  points  of  in- 
tersection is  2  223  000  cu.  ft.,  or  82  333  cu.  yds.  As,  however,  the 
foundation  may  be  below  the  assumed  level  of  the  intersection,  this 
masonry  is  estimated  as  100  000  cu.  yds.  The  greater  part  of  this 
would  be  concrete  or  a  cheap  class  of  masonry,  but  1  375  cu.  yds.  will 
be  high-class  gpranite  work.  Estimating  the  whole  mass  of  masonry  at 
?6  per  cubic  yard,  and  adding  ^44  per  cubic  yard  (making  a  total 
cost  of  $50)  for  the  high-class  granite  work,  there  results  as  the  cost 
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of  one  anchorage  9660  500.  There  will  be  two  anchorages  at  each  end 
of  the  bridge  costing  $1  321  000;  the  total  cost  of  the  anchorages  at 
both  ends  of  the  bridge  will,  therefore,  be  $2  642  000. 

Suspended  Supebstbuctxtbe. 

The  suspended  superstructure  embraces  the  floor  beams  and  the 
stiffening  truss,  with  all  the  necessary  cross-bracing,  laterals,  etc.  The 
stiffening  truss  is  the  principal  feature  of  the  whole,  and  its  peculiar 
function  is  such  that  the  calculation  of  the  exact  strains  is  a  work  of 
extreme  difficulty.  It  is  possible,  however,  in  an  investigation  of  strains 
to  bring  them  without  extreme  difficulty  within  limits  which  they 
surely  will  not  pass  in  either  direction,  and  as  everything  is  based  on 
elastic  changes  in  which  there  must  always  be  a  small  percentage  of 
irregularity,  these  results  are  at  least  as  accurate  as  the  material  is 
uniform,  and  the  error  will  always  be  on  the  safe  side. 

A  stiffening  truss  with  a  hinge  at  the  center  has  the  advantage  of 
greater  simplicity  in  the  calculations,  but  the  details  of  the  hinge  are 
much  more  objectionable  than  any  irregularities  of  strain  which  might 
occur,  and  a  continuous  stiffening  truss  without  a  hinge  has  been  used 
in  this  design. 

The  functions  of  a  stiffening  truss  may  be  considered  in  two  ways. 
It  may  be  regarded  simply  as  a  floor  stiffener,  preventing  short  local 
changes;  or  it  may  be  considered  as  a  complete  stiffening  truss  which 
distributes  the  entire  moving  load  with  practical  uniformity  over  the 
whole  length  of  the  structure.  The  former  is  the  usual  function  per- 
formed by  the  stiffening  truss  of  a  long-span  highway  bridge;  the  lat- 
ter is  the  function  which  a  stiffening  truss  must  perform  in  a  short- 
span  bridge  or  in  a  railroad  bridge  of  moderate  length. 

In  the  former  case  the  proportioning  of  the  stiffening  truss  is  com- 
paratively simple.  The  greatest  possible  distortion  of  the  cables 
under  a  moving  load  must  be  calculated,  the  moving  load  being  con- 
sidered uniform  for  such  distance  as  will  produce  the  greatest  dis- 
tortion; the  amount  of  deflection  which  will  occur  within  the  limits  of 
this  load  must  then  be  determined,  and  the  stiffening  truss  made  of 
such  depth  that  it  can  deflect  this  amount  without  overstraining  the 
metal  in  the  chords;  as  the  deeper  the  truss,  the  greater  the  unit  stress 
in  the  chords  for  the  same  deflection,  it  follows  that  the  stresses  must 
.in  this  instance  be  kept  down  by  using  a  shallow  truss.     This  works 
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well  in  highway  bridges;  it  would  work  equally  well  in  a  railroad 
bridge  of  such  dimensions  that  the  dead  load  would  be  so  g^eatin  pro- 
portion to  live  load  that  the  deflection  would  not  esceed  the  limit  over 
which  trains  could  conveniently  be  run  at  high  speeds. 

In  the  case  of  a  railroad  bridge  in  which  the  dead  load  is  light  in 
proportion  to  the  moving  load  the  stiffening  truss  must  be  pro- 
portioned on  such  a  basis  that  it  will  virtually  distribute  the  whole 
moving  load  uniformly  over  the  entire  length  of  span.  As  the  de- 
flection of  the  stiflfening  truss  has  little  influence  in  such  calculations^ 
the  deeper  the  stiffening  truss,  the  less  will  be  the  stresses  in  the 
chords. 

In  the  present  case  the  dead  load  is  so  great  in  proportion  to  the 
moving  load  that  the  distortion  of  the  cables  will  be  comparatively 
small,  even  under  the  passage  of  trains;  it  will,  however,  be  so  great 
that  if  the  stiffening  trusi^  performed  no  other  functions  than  that  of  a 
floor  stiffener,  the  deflection  might  disturb  the  rapid  passage  of  trains. 
In  this  case,  the  proper  method  of  proportioning  a  stiffening  truss  is, 
to  decide  flrst  what  deflection  will  be  allowable  under  maximum  con- 
ditions; then  to  determine  what  depth  of  stiffening  truss  will  corre- 
spond to  the  maximum  unit  stresses  which  it  is  considered  wise  to 
adopt;  then  to  determine  the  amount  of  difference  in  load  which  will 
be  required  to  create  a  corresponding  distortion  in  the  cables;  by  de- 
ducting this  difference  from  the  total  moving  load,  the  amount  of 
moving  load  is  determined  which  the  stiffening  truss  must  distribute. 
On  this  basis  a  stiffening  truss  may  be  proportioned,  though  the  exact 
strains  must  be  a  matter  of  subsequent  computation. 

The  condition  of  loading  which  will  cause  the  greatest  deflection  in 
the  loaded  portion  of  the  stiffening  truss  will  occur  when  the  maximum 
moving  load  covers  one-half  of  the  2  800  suspended  feet  of  stiffening 
truss,  occupying  1  400  ft.  on  either  side  of  the  center;  this  is  also  the 
case  in  which  all  calculations  are  most  simple.  A  limit  of  deflection  of 
one  four-hundredths  of  the  half  span,  or  8}  ft.  in  1 400  ft.,  corresponds 
to  a  1%  grade  at  each  extreme  end  of  the  deflection,  and  has  been 
selected  as  the  limit  in  this  case. 

The  moving  load  which  the  cables  are  capable  of  carrying  is 
equivalent  to  11  000  lbs.  per  lineal  foot  over  the  entire  structure, 
and  it  is  assumed  that  this  load  ia  distributed  over  the  equiva- 
lent of    six   railroad  tracks,   corresponding  to  1  883  lbs.   per  foot 
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of  track.  In  estimating  the  effects  of  an  unequal  load  a  weight  of 
12  000  lbs.  per  lineal  foot  is  taken  in  accordance  with  the  provisions 
stated  at  the  beginning  of  this  paper.  While  it  may  be  considered 
that  the  load  per  foot  on  one-half  or  one-third  of  a  span  ought  to  be 
more  than  10%  greater  than  the  load  per  foot  on  the  whole  span,  it 
must  be  remembered  that  the  peculiar  conditions  of  this  bridge  are 
such  that  it  is  only  under  very  rare  conditions  that  any  considerable 
portion  of  the  moving  load  must  be  distributed  by  the  stiffening  truss. 
In  fact  two  passenger  trains  could  cross  this  bridge  side  by  side  with- 
out disturbing  the  position  of  the  cables  beyond  the  limits  of  deflection 
which  are  permissible;  it  is  only  when  the  load  exceeds  that  of  two 
maximum  passenger  trains  that  the  stiffening  truss  has  any  duties  to 
perform  beyond  that  of  a  floor  stiffener. 

The  excess  load  required  to  produce  a  distortion  of  3.5  ft.  at  the 
quarter  on  a  2  800-ft.  span  with  a  versed  sine  of  310  ft.  (which  corre- 
sponds to  the  design),  will  be  9.424%  of  the  load  on  the  unloaded  por- 
tion. Taking  the  dead  load  at  39  000  lbs.  per  lineal  foot,  9.424%  of 
this  is  3  675  lbs. ;  deducting  this  from  12  000  lbs.,  there  remains  8  325 
lbs.  as  the  weight  per  foot  to  be  distributed  by  the  stiffening  trusses, 
or  4 162  lbs.  for  each  truss. 

By  the  use  of  nickel  steel,  as  hereafter  explained,  considerably 
greater  strains  may  be  used  in  the  stiffening  truss  than  would  be  con- 
sidered good  practice  with  ordinary  structural  steel;  a  stress  of  17  000 
lbs.  per  square  inch  has  therefore  been  selected  as  the  limit.  This 
having  been  assumed,  the  depth  of  the  stiffening  truss  may  be  cal- 
culated by  the  following  formula: 

^       5  8  P 
o  =- 


UEVn 


in  which 

S  =  stress  per  square  inch  =  17  000 
E  =  modulus  of  elasticity  =  30  000  000 
Vf,  =  deflection  =  3.5 
/   =  span  =  1  400 
Solving  this  quotation,  d  =  66.11. 

For  convenience  the  depth  has  been  made  66  ft.  8  ins.,  equal  to 
200  4-3. 
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The  required  section  of  the  chords  of  the  stiffening  tmss  will  then 
be  determined  by  the  following  formula: 

in  which 

c?  =  200  ^  3 
=  1400 

«  =17  000 

11^  =  4  162 
Solving  this  equation,  a  =  450. 

In  the  design  the  chords  of  the  stiffening  truss  have  a  gross  section 
of  600  sq.  ins.  and  a  net  section  of  560  sq.  ins. ;  the  net  section  is  24% 
greater  and  the  gross  section  33%  greater  than  the  approximate  cal- 
culation requires;  it  is  expedient,  however,  to  provide  an  excess  of 
metal  above  that  required  by  these  advance  calculations.  The  gross 
section  is  the  one  to  be  used  in  calculating  deflections.  Should  the 
modulus  of  elasticity  assumed  (30  000  000)  be  criticised  as  being  too 
high,  it  must  be  noted  that  this  modulus  is  applied  to  the  calculated 
section  of  the  chord,  whereas  the  actual  section  would  be  materially 
increased  by  splices  and  connection  plates,  so  that  a  modulus  of 
27  500  000  in  the  metal  would  correspond  to  at  least  30  000  000  in  the 
calculated  section. 

This  is  a  simple  solution  and  gives  data  to  start  from,  but  while 
considering  the  effect  of  the  distorted  cables  in  carrying  unequal  load- 
ing, it  does  not  consider  the  bending  effects  on  the  stiffening  truss  due 
to  the  deflection  of  the  cables  as  a  whole,  all  of  which  must  be  taken 
into  consideration  in  the  final  calculations.  In  these  final  calculations 
it  is  necessary  to  assume  certain  sections  of  cables  and  stiffening  truss 
chords  as  well  as  loads.  It  is  not  possible  to  make  a  strain  sheet  in 
advance  and  then  proportion  the  sections  in  accordance  with  the 
strains.  Everything  is  determined  by  deflections,  and  deflections  are 
themselves  determined  by  sections. 

A  careful  investigation  of  the  theory  of  the  stiffening  truss  has 
been  made  on  entirely  independent  lines  by  Mr.  Charles  S.  Peirce. 
By  the  use  of  the  formulas  which  this  investigation  has  developed,  the 
strains  in  the  stiffening  truss  have  been  calculated  for  three  different 
conditions.     In  the  first  of  these  a  moving  load  of  one-third  the  length 
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of  the  span,  8  100  ft. ,  is  assumed  to  occupj  the  first  third  of  the 
3  100  ft.  In  the  second  supposition  it  is  assumed  to  occupy  the 
second  and  third  sixths  of  the  3  100  ft.,  the  end  of  the  load  being 
at  the  center.  In  the  third  supposition  it  is  supposed  to  occupy 
the  central  third  of  the  3  100  ft.  The  moments  developed  by  these 
calculations  are  a  satisfactory  confirmation  of  the  capacity  of  the 
stiffening  truss. 

In  this  connection  it  is  interesting  to  compare  the  duty  which  is  to 
be  performed  with  that  on  the  East  River  Bridge.     The  stiffening 
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Fig.  17. 


truss  of  the  East  Kiver  Bridge  is  simply  a  floor  stiffener;  both  chords 
are  cut  at  the  centers  of  both  the  main  and  the  side  spans,  having 
sliding  joints  which  can  transfer  no  bending  strains  whatever  and  a 
comparatively  small  amount  of  shear.  The  trains  which  run  over  this 
bridge  weigh  about  100  tons  each,  or  half  a  ton  per  lineal  foot,  about 
two-thirds  the  weight  of  a  first-class  passenger  train,  and  they  are 
about  half  as  long  as  an  ordinary  passenger  train;  and  yet,  in  spite  of 
the  lightness  and  theoretical  inadequacy  of  the  stiffening  truss,  the 
action  of  the  bridge  under  these  trains  is  entirely  satisfactory. 
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In  all  these  calonlations  no  account  has  been  taken  of  the  stiffiiess 
of  the  cables  themselves,  which  are  more  than  3  ft.  in  diameter,  of  the 
chords  of  the  stiffening  tmss,  which  are  4  ft.  deep,  nor  of  the  stringers 
of  the  floor  system,  all  of  which  would  have  decided  influences  of  their 
own. 

The  two  stiffening  trusses  designed  are  each  66.67  ft.  deep  between 
centers  of  gravity,  or  70  ft.  over  alL  They  are  placed  100  ft.  between 
centers.  There  is  a  stiff  riveted  lateral  bracing  between  the  top  chords 
and  a  transverse  bracing,  as  shown  in  Fig.  17,  at  every  panel  point. 
The  floor  system  is  entirely  below  the  bottom  chord  and  the  bottom 
laterals  are  built  in  as  a  portion  of  this  floor  system.  The  webs  are 
riveted  lattices  with  four  independent  lines  of  bracing. 

The  suspended  portion  of  the  truss  is  carried  by  the  floor  beams, 
and  as  its  weight  exceeds  the  amount  of  moving  load  which  has  to  be 
distributed,  its  action  really  amounts  to  varying  the  portion  of  its  own 
weight  which  is  transferred  to  the  floor  beams,  there  never  being  any 
conditions  under  which  any  portion  of  the  weight  of  the  floor  system 
has  to  be  transferred  to  the  stiffening  truss.  Beyond  the  limits  of  the 
suspenders  the  floor  beams  are  hung  from  the  stiffening  truss  to  which 
they  transfer  the  weight  of  the  floor  system. 

The  arrangement  of  the  floor  system  as  worked  up  is  shown  in  a 
general  way  in  Fig.  18.  The  floor  beams  are  strong  enough  to  carry 
the  whole  weight  from  truss  to  truss,  thus  leaving  a  clear  space  for 
the  whole  distance.  The  two  double-track  railroads  are  placed  next 
to  the  trusses,  thus  reducing  the  weight  of  the  floor  beams  to  a  mini- 
mum, while  the  possible  deflection  of  one  end  of  the  beam  below  the 
other  is  found  not  to  be  enough  to  produce  trouble. 

There  will  be  eight  railroad  stringers  in  each  panel  and  eight 
lighter  stringers  which  carry  the  roadway  or  the  rapid  transit  tracks. 
Each  railroad  stringer  is  proportioned  for  a  total  load  of  4  230  lbs.  per 
foot  of  stringer,  the  strains  in  the  extreme  fiber  being  9  025  lbs.  per 
square  inch  of  gross  section,  and  weighs  6  300  lbs.  Each  light  stringer 
is  proportioned  for  a  total  load  of  1  000  lbs.  per  foot  of  stringer, 
the  strain  in  the  extreme  fiber  being  9  620  lbs.  per  square  inch  of  gross 
section,  and  weighs  2  540  lbs. 

The  floor  beams  are  proportioned  to  carry  a  weight  of  45  667  lbs.  at 
each  single  railroad  stringer  connection,  and  for  a  load  of  100  lbs.  per 
square  foot  on  the  40  ft.  between  railroad  tracks,  besides  a  weight  of 
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280  000  lbs.  at  each  end  from  the  Btiffening  truss.  Under  these  condi- 
tions the  strain  in  extreme  fibers  of  gross  section  is  12  938  lbs.  Each 
floor  beam  is  really  a  box  girder  with  two  webs,  and  weighs  179  000 
lbs.     The  total  weight  of  the  metallic  floor  system  is  therefore  as 

follows: 

Per  paneL  Per  foot. 

Floor  beams  179  000  lbs.  5  370  lbs. 

Railroad  stringers 60  400  "  1  512  " 

Rapid  transit  stringers 20  320  "  610  " 

Lower  laterals  and  connections 24  880  *'  746  '* 

Total 274600  **       8  238  " 

The  upper  laterals  and  transverse  bracing  together  weigh  48  000 
lbs.  per  panel,  making  the  total  weight  suspended,  exclusive  of  the 
weight  of  the  stiffening  trusses  themselves,  322  600  lbs.  per  panel,  or 
9  678  lbs.  per  lineal  foot  of  bridge. 

Each  chord  of  the  stiffening  truss  has,  as  has  been  already  stated* 
a  gross  section  of  600  sq.  ins.,  and  the  weight  of  each  chord  per  lineal 
foot,  including  splices  and  connections,  is  estimated  at  11 100  lbs. 
Each  of  these  chords  is  made  with  four  webs,  the  details  being  as 
shown  in  Fig.  17.  The  arrangement  of  the  webs  of  the  stiffening  truss 
is  also  shown  in  Fig.  17.  The  webs  are  made  uniform  for  the  entire 
suspended  portion  of  the  stiffening  truss.  Each  web  member  has  a 
total  gross  section  of  53  sq.  ins.  and  a  net  section  of  41  sq.  Ins.,  and 
under  the  extreme  conditions  which  have  been  specified  above,  namely, 
a  moving  load  of  8  325  lbs.  per  foot  of  bridge,  exclusive  of  that  which 
is  distributed  by  the  distortion  of  the  cable,  these  members  are  sub- 
jected to  a  strain  of  7  855  lbs.  per  square  inch  of  net  section,  and  6  373 
lbs.  per  square  inch  of  gross  section,  these  strains  occurring  in  the 
same  member  in  both  directions.  The  web  as  so  designed  weighs 
3  240  lbs.  per  lineal  foot. 

The  dead  weight  of  floor,  including  ties,  rails  and  other  work,  has 
been  assumed  at  3  000  lbs.  per  lineal  foot  of  bridge,  being  500  lbs.  for 
each  railroad  track  and  1 000  lbs.  for  the  intermediate  40  ft. 

The  lower  laterals  act  only  in  tension,  and  their  weight,  as  esti- 
mated, includes  a  large  amount  of  detail  connections. 

The  top  laterals  and  transverse  bracing  are  determined  by  minimum 
sections  for  the  most  part  instead  of  by  strains.     The  upper  laterals 
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weigh  750  lbs.  per  lineal  foot,  and  the  transverse  bracing  690  lbs.  The 
total  weight,  therefore,  of  the  suspended  superstmcture  per  lineal  foot 
may  be  taken  as  follows: 

Metallic  floor  as  above 8  238  lbs. 

Stiffening  trass  chords 11 100    ** 

Stiffening  trass  webs 3  240    ** 

Upper  laterals  and  cross-bracing 1  440    '' 

Total  metal  work 24  018    ** 

Tracks  and  flooring 3  000    ** 

Total 27  018    *' 

The  total  dead  load  is  therefore  as  follows*. 

Cables  and  connections  (page  493) 10  900  lbs. 

Suspenders  and  connections  (page  493) 618     *' 

Suspended  superstructure 27  018     ** 

38  536    ** 
Add  for  telegraph  line  and  sundries 464    *' 

Total 39  000    ** 

This  leaves  11  000  lbs.  of  the  total  50  000  lbs.  available  for  moving 
load,  as  already  stated,  which  may  fairly  be  considered  a  margin  of 
2  000  lbs.  over  anything  that  is  likely  ever  to  occur. 

The  total  length  of  the  stiffening  trass  from  out  to  out,  including 
the  500-ft.  spans  at  each  end,  is  4  100  ft.  Assuming  chords  and  floor 
system  to  be  uniform  throughout,  the  weight  of  this  4  100  ft.,  taken 
at  24  000  lbs.  per  lineal  foot,  will  be  98  400  000  lbs. 

This,  however,  includes  the  weight  of  the  heavy  floor  beams  within 
the  suspended  length,  while  there  are  four  floor  beams  entirely  omit- 
ted at  the  supporting  points  and  thirty-six  floor  beams  which  are 
themselves  suspended  from  the  chords.  Neglecting  one  end  floor  beam, 
as  the  estimate  has  been  made  on  a  basis  per  lineal  foot,  and  assuming 
that  the  floor  beams  hung  from  the  chords  are  30  000  lbs.  lighter  than 
the  others,  there  is  a  deduction  on  this  account  as  follows : 

3  floor  beams  at  179  000  lbs 537  000  lbs. 

36  floor  beams  reduced,  at  30  000 1  080  000  ** 

1  617  000  ** 
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On  the  other  hand,  the  webs  near  the  supporting  bents  will  have  to 
be  reinforced,  which  can  be  done  by  making  the  members  of  great-er 
width  than  elsewhere.  As  there  are  no  reverse  strains  here,  it  is 
thought  right  to  fix  the  limit  of  stress  at  .20  000  lbs.  per  square  inch  of 
net  section.  On  this  basis  the  additional  metal  required  in  the  webs 
is  8  418  000  lbs. 

To  this  must  be  added  the  weight  of  four  vertical  posts  over  the 
rocking  bents,  and  four  vertical  posts  and  two  portals  at  the  ends  of 
the  continuous  superstructure. 

The  weight  of  the  entire  suspended  superstructure  will  then  be  as 
follows: 

4  100  feet  (page  515) 98  400  000  lbs. 

Additional  metal  in  web 3  418  000  " 

Vertical  posts  over  rocking  bents 545  000  ** 

End  posts 467  000  " 

Portals 140  000  " 

Total 102  970  000  ** 

Deduct  for  floor  beams 1  620  000  ** 

101350  000  »* 

At  the  center  of  the  bridge  the  cables  are  so  little  above  the  floor 
beams  that  the  stiffening  truss  must  be  considered  as  fastened  to  the 
cables  longitudinally  at  this  point,  a  condition  which  is  assumed  in 
the  refined  calculations  of  strains  ;  as  it  is  continuous  it  must  be  free 
to  move  longitudinally  at  all  other  points,  and  especially  at  the  ends. 
As  the  continuous  truss  is  4  100  feet  long,  a  motion  due  to  the  effect  of 
temperature  on  2  050  ft.  must  be  provided  for  at  each  end,  this  being 
0.82  ft.  for  60°  of  temperature;  a  possible  motion  of  1.64  ft.  must 
therefore  be  provided  at  each  end  of  the  stiffening  truss,  or  0.82  ft. 
from  either  side  of  a  mean.  This  motion  is  too  great  to  be  accommo- 
dated by  roller  bearings  of  the  ordinary  kind,  and  the  design  places  the 
stiffening  truss  on  rocking  bents,  which  are  shown  in  Fig^.  15  and  19. 
The  possible  reaction  at  points  3  100  ft.  apart  is  assumed  to  be  10  736- 
000  lbs.,  and  this  is  taken  on  vertical  posts,  the  pair  of  posts  under 
the  two  trusses  being  braced  together,  thus  forming  a  rocking  bent, 
which  is  supported  on  two  of  the  cylinders  which  form  the  tower 
foundations.     These  special  cylinders  have  therefore  to  sustain  this 
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weight  in  addition  to  the  weight  received  from  the  tower,  and  for  this 
purpose  their  size  has  been  increased,  as  has  already  been  stated,  and 
the  center  of  the  foundation  has  been  placed  at  a  point  between  the 
two  bearings,  the  distance  of  which  from  each  bearing  is  inversely  pro- 
portional to  the  respective  reactions. 

At  each  end  the  stiffening  truss  rests  on  a  rocking  bent  of  smaller 
dimensions,  which  rests  on  a  masonry  pier. 

Each  rocking  bent  at  the  principal  point  of  support  is  estimated  to 
weigh,  complete,  1 005  000  lbs.,  and  each  rocking  bent  at  the  extreme 
ends  480  000  lbs. ,  making,  as  the  total  weight  of  the  four  rocking 
bents,  2  970  000  lbs.  If  to  this  is  added  the  weight  given  above,  the 
total  weight  of  the  metal  work  in  the  suspended  superstructure  and 
connections  becomes  104  320  000  lbs.  This  work  would  all  be  of 
structural  steel,  and  in  it  the  strains  will  nowhere  exceed  20  000  lbs. 
per  square  inch  of  gross  section  under  actions  of  load  alone. 

The  strains  in  the  chords  are  reversed,  and  these  are  further  in- 
creased by  the  bending  which  occurs  in  the  truss  under  the  rise  and 
fall  of  the  cables  from  the  efifects  of  temperature  and  by  the  effect 
of  wind.  The  estimated  rise  and  fall  at  the  center  from  changes  of 
temperature  is  3.3  ft.,  which,  calculated  on  the  same  formula  as  used 
previously  and  taking  I  =  S  100,  corresponds  to  a  strain  of  3  330  lbs. 
per  square  inch. 

The  bending  strain  due  to  the  deflection  of  cables  under  weight 
has  not  been  considered  in  this  connection,  but  in  the  more  refined 
calculations  is  considered  in  connection  with  all  other  changes  of 
shape  caused  by  weight  in  determining  the  moments  on  the  stiffening 
truss. 

The  strains  are  subject  to  reversal,  and  represent,  including  the 
effects  of  temperature,  a  possible  variation  of  40  000  lbs.  per  square 
inch  between  extreme  positive  and  negative  strains,  or  20  000  lbs.  in  each 
direction  ;  this  is  higher  than  it  is  deemed  wise  to  place  on  ordinary 
structural  steel,  and  requires  a  material  which,  while  possessing  the 
toughness  of  the  soft  steel  preferred  for  structural  purposes,  has  the 
strength  and  high  elastic  limit  of  the  harder  steels.  Five  years  ago 
such  a  material  would  have  been  considered  impossible  ;  it  may  now 
be  found  in  nickel  steel  containing  about  3i%  of  nickel,  a  material 
which  will  have  an  elastic  limit  of  about  60  000  pounds  per  square 
inch  and  can  be   subjected    to    the   reverse   Mrains    just    referred 
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to,  and  under  extreme  occasional  conditions  could  be  worked  to  at 
least  40  000  lbs.  per  square  inch  without  injury.  As  nickel  steel  is 
a  comparatively  new  article,  made  by  a  few  manufacturers,  though  it 
has  been  adopted  to  a  very  great  extent  by  the  United  States  Gov- 
ernment in  its  naval  work,  it  is  difScult  to  learn  just  what  the  addi- 
tional cost  ought  to  be  ;  apparently  it  is  worth,  on  the  basis  of  cost, 
about  three-quarters  of  a  cent  more  per  pound  than  ordinary  struct- 
ural steel,  but  it  has  been  estimated  as  costing  2  cents  per  pound 
extra,  this  representing  additional  mill  and  shop  work,  though  the 
latter  is  very  little. 

The  modulus  of  elasticity  of  nickel  steel  is  practically  the  same  as 
that  of  ordinary  structural  steel,  and  it  is  proposed  to  use  it  only  for 
the  principal  members  of  the  chords  for  a  length  of  2  000  ft.  at  the 
center  of  the  bridge,  where  reversals  and  wind  strains  are  large. 
The  rivets,  splice  plates,  etc.,  need  not  be  of  nickel  steel.  The 
weight  of  nickel  steel  in  each  chord  may  therefore  be  taken  at  2  000 
lbs.  per  foot,  or  8  000  pounds  for  the  four  chords,  or  16  000  000  lbs.  for 
the  2  000  ft. 

The  work  in  the  stififening  truss  is  of  a  very  uniform  character,  and, 
considering  its  great  weight,  ought  to  be  obtained  at  a  very  moderate 
price  per  pound ;  it  is  estimated  at  4  cents  per  pound,  with  an  extra 
allowance  for  nickel  steel. 

The  total  cost  of  the  4  100-ft.  stiffening  truss,  supporting  bents, 
et<;.,  may  therefore  be  taken  as  follows: 

104  320  000  lbs.  at  4  cents $4172  800 

16  000  000   **    nickel  steel,  at  2  cents  extra...       320  000 


Total INt  492  800 

Shobb  Piebs. 

To  sustain  the  ends  of  the  stiffening  truss  two  additional  piers  will 
be  required.  These  piers  should  be  founded  on  rock,  but  would  be 
piers  of  ordinary  dimensions,  and,  though  large,  would  present  no 
special  difficulties  of  construction.  On  the  plans.  Fig.  1,  they  are 
shown  with  the  masonry  finishing  at  an  elevation  60  ft.  above  mean 
high  water,  which  is  probably  higher  than  necessary,  and  the  depth 
to  rock  is  assumed  to  be  80  ft.  below  mean  high  water.  The  piers  are 
assumed  to  be  20  ft.  wide  and  120  ft.  long  on  top,  the  masonry  to  start 
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at  the  water  level  and  to  be  fotmded  on  a  caiBson  and  snrmonnted  by 
a  timber  crib  filled  with  concrete,  the  whole  foundation  being  35  ft. 
wide,  135  ft.  long  and  asenmed  as  80  ft.  high.  The  cost  of  these  piers 
is  estimated  as  follows: 

6  000  en.  yds.  masonry  at  $25 $160  000 

878  000  en.  ft.  foundation  at  60  cents. . : 226  800 

Total »876  800 

The  cost  of  the  two  piers,  one  at  each  end,  would  then  be  $758  600. 

Wind  Pressure. 
The  wind  surface  per  lineal  foot  presented  by  one-half  of  one  web, 
the  lower  chord  and  the  floor  system  is  11.35  sq.  ft.,  and  the  wind  sur- 
face presented  by  the  upper  half  of  the  web  and  the  upper  chord  is 
7.77  sq.  ft.  As  the  trusses  are  100  ft.  apart,  the  area  of  the  trusses 
should  be  doubled,  but  the  floor  comes  so  near  to  being  solid  that  it 
need  not  be  doubled.  The  total  surface  presented  to  the  wind  which 
must  be  resisted  by  the  top  laterals  is  therefore  15.54  sq.  ft.  per  lineal 
foot,  and  the  total  surface  presented  to  the  wind  which  must  be  re- 
sisted by  the  bottom  laterals  is  19. 12  sq.  ft.  per  lineal  foot.  To  the 
latter  should  be  added  the  area  of  a  passing  train,  which  is  equivalent 
to  8  ft.  above  the  bottom  chord,  thus  making  the  total  wind  surface 
to  be  provided  for  27.12  sq.  ft.  per  lineal  foot.  On  a  basis  of  30  lbs. 
per  square  foot  the  total  wind  pressure  to  be  resisted  is — 

Top  lateral  system . . . ; 466  lbs. 

Bottom  lateral  system 814    '* 

Total 1  280    *« 

For  the  calculations,  these  figures  have  been  slightly  varied,  and 
the  top  laterals  are  proportioned  to  resist  a  wind  pressure  of  500  lbs. 
per  lineal  foot  and  the  bottom  laterals  a  wind  pressure  of  750  lbs.  per 
lineal  foot. 

There  is  no  probability  that  anything  like  these  wind  strains  will 
ever  be  reached  over  the  whole  length  of  the  span,  though  consider- 
ably greater  pressures  may  occur  for  limited  lengths.  To  reduce 
these  amounts,  however,  would  be  a  departure  from  established 
practice. 
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The  wind  pressure  would  be  transferred  to  the  towers  where  the 
stiffening  truss  passes  the  towers,  by  horizontal  cables,  these  cables 
reaching  from  each  chord  to  the  outer  posts  of  the  towers,  the  cables 
clearing  the  inner  posts  and  being  long  enough  to  provide  for  the 
longitudinal  motion  of  the  trusses  without  overstraining.  These 
horizontal  cables  would  be  tightened  under  strain  so  that  they  would 
always  stiffen  the  trusses.  A  portion  of  the  wind  strain  would  un- 
doubtedly be  taken  by  the  transverse  bracing  of  the  rocking  bent. 
Furthermore,  the  continuity  of  the  truss  beyond  the  rocking  bent 
would  reduce  the  equivalent  length  of  the  central  span.  In  calcula- 
tions this  reduction  has  been  assumed  to  be  about  50  ft.  at  each  end, 
though  this  is  undoubtedly  much  less  than  it  would  really  be.  On 
this  basis  the  bending  strain  produced  by  wind  in  the  bottom  chords 
will  be — 

3  000'  X  750 


8  X  100 


=  8  437  500 


This  corresponds  to  about  14  000  lbs.  per  square  inch  on  the  600 
sq.  ins.  of  the  bottom  chord,  and  gives  a  deflection  calculated  as  above 
of  8. 75  ft.  Should  this  occur  when  there  is  a  maximum  strain  in  the 
chords  from  the  passage  of  trains,  a  condition  which  would  probably 
not  take  place  more  than  once  in  a  centtlry,  the  chords  might  possibly 
be  strained  to  34  000  lbs.  per  square  inch.  With  nickel  steel  this  is 
perfectly  safe. 

In  these  calculations  it  is  assumed  that  the  chords  of  the  stiffening 
truss  are  the  only  longitudinal  members,  which  is  by  no  means 
correct,  as  the  sixteen  stringers  will  act  as  auxiliary  chords  in  the 
wind  system. 

There  is  also  another  element  which  materially  reduces  the  effect 
of  wind.  To  produce  the  above-mentioned  strains  in  the  chords,  the 
whole  suspended  superstructure  must  move  laterally  8.75  ft.  This 
involves  swinging  the  main  cradled  cables  and  raising  the  center  of 
gravity  of  the  suspended  superstructure,  a  lateral  movement  of  8.75 
ft.  corresponding  to  a  lift  of  0.075  ft.  or  1  vertical  to  117  hori^ntal. 
As  the  suspended  superstructure  weighs  27  000  lbs.  per  lineal  foot, 
this  will  require  a  horizontal  force  of  230  lbs.,  so  that  before  this  de- 
flection can  occur  the  actual  wind  pressure  must  be  about  1  000  lbs. 
per  lineal  foot  on  the  bottom  chord. 
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BiYET  Strains. 
While  plans  showing  the  details  of  riveting  have  only  been  pre- 
pared as  a  stndy,  it  has  been  necessary  to  form  some  basis  on  which 
they  shonld  be  proportioned,  especially  as  owing  to  the  magnitude  of 
the  structure  and  the  large  relative  dead  loads,  the  unit  strains  vary 
from  those  ordinarily  used.  The  simple  rule  has  been  followed  that 
the  bearing  stress  on  each  rivet  should  be  considered  equal  to  the 
stress  allowed  in  the  gross  section  of  the  member,  and  the  shearing 
stress  should  be  limited  to  one-half  the  stress  allowed  in  the  gross  sec- 
tion of  the  member;  this  may  be  expressed  differently  by  stating  that 
the  bearing  surface  of  the  rivets  should  not  be  less  than  the  gross  sec- 
tion of  the  member,  and  the  shearing  section  of  the  rivets  should  be 
double  the  section  of  the  member.  Where  nickel  steel  is  used,  the 
number  of  rivets  is  increased  one-half,  the  bearing  surface  of  the  rivets 
being  made  bO%  greater  than  the  gross  section  of  the  member  and 
the  shearing  section  of  the  rivets  three  times  the  gross  section  of  the 

member. 

Erection. 

The  erection  of  the  stiffening  truss  and  suspended  superstructure 
is  a  comparatively  simple  thing.  The  back  spans,  500  ft.  each,  would 
be  erected  on  falsework  in  the  usual  manner,  which  could  be  put  in 
without  difficulty  as  it  is  in  a  protected  position  back  of  the  pierhead 
lines.  The  projections  from  the  rocking  bents  to  the  suspenders  would 
be  built  out  as  cantilevers,  all  of  which  could  be  done  without  trouble. 

The  suspended  superstructure  proper  would  be  handled  in  a  differ- 
ent way.  The  floor  beams  would  be  put  in  position  first;  they  woulii 
be  brought  to  the  bridge  site  on  barges  and  raised  into  position,  each 
beam  being  hung  from  the  suspenders  as  fast  as  raised.  The  stringers 
would  be  put  in  and  riveted  up  as  the  floor  beams  are  erected,  so  that 
when  all  the  floor  beams  are  up,  a  reasonably  stiff  floor  would  be  ready 
to  work  on;  this  portion  of  the  work  could  be  done  very  rapidly,  as 
each  of  the  84  floor  beams  could  be  handled  independently. 

When  the  floor  beams  are  in  place  and  the  floor  system  riveted  up 
it  could  be  covered  with  planks  and  form  a  working  platform.  The 
bottom  chords  of  the  stiffening  truss  would  then  be  put  in  place  and 
riveted  up,  the  horizontal  rivets  being  driven  by  power,  and  the 
vertical  rivets,  which  are  of  less  importance,  by  hand.  The  only 
matter  which  would  require  special  attention  would  be  to  see  that  a 
uniform  distribution  of  weight  was  kept  at  all  times,  and  this  is  a 
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matt^  of  discipline  rather  than  of  difficulty.  As  soon  as  the  bottom 
chord  is  riveted  the  lower  half  of  the  webs  wonld  be  erected  and  this 
would  be  followed  with  the  upper  half,  after  which  the  top  chords 
would  be  put  on  and  the  top  lateral  system  erected.  The  broad  floor 
would  form  a  platform  on  which  any  desirable  system  of  travelers 
could  be  run  and  the  opportunities  for  work  would  be  as  good  as  in  a 
shop,  except  that  there  would  be  no  roof. 

The  total  weight  of  suspended  superstructure  which  must  be 
erected  in  suspension  is  about  34  000  tons.  The  speed  with  which  it 
could  be  handled  would  depend  entirely  on  the  number  of  men  and 
the  amount  of  plant  employed. 

EsmiATB. 

The  work  has  been  described  in  the  manner  in  which  the  design 
has  taken  shape,  and  the  cost  of  each  separate  portion  has  been 
estimated  in  connection  with  this  description.  In  execution  the  work 
would  necessarily  be  differently  divided  and  may  properly  be -grouped 
under  the  respective  heads  of  substructure  and  superstructure. 

Under  these  heads  the  cost  may  be  stated  as  follows: 

Tower  foundations 85  456  000 

Anchorages 2  642  800 

Shore  piers 753  600 

Substructure «8  852  400 

Metallic  steel  towers. 31  912  000 

Wire  work,  etc 4  993  661 

Suspended  superstructure,  etc 4  492  800 

Superstructure 11  398  461 

Total «20  250  861 

For  purposes  of  inspection  an  elevator  ought  to  be  placed  in  each 
of  the  four  towers,  and  two  of  these  elevators  ought  to  be  of  sufficient 
size  to  accommodate  passengers ;  $100  000  should  be  reserved  for  these 
elevators  and  the  various  appliances  in  connection  with  them. 

The  ornamental  work  on  top  of  the  towers,  with  provisions  for 
lighting,  etc.,  would  cost  another  3100  000. 

The  structure,  w^th  a  10^  allowance  for  contingencies  and  engi- 
neering, would  cost  about  «22  500  000,  or  somewhat  less  than  85  500 
a  foot  for  the  4  100  ft.  of  suspended  superstructure. 

By  making  some  modifications  in  the  plan,  among  which  may  be 
mentioned  allowing  a  greater  flexibility  under  extreme  conditions  and 
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reducing  the  depth  of  the  stiffening  tmss,  the  cost  conld  probably  be 
reduced  to  abont  C20  000  000. 

TiMB. 

The  time  it  would  require  to  constmct  such  a  bridge  would  depend 
largely  on  the  resources  of  the  company  building  it.  If  everything 
were  in  readiness,  both  legally  and  financially,  it  ought  to  be  built  in 
five  years.  The  foundations  for  the  towers  could  be  conducted 
simultaneously  and  completed  in  two  years.-  The  steel  towers  could 
be  erected  in  another  year.  The  anchorages  and  shore  piers  could 
be  completed  before  the  towers  are  done.  The  cables,  being  already 
manufactured,  could  be  erected  in  one  year.  The  back  spans  and 
projecting  cantilevers  could  be  raised  while  the  cables  were  being 
put  in  position.  The  suspended  portion  of  the  superstructure, 
2  800  ft.,  could  be  erected  in  one  year.  This  allows  two  years  for 
the  erection  of  the  metallic  towers  and  the  placing  of  the  cables, 
which  could  probably  be  materially  reduced.  Five  years  would 
therefore  appear  to  be  enough  for  the  construction  of  this  bridge. 


APPENDIX    A.*     TEST    OF  WIRE  ROPES,    MADE   AT    U.    S. 
ARSENAL,  WATERTOWN,  MASS.,  MAY  2d-4th,  1895. 


In  the  straight  wire  ropes  the  elongation  was  measured  on  100  ins. ; 
in  the  coiled  wire  ropes,  on  200  ins. 

The  numbers  of  the  tests  show  the  order  in  which  they  were  made. 
The  general  practice  followed  was,  first  to  apply  an  initial  strain  of 
10  000  lbs.  per  square  inch,  the  recording  gauge  being  attached  after 
this  load  was  applied.  The  strains  were  then  increased  by  successive 
increments  of  10  000  lbs.  up  to  60  000  lbs.,  when  the  rope  was  allowed  to 
rest  for  at  least  ten  minutes  while  a  number  of  observations  were  taken. 
The  strains  were  then  reversed  back  and  forth  six  times  between 
50  000  and  60  000  lbs.,  raised  to  70  000  lbs.,  reversed  back  and  forth 
between  60  000  and  70  000,  and  then  gradually  raised  by  10  000-lb. 
increments  until  the  stretch  made  it  necessary  to  remove  the  gauge; 
after  each  increment  the  strain  was  reduced  10  000  lbs.  before  increas- 
ing. In  a  few  of  the  tests  first  made,  this  method  was  not  fully  carried 
out.  In  every  instance  except  those  designated  by  stars,  the  percentage 
of  elongation  recorded  in  the  table  was  observed  after  the  rope  had 
been  subjected  to  a  strain  10  000  lbs.  greater  than  the  recorded  strain. 

Test  No.  8  275  was  left  under  a  strain  of  60  000  lbs.  per  square  inch 
for  16^  hours,  at  the  end  of  which  time  this  strain  was  reduced  by 
«  ▲  foU  report  of  these  teeta  is  on  file  in  the  Library  of  the  Society. 
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about  330  lbs.  per  square  inch,  when  the  tests  were  resumed;  the 
elongations  given  were  all  measured  subsequently  t6  this  rest. 

Test  No.  8  280  was  left  under  a  strain  of  60  000  lbs.  per  square  inch 
for  39  hours,  during  which  time  the  strain  was  reduced  about  5  000 
lbs.  per  square  inch,  when  the  tests  were  resumed;  the  elongations 
given  were  all  measured  subsequently  to  this  rest. 

Each  of  the  round  wire,  ropes  was  formed  of  37  No.  8  wires.  Each 
of  the  locked  ropes  was  formed  of  62  wires,  of  which  the  central  one 
was  round,  the  intermediate  wires  square  and  the  outer  layer  of  special 
lock  section.    The  straight  wire  ropes  were  wrapped  with  fine  soft  wire. 

In  the  cases  of  the  two  ropes  which  were  left  under  strain,  one  over 
night  and  the  other  over  two  nights  and  an  intermediate  Sunday,  the 
strains  were  reversed  back  and  forth  between  50  000  and  60  000  lbs.  several 
times  when  testing  was  resumed,  and  the  observations  under  these  con- 
ditions were  specially  interesting  and  valuable.    They  were  as  follows : 


Elohoatioh  ni  900  Ixn. 

Strain  per  Sqiure  Inch. 

Number  ofTest.  8  376. 

0.6510 
0.4711 
0.6611 
0.4711 
0.6618 
0.4711 
0.6613 

Number  ofTest,  8  380. 

aoOOOlbe. 
60000   •• 
60000    " 
60000   •• 
60  000    •• 
60000   •• 
60000    " 

0.6853 
0.5061 
0.6868 
0.6061 
0.6851 
0.6061 
0.6863 

These  show  an  extraordinarily  uniform  modulus  of  elasticity  of 
25  000  000  lbs.,  and  show  how  uniformly  this  rope  may  be  depended 
upon  for  action  in  a  structure,  even  though  there  be  a  material  difference 
in  the  quality  of  the  wires.  These  observations  were  made  prior  to 
those  recorded  in  the  preceding  table.  The  elongation  for  the  50  000- 
Ib.  strain  is  the  same  in  the  two  tables.  The  difference  between  the 
elongations  for  the  60  000- lb.  strains  in  the  two  tables  is  due  to  the 
set  taken  when  the  strain  was  raised  to  70  000  lbs.  before  the  60  000- 
Ib.  strain  was  observed  for  the  first  table. 

Five  wires  were  taken  from  two  of  the  straight  wire  cables,  one 
being  of  special  steel  and  the  other  of  plow  steel.  The  samples  taken 
from  the  special  steel  showed  an  average  strength  of  172  588  lbs.  per 
square  inch,  and  an  average  reduction  of  44.2  per  cent. ;  the  plow  steel 
showed  an  average  strength  of  226  504  pounds  per  square  inch  and  an 
average  reduction  of  45. 7  per  cent.  In  the  case  of  the  plow  steel  one  wire 
was  nicked  before  testing;  its  strength  was  fully  up  to  the  average  of 
the  others,  but  its  reduction  was  so  much  less  that  it  has  been  excluded 
in  calculating  the  average  reduction. 

The  fractures  always  occurred  first  in  the  outer  wires  and  the  ropes 
evidently  failed  to  develop  their  full  strength  owing  to  defects  in 
sockets,  which  were  not  as  well  finished  inside  as  they  should  have  been. 


Digitized  by  VjOOQIC 


DISCUSSION  ON   SUSPENSION   BBIDGES.  417 


DISCUSSION, 


T.  C.  Clabke,  M.  Am.  Soc.  C.  £. — ThiB  paper  is  both  interesting  ifr.  Clarke, 
and  instmctive.     It  shows  what  to  do,  and  what  not  to  do. 

The  system  of  socketed  connections  devised  by  the  author  has 
enabled  him  to  plan  the  best  system  of  anchorage  known  to  the 
8i>eaker.  It  has  the  great  merit  of  enabling  all  the  parts  to  be  acces- 
sible for  inspection  and  painting.  On  the  other  hand,  the  severing  of 
the  cables  at  the  top  of  the  towers  seems  unnecessary.  It  is  tme  that 
it  gives  shorter  and  lighter  parts  to  handle,  but  if  a  strand  3  842  ft.  long 
can  be  hMidled,  one  5  698  ft.  long  can  also  be  handled.  Its  weight, 
taken  at  10  lbs.  per  ft.,  is  28^  tons,  which  is  not  greater  than  that  of 
street  railway  cables  which  have  been  transported  by  railway  cars  and 
wagons. 

The  adoption  of  a  unit  made  of  a  number  of  wires  instead  of  a  unit 
of  one  wire  is  good,  and  will  save  time  and  interest  during  construc- 
tion. Engineers  may  differ  as  to  the  plan  of  a  twisted  wire  rope,  but 
all  must  agree  that  this  Society  owes  its  thanks  to  the  author  for  hav- 
ing made  and  reported  his  interesting  experiments  at  the  Watertown 
Arsenal. 

The  design  of  the  towers  is  excellent  in  every  respect.  They  give 
the  greatest  po8sibi«  strength  with  the  least  material. 

The  speaker  strongly  objected  to  a  stiff  suspended  girder,  either 
with  or  without  a  hinge  in  the  center.  Such  a  design  tries  to  unite 
two  systems  which  are  always  working  against  each  other,  and  the 
connections  of  the  suspended  girders,  being  the  weakest  parts,  must 
give  way  sooner  or  later.  The  author's  girder  has  reversal  strains 
of  40  000  lbs.  per  inch  in  all,  and  he  admits  that  ordinary  steel  will 
not  do. 

The  only  possible  way  to  insure  the  durability  of  a  suspended 
girder  is  to  treat  it  merely  as  a  distributor  of  concentrated  loads,  as 
Boebling  did  in  his  bridges.  He  purposely  made  his  girders  shallow 
and  flexible.  A  flexible  girder,  however,  is  unsuited  to  the  heavy 
trains  and  rapid  speeds  required  by  railway  traffic.  A  better  plan  is 
to  brace  between  the  cables,  as  Gustav  Lindenthal,  M.  Am.  Soc.  G. 
£.,  has  done  in  his  design.  For  such  long  and  heavy  spans,  it  is  pos- 
sible to  utilize  the  cables  themselves  as  chords  without  excess  of  ma- 
terial. Such  a  plan  is  more  economical  than  the  deep  and  rigid 
suspended  girder.  Engineers  do  not  seem  to  realize  how  great  the 
economy  of  this  braced  cable  construction  is.  A  comparison  between 
that  part  of  the  designs  of  Mr.  Lindenthal  and  the  author  will  show 
this  clearly. 
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Dbsion  bt  G.  S.  Mobison.  Mr.  Clarke. 

Cables 6. 13  tons  per  foot  at  $140        9868 

Suspended  girder 12.70    **      ******      86       1092 

Total 18.83     '*      **      *'  1950 

$1 950  X  4  100  =     »7  995  000 

Dbsion  bt  G.  LiNDENTHAii. 
Cables  and  bracing  ...  8.5  tons  per  foot  at  9140      91  190 
Floor  stiffener,  girder.  5.5     **      **      **     **      80  440 

Total 14.0    "      **      **  1630 

91  680  X  4  100  =       6  683  000 

Difference 91  312  000 

When  it  is  considered  that  Mr.  Lindenthal's  cables  carry  a  moving 
load  of  12  tons  per  foot,  or  donble  that  of  Mr.  Morison*s  cables,  which 
carry  6  tons  only,  the  economy  of  the  braced  cable  system  becomes  evi- 
dent. 

As  it  is  an  open  secret  that  Mr.  Morison*s  design  was  made  for  the 
crossing  of  the  Hndson  Biver  at  New  York,  a  comparison  between 
it  and  the  designs  which  were  submitted  to  and  by  the  Engineer  Com- 
mission and  the  Board  of  U.  S.  Engineer  Officers  in  1894  will  be  both 
interesting  and  instructive.  The  table  on  the  preceding  page  is  in- 
structive as  showing  how  experts  can  differ  in  working  out  the  results 
of  the  same  problem. 

If  the  moving  load  taken  by  Mr.  Lindenthal  were  reduced  from  12 
tons  to  9  tons  per  lineal  foot  as  assumed  to  be  sufficient  by  the  Engineer 
Commission,  the  saving  of  live  load  would  be  19  800  tons.  This  would 
not  only  reduce  the  weight  and  cost  of  the  cables,  but  also  that  of 
gpirders,  towers,  anchorages  and  foundations,  and  the  whole  saving 
would  be  at  least  15  per  cent,  on  the  cost  of  bridge. 

Mr.  Lindenthal  estimates  the  cost  of  his  bridge, 

if  5  600  ft.  long,  at 917  800  000 

deduct  15% 2  670  000 

915  130  000 
Add  interest  for  five  years  at  6%  on  half  the 

cost 1  891000 

917  021  000 
This  is  less  than  half  the  sum  estimated  by  the  Commission  of  En- 
gineers; but  a  careful  examination  of  Mr.  Ldndenthal's  quantities  and 
prices  fails  to  discover  any  serious  error. 

If  this  estimate  is  correct,  it  means  that  the  cost  of  a  six-track  sus- 
pension bridge  over  the  Hudson  Biver  at  New  York,  between  Sixtieth 
and  Seventy -second  Streets,  would  not  exceed  the  probable  cost  of  a 
cantilever  bridge  designed  to  carry  3  000  lbs.  live  load  on  each  of  six 
tracks,  having  a  central  span  of  1  600  ft.  and  two  side  spans  of  800  ft. 
each,  supported  by  two  piers  in  the  river.  Mr.  Lindenthal  deserves 
the  credit  of  having  been  the  first  to  demonstrate  this  by  a  plan  which, 
if  built,  would  be  a  work  of  real  architectural  merit. 
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Mr.  Mayer.  JOSEPH  Mateb,  M.  Am.  Soc.  C.  E. — The  design  for  a  snspenaion 
bridge  made  by  the  author  diffidrs  in  several  important  points  from 
that  of  the  Union  Bridge  Company  for  a  suspension  bridge  of  the  same 
span  accommodating  six  railroad  tracks.  The  Union  Bridge  Com- 
pany's bridge  has  twelve  cables  lying  in  vertical  planes,  and  two  sus- 
pended stiffening  trusses  in  each  half  span,  hinged  at  the  center  and 
ends.  The  stiffening  trusses  have  curved  top  chords,  and  are  200  ft. 
high  in  the  center;  they  do  not  project  beyond  the  towers.  In  the  con- 
struction of  the  cables,  the  Union  Bridgid  Company  followed  American 
precedents.  In  the  author's  design  the  cables  are  cradled,  the  stiffen- 
ing trusses  are  continuous  at  the  towers  and  in  the  center,  they  have 
parallel  chords,  and  are  only  66  ft.  8  ins.  high. 


Fio.20. 


no.  21. 


In  the  arguments  brought  forward  in  favor  of  the  cradling  of  cables 
it  is  always  shown  how  stable  against  lateral  forces  a  suspension 
bridge  is  if  it  has  cradled  cables,  and  it  is  tacitly  assumed  that  a  sus- 
pension bridge,  with  the  cables  not  cradled,  is  less  stable  in  this 
respect.  Fig.  20  shows  the  cross- section  of  a  suspension  bridge  with 
cradled  cables;  the  lines  A  B  and  CD  give  the  planes  of  the  cables, 
which  form  angles  a  with  the  vertical  plane  through  the  axis  of  the 
bridge.  If  the  wind  pushes  the  bridge  aside  until  the  cal>les  are  in 
the  planes  A  B',  CD',  then  the  horizontal  force  which  it  opposes  to 
the  wind  is 

F=-J  tan(a+A)— ^tan(a-/J), 

where  P  is  the  suspended  weight  of  the  bridge  and  fl  the  angle  of  the 
planes  of  the  cables  in  the  new  and  old  positions. 
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If  the  bridge  is  not  cradled  and  is  moved  sideways  by  the  wind  Mr.  Bfayer. 
until  the  planes  of  the  cables  form  an  angle  fi  with  their  original  posi- 
tion, then  the  horizontal  force  which  it  opposes  to  the  wind  is  H'  =  P 
X  tan  /?  (see  Fig.  21). 

To  find  what  these  values  are  in  concrete  cases,  take  the  cradling  to 
be  42.6  ft.  (equal  to  the  average  cradling  in  the  author's  design);  the 
versed  sine  of  the  cables,  400  ft.;  the  arc  ^  ^' =s  Z)  D' =  8  ft. ;  tan  a  is 

then  -^  =  0.10625  and  a  ==  6©  3'  54". 

Ho^ S^OSO =io8'22" 

^         402.25  X  3.14159 
tan  /?  =  0.01989 
a  4-  /?  =  70  12'  16" 
a  —  /?  =  40  55' 32" 
tan  a +  /?=  0.12641 
tan  a  — /?=  008617 
tan  (<r  +  /J^)  —  tan  {a  —  fi)  =0.04024 
2  tan/?  =  0.03978 

The  horizontal  force  opposed  to  the  wind  after  a  lateral  deflection 

of  8  ft.  has  taken  place^  is — 

p 
In  the  bridge  with  cradled  cables  -^  0.04024 

p 

parallel     **        ~  0.03978 

p 

The  difference    between   these  two   amounts  is  -jr  0.00046,  or  about 

1. 1^%  of  the  total  amount. 

It  is  claimed  that  this  argument  does  not  indicate  the  value  of 
cradling  for  small  deflections,  but  that  it  does  is  shown  by  the  follow- 
ing computations  for  the  two  types  of  bridges.  Taking  the  same  general 
dimensions  as  before  and  assuming  that  the  lateral  deflection  is  only  1 
ft., /JwUl  be  8' 33"  and  a  6^3' 54".  ar  +  /5  =  6o  12'27"  and  a  — /!^  = 
50  55'  21 ".  Tan  (a:  +  /?)  =  0. 108766  and  tan  (a  —  /?)  =  0. 103737.  Tan 
(a  -f  y5)  —  tan  {a  —  p)=  0.005029;  2  tan  /?=  0.004974;  tan  (a^tfi)  — 
tan  (a  —  fi)  —  2  tan  fi  =  0.000055.  In  this  case  the  difference  in  resist- 
ance to  wind  of  the  two  bridges  is  only  1.09^  of  the  total  amount, 
even  less  than  it  is  for  the  larger  deflection  of  8  ft. 

It  has  been  stated  that  at  the  beginning  of  the  deflection,  the  center 
of  gravity  of  the  bridge  with  cradled  cables  would  rise  more  than  that 
o.f  a  bridge  having  cables  in  vertical  planes.  The  importance  to  be 
attached  to  this  argument  can  be  shown  in  the  following  manner : 
Take  the  general  dimensions  as  before  and  let  /i  be  the  angle  of 
motion.  In  the  bridge  with  cradled  cables,  one  side  rises  by  an  amount 

equal  to  402.25  sin  (a  -^  0  2  sin  ^,  and  the   other  side  falls  by 
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Mr.  Mayer,  an  amount  eqnal  to  402.25  am(a—^j  28in^.  The  rise  of  the 
center  of  gravity  of  the  bridge,  assuming  the  loads  on  both  cables  are 
aUke,  is  402.25  (    Bin   («+|)   —sin   («  — f)    js"^^-     ^  ^® 

cables  are  not  cradled,  the  rise  of  the  center  of  gravity  is  400  x 

2  sin*   ^. 

Since  for  small  angles  the  sines  can  be  taken  equal  to  the  arcs,  the 

rise  in  the  two  cases  is  approximately  402.25  (  ^  )   X  2  and  400  (  ^  ) 

X  2,  which  shows  that  the  diflference  in  this  respect  between  the  two 
types  of  bridges  is  insignificant. 

Another  objection  raised  against  vertical  cables  is  that  the  resist- 
ance to  wind  from  the  inertia  of  the  mass  of  the  bridge  will  be  less 
than  when  the  cradling  is  employed.  The  inertia  of  a  mass  shows  it- 
self in  the  resistance  it  opposes  to  any  change  in  velocity,  and  the 
force  necessary  ta  overcome  the  inertia  is  equal  to  the  mass  multiplied 
by  the  acceleration.  Since  there  is  slightly  more  motion,  for  equal 
lateral  deflection  of  floor,  in  the  upper  parts  of  the  stiffening  trusses 
if  the  cables  are  cradled  than  if  they  are  parallel,  the  influence  of  the 
inertia  is  more  in  the  first  case  than  in  the  second;  but  this  influence 
acts  against  the  wind  at  the  beginning  of  the  motion  when  the  wind 
strains  are  small,  and  with  the  wind  toward  the  end  of  the  motion 
when  the  acceleration  is  negative  and  the  wind  strains  are  largest. 
The  effect  of  inertia  is  therefore  to  increase  the  wind  strains,  and  not 
to  decrease  them.  The  effect  of  inertia  is,  however,  small  while  the 
bridge  is  in  motion,  and  is  nil  as  soon  as  the  bridge  has  assumed  a 
position  of  equilibrium  with  the  wind  pressure. 

The  effect  of  inertia  on  bridge  strains,  except  that  produced  by  vi- 
brations, is  apt  to  be  exaggerated.  To  show  this,  assume  six  trains 
1  400  ft.  long  to  move  at  60  miles  an  hour,  or  88  ft.  a  second,  across 
the  author's  bridge.  From  the  moment  when  they  cover  the  left  half 
of  the  span  to  the  moment  when  they  cover  the  right  half,  a  point  700 
ft.  to  the  right  of  the  center  will  sink  about  7  ft.     For  this  motion 

1400 
it  has  -3^  =  16  seconds;  since  the  velocity  of  this  motion  at  the  be- 
00 

7 
ginning  and  end  is  0,  the  average  velocity,  zr^  =  0.4375  ft.,  will  be 

lb 

about  half  the  largest  velocity;  this  latter  will  therefore  be  0.875  ft 
This  largest  velocity  will  exist  about  in  the  middle  of  the  motion;  it  is 
therefore  acquired  in  8  seconds.     The  average  acceleration  during  the 

n  ft7K 
first  part  of  this  motion  will  therefore  be  -^ —  =  0. 1094    ft.      The 

largest  acceleration  will  be  about  twice  this  amount,  or  0.22  ft.,  and 
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the  resistance  which  a  weight  P  ofifers  to  this  acceleration  is  eqnal  to  Hr.Majer. 
p 
^^r^  0.22  =  0.007  P.     This  is  less  than  1%  of  the  weight  of  the  mass 

UiS.iB 

considered,  and  can,  therefore,  very  properly  be  neglected. 

Unless  it  is  asserted  that  the  wind  will  prodnoe  mnch  larger  accel- 
erations in  the  mass  of  the  bridge  than  would  be  produced  by  these 
trains,  it  follows  that  the  effects  of  inertia  can  be  entirely  neglected  in 
the  consideration  of  the  wind  strains. 

This  shows  that  a  suspension  bridge  offers  practically  the  same 
amount  of  lateral  resistance  to  wind  whether  the  cables  are  cradled  or 
not.  This  lateral  resistance  does  not  arise  from  the  cradling,  but 
from  the  suspension.  The  design  becomes  simpler  in  many  respects 
if  the  cables  are  in  vertical  planes  instead  of  cradled,  and  offers  practi- 
cally the  same  amount  of  lateral  resistance  to  wind.  The  Union  Bridge 
Company,  therefore,  chose  the  former  arrangement. 

In  the  preceding  argument  two  cables  have  been  assumed,  but  it 
remains  valid  for  any  number  of  cables,  provided  those  on  the  same 
side  of  the  bridge  are  in  parallel 
planes.  With  this  arrangement 
the  strains  in  the  cables  from  wind 
are  practically  nil. 

With    the     arrangement     the 
author  has  chosen,  the  cables  be- 
come unequally  loaded  when  there 
is  a  lateral  deflection  of  the  bridge. 
If  the  cables  are  of  the  same  length 
before  the  deflection,  the  outside 
cable  to  the  windward  and  the  in- 
side cable  to  the  leeward  will  be  *^o.  2a. 
longer  after  the  deflection  than  the  other  two  (see  Fig.  22).     In  conse- 
quence the  load  on  the  former  cables  will  be  increased,  and  that  on  the 
latter  will  be  decreased  the  same  amiount.     The  former  cables  will 
lengthen  and  the  latter  will  shorten  an  equal  amount.     The  lines  DD' 
and  BB*  will  be  arcs  with  centers  midway  between  CO,  and  AA^ 

The  versed  sine  of  the  cables  will  change  by  an  amount  approx- 

8  X  14 
imately  equal  to     ^^^    =  0.28  ft.,  taking  the  dimensions  of  the  au- 
thor's bridge  and  a  lateral  deflection  of  8  ft.  in  the  center  of  bridge. 
This  same  deflection  of  the  cables  would  be  produced  by  a  uniform 
load  of  770  lbs.  per  lineal  foot  of  bridge. 

The  horizontal  force  per  lineal  foot  of  bridge  opposed  to  the  wind 
in  consequence  of  this  unequal  loading  of  the  cables  is  ^}°  x  -^  X  2 
=  27  lbs.  The  approximate  result  is  therefore  that  an  unequal  load- 
ing of  the  cables  is  produced  in  consequence  of  the  fact  that  the  two 
cables  on  each  side  of  the  bridge  are  not  in  parallel  planes.     This  un- 
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Mr.  Mayer,  equal  loading  of  the  cables  produces  the  same  strain  as  a  uniform 
vertical  load  of  770  lbs.  per  lineal  foot  of  bridge  and  balances  a  wind 
pressure  of  only  27  lbs.  per  lineal  foot  of  bridge. 

The  unequal  cradling  of  the  two  cables  on  each  side  of  the  bridge 
produces,  therefore,  an  increased  stability,  since  the  lateral  force  op- 
posed to  the  wind  is  increased  by  27  lbs.  per  lineal  foot,  but  this  in- 
creased stability  is  obtained  at  the  cost  of  strains  in  the  cables  which 
are  28  (  times  as  large  as  those  which  would  be  produced  by  a 
vertical  load  of  27  lbs.  per  lineal  foot  of  bridge.  The  unequal  cradling 
of  cables  is  therefore  an  uneconomical  way  of  resisting  wind  pressure 
and  is  a  worse  arrangement  than  the  equal  cradling  of  all  cables. 

In  this  respect  the  design  in  the  paper  is,  however,  a  great  improve- 
ment over  the  design  submitted  in  the  report  of  the  Board  of  Engineers 
appointed  by  President  Cleveland  to  determine  the  longest  safe  and 
1  go^!  M't  2o'  io^ ao^ao'ao^  20^201  practicable  span  for  a  Hud- 
ton  Biver  bridge  at  New 
York.  That  design  proposed 
twelve  cables,  six  on  each 
side  of  the  bridge,  20  ft. 
apart  on  top  of  the  tower 
(see  Fig.  23). 

The  lateral  deflection  B  B' 
and  DD'  would  take  place 
on  a  line  approximately  per- 
pendicular to  the  center  line 
between  the  planes  of  the  six 
cables.  If  the  lateral  deflec- 
Fio.  28.  tion  were  equal  to  8  ft.,  then 

the  changes  in  the  versed  sines  of  the  cables  would  be  approximately 
I,  AV  X  8  ft.  =  0.174  ft. 
n,  1^  X  8  '*  =  0.522  " 
in,  AV  =  8  **  =0.87    " 
The  corresponding  strain  in  the  windward  cable  HE  would  be  about 
the  same  as  that  produced  by  a  load  of  2  400  lbs.   per  lineal  foot  of 
bridge.     The  wind  pressure  which  would  be  balanced  in  consequence 
of  this  unequal  loading  of  cables  would  be  61  lbs.  per  lineal  foot  of 
bridge.     That  is,  1  lb.  of  wind  pressure  balanced  on  account  of  the 
unequal  cradling  of  cables  would  produce  the  same  strains  on  some  of 
the  cables  as  about  40  lbs.  of  vertical  load. 

The  next  point  in  which  the  bridges  of  the  author  and  the  Union 
Bridge  Company  fundamentally  differ  is  the  design  of  the  stiffening 
trusses. 

The  argument  by  which  the  author  tries  to  show  that  it  is  advanta- 
geous to  use  a  shallow  stiffening  truss  is  substantially  correct  in  so 
fa^  as  it  asserts  that  the  shallower  the  stiffening  truss,  the  larger  a 
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percentage  of  the  uneqnaUy  distributed  load  is  carried  by  the  cables  Mr.  Mayer, 
without  producing  strains  in  the  stiffening  truss,  and,  therefore,  the 
smaller  the  load  to  be  distributed  by  the  latter.  It  is  defective  in 
so  far  as  it  asserts  that  a  shallow  stiffening  truss  carrying  a  certain 
load  for  a  given  bridge  is  necessarily  lighter  than  a  high  stiffen- 
ing truss  carrying  a  greater  load  for  the  same  bridge.  All  depends  in 
this  case  on  the  amount  of  difference  in  the  two  loads  and  the  amount 
of  difference  in  the  depth  of  the  two  trusses. 

There  are  cases  where  the  uniform  load  is  large  in  comparison  with 
the  unequally  distributed  load,  and  where  the  versed  sine  of  the  cables 
is  small,  in  which  the  deformation  of  the  cables  produced  by  the  an- 
equally  distributed  load  is  also  small;  in  these  cases  a  small  decrease 
in  the  depth  of  the  stiffening  truss  produces  a  large  decrease  in  the 
load  it  has  to  distribute,  and  it  is  then  economical  to  make  the  stiffen- 
ing truss  as  shaUow  as  the  allowable  deformation  permits. 

There  are  other  cases,  especially  railroad  bridges,  where  the  un- 
equally distributed  load  is  comparatively  large,  and  where  the  use  of 
steel  towers  permits  a  large  versed  sine  of  cables;  in  these  the  defor- 
mation of  the  cables  produced  by  the  unequal  loading  is  large,  the 
allowable  deformation  of  the  bridge  produces  a  small  diminution  in 
the  load  of  the  stiffening  truss,  and  necessitates  a  large  deviation  from 
the  most  economical  depth;  and  in  these  a  shallow  stiffening  truss  be- 
comes uneconomical  because  the  loss  on  account  of  small  depth  is 
more  than  the  gain  on  account  of  small  load.  The  case  discussed  in 
the  paper  is  of  this  class.  A  stiffening  truss  200  ft.  deep  in  the  center, 
carrying  nearly  the  whole  unequally  distributed  load,  is  lighter  than  a 
stiffening  truss  66  ft.  8  ins.  deep,  carrying  69 A%  of  the  unequally  dis- 
tributed load.  The  stiffening  truss  of  the  author's  bridge,  if  it  were 
200  feet  deep  throughout,  would  have  to  distribute  90.5^  of  the  whole 
unequal  loading.  If  it  were  lower  toward  the  ends,  and  if  it  had  a  hinge 
at  each  end  and  in  the  center,  it  would  deflect  considerably  more  than  if 
it  were  continuous  and  had  parallel  chords.  Ninety  per  cent,  is  a  safe 
estimate  for  the  unequally  distributed  load  which  has  to  be  carried  by 
a  stiffening  truss  of  the  shape  the  Union  Bridge  Company  has  adopted. 

It  is  therefore  necessary  to  compare  a  stiffening  truss  200  ft.  deep 
at  the  center  of  the  half  span,  hinged  at  the  center  of  the  span  and  at 
the  ends,  with  curved  top  chords,  carrying  90%  of  the  unequally  dis- 
tributed load,  with  a  stiffening  truss  66  ft.  8  ins.  deep,  continuous  at 
the  center  and  ends,  carrying  69.4^  of  the  unequally  distributed  load. 
The  former  truss  has  a  load  80^  larger  than  the  latter. 
>     The  estimate  of  weight  of  the  latter  truss  gives — 
11 100  lbs.  per  lineal  foot  for  the  chords. 
3  240  '*  **  **        **       webs. 

690   **  **  **        **       cross-braces. 

750   "  **  **        **       top  laterals. 


15  780  lbs.  total. 
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Hr.  Mayer,  The  section  required  in  the  tr  ass  200  ft  deep  would  be  one-third  of  the 
section  required  for  truss  66  ft.  8  ins.  deep,  if  the  load  were  the  same. 
The  load  being  30%  larger,  the  section  wanted  is  ^%  of  the  section  of 
the  truss  66  ft.  8  ins.  The  web  strains  in  the  high  truss  would  be 
30%  more  than  in  the  low  one  if  the  chords  were  parallel;  the  top 
chords  being  curved,  the  web  strains  are  largely  reduced  at  the  ends. 

A  fair  estimate  gives  for  the  high  truss  a  saving  of  54^  in  the 
weight  of  the  chords,  an  addition  of  60%  in  the  weight  of  the  webs, 
and  an  addition  of  100%  in  the  weight  of  the  cross-bracing,  or 

Decrease  in  chords 5  994  lbs.  per  lineal  foot  of  bridge. 

Increase  of  web 1944   **  **  ** 

Increase  in  cross-bracing . .      690   **  **  ** 

This  is  a  net  saving  of  3  860  lbs.  per  lineal  foot  of  bridge  in  the 
stiffening  trusses,  or  about  21.3%  of  the  weight  oi  the  stiffening 
trusses. 

If  a  hinge  is  made  in  the  center  there  are  practically  no  strains  from 
changes  of  temperature  or  from  deflection  of  cables  under  load.  If 
this  hinge  is  made  so  that  it  allows  lateral  motion  as  well  as  vertical 
motion,  then  the  lateral  motion  will  be  so  large,  without  being  more 
than  permissible  on  so  long  a  span,  that  the  cables  take  the  largest 
part  of  the  uniformly  distributed  wind  pressure.  How  important 
these  two  advantages  of  a  center  hinge  are  can  be  seen  from  the  fact 
that  the  strains  produced  in  the  center  of  the  chords  of  the  stifEisning 
trusses  by  the  effects  of  temperature  changes  and  load  changes  in  the 
length  of  the  cables,  amount  to  about  ±.  5  000  lbs.  per  square  inch, 
and  the  strains  from  wind  amount,  according,  to  the  author,  to  ziz 
14  000  lbs.  per  square  inch  of  bottom  chords.  These  strains,  together, 
are  therefore  larger  than  all  the  other  strains  at  the  centers  of  the 
chords  of  the  stiffening  trusses. 

An  objection  has  been  raised  to  the  use  of  a  hinge  in  the  center  of 
the  span,  permitting  lateral  as  well  as  vertical  motion,  that  it  would  be 
difficult  to  make  such  a  detail.  If  the  lateral  deflection  is  so  large 
that  the  cables  balance  the  wind  pressure  near  the  center  of  the  spao, 
then  this  hinge  will  have  to  resist  no  tension  or  compression  but  only 
shear,  and  there  are  several  methods  of  constructing  it.  One  of 
them  is  connecting  the  ends  of  the  top  chords  of  the  flrst  half  span 
with  the  ends  of  the  bottom  chords  of  the  second  half  span,  and  the 
ends  of  the  top  chords  of  the  second  half  span  with  the  ends  of  the 
bottom  chords  of  the  flrst  half  span,  by  means  of  vertical  wire  ropes 
which  will  transfer  shear  in  both  directions,  and  will  allow  consider- 
able lateral  deflection,  especially  if  they  have  considerable  length, 
without  producing  large  tensions  or  compressions  in  the  chords  of  the 
stiffening  trusses.  The  same  connection  might  be  made  by  means  of 
flexible  plates  instead  of  wire  ropes. 
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In  the  preceding  oomparison  of  the  weight  of  two  stiffening  tmsses,  Mr.  Mayer, 
one  66  ft  8  ins.  high  and  continuous,  the  other  200  ft.  high  and  hinged, 
BO  consideration  has  been  taken  of  the  very  large  strains  in  the 
chords  of  stiffening  trusses,  which  are  the  consequence  of  the  absence 
of  hinges,  and  would,  if  considered,  make  the  comparison  still  much 
more  favorable  to  the  hinged  truss.  The  other  differences  between 
the  strains  of  a  hinged  truss  and  those  of  a  continuous  truss  have  also 
been  neglected  through  the  whole  argument.  These  differences  are 
not  very  large,  and  are,  on  the  whole,  in  favor  of  the  hinged  truss. 

In  the  argument  showing  that  the  stiffening  truss  has  to  distribute 
only  part  of  the  moving  load,  in  the  author's  bridge,  69 A%  of  it,  it  is 
assumed  that  the  other  30. 6^?^  of  the  moving  load  will  produce  at  the 
lower  ends  of  the  suspenders  exactly  the  same  deflections  as  the  69. 4^ 
of  it  produce  at  the  corresponding  points  of  the  stiffening  trusses. 
This  assumption  is  based  on  the  single  fact  that  the  deflections  pro- 
duced at  one-quarter  of  the  span  by  the  two  loads  before  mentioned 
at  the  ends  of  the  suspenders  and  in  the  stiffening  truss  are  alike. 
Since  the  deflections  produced  in  the  cables  and  stiffening  trusses  by 
any  loads  are  dependent  on  different  and  independent  variables,  this 
assumption  cannot  be  absolutely  and  generally  true.  This  vitiates  to 
a  large  degree  the  calculation  of  a  shallow  stiffening  truss  and  to  a 
much  smaller  degree  that  of  a  deep  one.  A  considerable  saving,  which 
has  not  been  considered,  can  be  made  by  varying  the  sections  through- 
out the  length  of  the  stiffening  trusses,  but  this  is  only  advisable 
where  it  is  possible  to  make  accurate  strain  sheets,  as  is  the  case  in  a 
hinged  truss. 

The  foregoing  reasons  induced  the  Union  Bridge  Company  to 
choose,  in  its  design  for  a  suspension  bridge  across  the  Hudson  for  six 
railroad  tracks,  cables  in  vertical  planes  and  hinged  stiffening  trusses 
of  200  ft.  depth. 

The  dificulty  in  the  author's  design  for  the  cables,  which  arises  from 
the  impossibility  of  making  sockets  as  strong  as  the  ropes,  might  be  over- 
come by  bending  the  latter  about  a  half-round  saddle  on  top  of  the 
towers  before  inserting  them  into  the  sockets.  In  this  case  the  maxi- 
mum strains  in  tbe  ropes  at  the  sockets  would  probably  be  so  much 
smaller  than  near  the  saddles  that  the  sockets  would  not  be  the  weak- 
est parts  of  the  cables.  Certainty  on  this  matter  could  be  obtained 
easily  by  tests. 

F.  Coi*iiiNGwooD,  M.  Am.  Soc.  C.  E. — The  author  states  that  the  Mr.  GoUing- 
strands  of  the  cables  will  be  adjusted  under  tension  at  the  works,  so  that  ^<>^- 
no  further  adjustment  will  be  required  in  the  field.  The  work  of  put- 
ting the  ropes  in  place  is  described,  and  apparently  this  is  to  consist 
of  simply  carrying  them  across  the  span  one  by  one,  and  placing  the 
sockets  in  the  places  provided  for  them.  In  this  connection  the 
speaker  asked  whether  consideration  has  been  given  to  the  change  in 
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Mr.  CoUlDg-  elevation  which  will  *  be  caused  by  the  change  in  length,  resulting 
from  drawing  in  the  ropes  to  form  the  cables.  The  diameter  at  the 
points  of  attachment  scalea  in  the  cuts  in  the  neighborhood  of  7^  ft., 
and  allowance  must  be  made  in  the  leng^th  of  each  strand  for  the  posi- 
tion it  finally  occupies. 

Again,  it  is  problematical  whether  it  is  practicable  to  bring  nu- 
merous ropes  hanging  freely  in  space  into  a  compact  cylindrical  form 
without  building  up  a  core  first,  and  possibly  adding  successive 
layers.  The  lateral  movement  of  any  one  of  the  many  ropes  will  inter- 
fere with  the  final  result,  and  such  movement  is  almost  certain  to  be 
caused  by  the  operation  of  compression.  The  fact,  also,  of  the  wires 
in  the  ropes  twisting  spirally  around  the  exterior  will  interfere  with 
the  free  movement  which  straight  wires  would  have. 

In  laying  up  the  cables  of  the  existing  East  River  Bridge,  the 
strands  were  each  seized  at  intervals  of  2  ft.  4  ins.  throughout  their 
lengths.  After  the  first  twelve  strands  in  each  cable  were  completed 
and  in  place,  the  central  seven  were  made  into  a  core.  In  each 
case  the  previous  seizings  were  removed  sufficiently  far  in  advance  to 
allow  the  wires  to  be  spread  out  into  their  true  position,  which  was 
done  by  means  of  mallets  and  pressure.  Finally  the  nineteen  strands 
were  brought  into  a  compact  whole. 

The  exact  length  of  every  strand  when  in  position  in  the  cable  was 
calculated  as  nearly  as  possible,  care  being  taken  not  to  make  it  too 
short.  When  the  strand  had  been  lowered  to  place,  its  length  was 
finally  adjusted  by  the  position  it  occupied  vertically  at  the  center  of 
the  span,  those  strands  which  were  to  be  drawn  in  the  most  hanging 
the  lowest,  the  central  strand  being  the  guide. 

The  work  of  adjustment  is  undoubtedly  increased  by  cutting  the 
ropes  at  the  towers  and  the  increased  weight  of  material  due  to  it  is  a 
large  item;  the  question  naturally  arises  as  to  whether  it  is  a  neces- 
sity. 
Mr.  Cooper.  Theodobe  Coopbb,  M.  Am.  Boc.  C.  E. — In  discussing  this  thought- 
ful paper,  it  should  be  borne  in  mind  that  the  number  of  tracks,  char- 
acter of  the  train  service  and  local  conditions  will  vary  for  different 
localities,  and  that  even  at  any  particular  locality  there  may  be  a  wide 
difiference  in  the  views  held  as  to  the  capacity  that  should  be  given  to 
such  a  structure. 

The  only  true  test  of  the  relative  merits  of  different  systems  of 
bridges  to  accomplish  best  the  desired  result  is  a  comparison  of  costs 
for  structures  under  a  uniform  set  of  requirements. 

The  author  has  adopted  a  cable  system  formed  of  coiled- wire  ropes, 
a  stiffening  truss  continuous  over  the  piers,  and  a  maximum  allowed 
deflection  at  the  quarter-span,  as  essential  features  of  his  study. 
Whether  this  combination  will  give  an  economical  and  satisfactory 
structure  is  at  least  questionable. 
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Coiled-wire  ropes  have  been  used  for  saspension  bridges,  and  have  Mr.  Ckwper. 
attractive  features  from  the  point  of  view  of  more  rapid  erection  of  the 
cables.  The  longest  span  formed  of  coiled-wire  ropes  known  to  the 
spei^ker  is  the  Middle  Harbor  Bridge,  at  North  Sy^daey.  It  is  1  026 
ft.  long,  and  has,  judging  from  a  photograph,  a  center-hinged  stiffening 
truss  ;  it  is  not  a  railroad  bridge.  Gables  of  this  kind  have  been  ad- 
vocated by  Oeneral  K  W.  Serrell  for  bridges  over  the  Hudson  River 
at  Fort  Montgomery  and  at  New  York  City. 

Coiled-wire  ropes  must  have  a  lower  modulus  of  elasticity  than 
cables  formed  of  straight  wires.  While  the  elongation  which  measures 
the  modulus  is  in  the  straight  wire  an  actual  elongation  of  the  metal, 
in  a  coiled  rope  it  is  only  partially  an  elongation  of  the  metal,  the  rest 
being  due  to  the  elongation  of  the  coils  of  the  individual  wires  forming 
the  rope.  The  elongation  of  the  coils  will  depend,  to  a  more  or  less 
extent,  upon  the  rigidity  of  the  core  and  degree  of  hardness  with  which 
the  coils  are  wound,  for  the  only  thing  which  prevents  the  straighten- 
ing out  of  the  coils  is  the  radial  resistance  to  compression  of  the  core 
and  inner  strands. 

The  modulus  of  a  coiled-wire  rope  is  partly  tensile  elongation  of 
the  metal,  partly  torsion,  and  partly  elongation  of  the  coils. 

It  is  natural,  therefore,  to  expect  coiled  ropes  to  have  a  considerably 
lower  modulus  than  straight  wires,  and  also  that  the  moduli  would  be 
variable  for  different  ropes  or  parts  of  the  same  rope. 

As  far  as  the  speaker  has  been  able  to  discover,  actual  tests  confirm 
the  above  theoretic  expectations.  Tests  submitted  to  him  by  General 
Serrel,  with  his  proposed  plan  for  the  North  River  Bridjo^e,  which  were 
made  at  the  Watertown  Arsenal,  showed  that  the  moduli  of  different 
ropes  for  different  loads  varied  as  widely  as  12  500  000  to  24  000  000 
lbs.  Between  the  loads  of  30  000  to  60  000  lbs.  per  square  inch  a 
hawser-laid  rope  gave  a  modulus  of  16  500  000  lbs. ,  and  ropes  formed 
somewhat  similar  to  those  proposed  by  the  author  gave  moduli  from 
21  500  000  lbs.  to  24  000  000  lbs. 

The  abstract  of  tests  given  by  the  author  shows  that  under  different 
degrees  of  loading  the  elongations  of  the  coiled-wire  ropes  exceeded 
^y  ^%  to  60%  the  elongations  of  the  straight  ropeis.  The  coiled 
ropes,  however,  after  being  under  strain  for  some  hours,  gave  a  fair 
modulus  of  about  25  000  000  lbs. 

The  fuller  reports*  are  very  interesting,  and  make  a  better  showing 
between  the.  coiled  and  straight-wire  ropes  than  the  abstracts  did. 
Test  No.  8  271  on  straight- wire  rope  of  plow  steel,  and  test  No.  8275 
on  coiled-wire  rope  of  plow  steel,  may  be  taken  as  typical  of  the  general 
results.  The  elongations  for  each  10  000  lbs.  in  percentages  are  tabu- 
lated  on  the  next  two  pages. 

*  Bent  bj  tho  author  to  the  writer  alter  the  meeting.  A  oopy  of  the  oomplete  report  of 
the  teets  ii  filed  in  the  Library  of  the  Society. 
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Mp.Coopw.                   No.  8  271.- 

— Straig 

HT-WiRE  I 

Stnkln  periqnare  inch. 
Poondi. 

Elongation  for  10  000  lbs. 

10  000 

0.000 

20  000 

0.0682 

80  000 

0.0482 

40  000 

0.0886 

50  000 

0.0410 

20000 

0.0517 

80  000 

0.0478 

40000 

0.0428 

60  000 

0.0416 

60  000 

0.0406 

20  000 

0.0416 

70  000 

0.0447 

20  000 

0.0488 

80  000 

0.0428 

70  000 

0.0859 

60  000 
70  000 

0.0864 
0.0861 

Average 

80  000 

0.0864 

90  000 

0.0898 

80  000 

0.0852 

70  000 

0.0868  J- Average 

60  000 

0.0868  ) 

20  000 

0.0580 

60  000 

0.0447 

70  000 

0.0872  \ 

80  000 

0.0864  >  Average 

90  000 

0.0874  ) 

etc. 

Ultimate  strength 

of  rope 188  980  lbs. 

<< 

<{ 

**  wires  .. 

226  800** 

0  0862 


0.0361 


0.0870 


The  negative  set  shown  on  relaxing  the  strain  and  the  difference  in 
ultimate  strength  between  the  rope  and  the  wires  from  which  it  was 
formed  indicate  that  the  wires  of  the  rope  were  not  palling  equally. 
The  elongations,  therefore,  are  greater,  and  the  resulting  modulus  less, 
than  would  be  the  case  were  all  the  wires  equally  strained.  For  long 
ropes  this  failure  to  pull  equally  would  be  less  than  for  short  samples 
suitable  for  use  in  the  testing  machine.  The  small  differenoes  in 
lengths  of  the  wires  and  also  any  slipping  of  the  wires  in  the  sockets 
would  be  relatively  less  important,  as  the  ropes  increased  in  length. 

It  will  be  seen  that  when  this  rope  had  been  strained  to  80  000  lbs. 
and  then  tested  back  and  forth  from  90  000  to  60  000  lbs.,  the  elonga- 
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tdon  became  quite  uniform  at  about  0.0361,  giving  a  modulus  of  about  Mr.  Cooper. 
27  700  000  lbs.  Perhaps  this  modulus  would  have  been  higher  if  this 
rope  had  been  treated  similarly  to  the  coiled  ropes  8  278  and  8  275, 
viz.,  kept  under  a  strain  of  60  000  lbs.  for  a  nuuiber  of  hours  and  then 
tested  back  and  forth  between  limits  not  exceeding  10  000  lbs.  It 
would  be  verj  interesting  to  have  had  exaotly  similar  tests  upon  both 
kinds  of  ropes  and  single  wires,  that  their  moduli  could  be  compared. 

No.  8  275. — Coii*KD-WiRE  Rope  of  Plow  Steel. 


strain  p«r  iqiiare  inch. 
Pounds. 

10  000 

20  000 

BOOOO 

40  000 

50  000 

60  000 

50  000 

60  000 

50  000 

60000 

50000 

60  000 

50  000 

60  000 

50  000 

60  000 

50  000 

60  000 

50  000 

60  000 

70  000 

60  000 

70  000 

80  000 

70  000 

80  000 

90000 

80  000 

90  000 

etc. 

Ultimate 


Average 0.0416 


Elongaiion  for  10  000  Ibi. 
Percentage. 

0.000 

0.0520* 

0.0513* 

0.0527* 

0.0510* 

0.0527* 

0.0415 

0.0420 

0.0415 

0.0415 

0.0412 

0.0417 

0.0416 

0.0416 

0.0400 

0.0400 

0.0400 

0.0401 

0.0401 

0.0400 

0.0463* 

0.0403  )    ^ 

0.0408  \  ^^«'««® 

0.0517* 

0.0396  ) 

0.0408  \  ^^erage, 

0.0581* 
0.0397  )    . 
0.0415  [  ^^^"^^ 
etc. 

strength  of  rope 177  690 

wires 226300 


Average 0.0400 


0.0404 


0.0402 


0.0406 


*  Held  at  60  000  Iba.  for  lB)i  honrs. 
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MP.  Cooper.  It  will  be  Dotioed  that  when  a  new  Btrain  greater  than  a  preTions 
strain  is  put  upon  the  rope  (as  marked  by*),  the  elongation  is  large; 
but  when  the  strains  are  not  varied  more  than  10  000  lbs.  back  and  forth, 
the  elongations  are  smaller  and  more  uniform.  The  wires  probably 
move  slightly  as  long  as  the  strains  are  increasing,  making  the  greater 
elongations;  bnt  after  they  have  taken  on  the  new  position,  motion  does 
not  take  place  for  limited  strains  of  a  less  intensity.  If  the  rope  is 
held  for  hours  under  one  strain,  the  wires  complete  their  movement 
and  then  the  elongation  becomes  the  true  elongation — free  from  any 
movement  of  the  wires  on  themselves. 

The  wires  in  the  coiled  rope  appear  to  have  pulled  together — as 
would  be  expected  from  their  twisted  condition — better  than  in  the 
straight  rope. 

The  modulus  of  25  000  000  lbs.  as  compared  to  the  modulus  27  700  000 
lbs.  of  the  straight  rope  is  a  favorable  result,  but  in  lohger  ropes  or 
bridge  cables  it  is  probable  that  the  coiled  ropes  would  not  show  much 
better  results,  while  the  straight  ropes  should  be  somewhat  better. 
The  ultimates  would  probably  be  better  in  an  actual  cable,  but  the 
straight  ropes  would  get  the  greater  increase.  Neither,  however,  could 
be  expected  to  give  as  good  an  ultimate  strength  or  modulus  as  would 
be  due  to  straight  wires.  Judging  from  the  ultimates  of  the  straight 
ropes  and  the  single  wires,  the  modulus  of  the  wires  should  have  been 
80  000  000  lbs.  or  more. 

The  author  has  selected  a  stififening  truss  continuous  over  four 
supports,  which  will  be  about  25%  stififer  than  a  truss  supported  at 
the  ends.  As  the  cables  will  be  more  elastic  than  straight-wire  cables, 
the  combination  of  a  stiffer  form  of  truss  with  the  more  elastic  form 
of  cable  will  not  be  in  the  line  of  economy,  for  it  will  increase  the 
proportion  of  the  load  which  must  be  carried  by  the  truss,  and  also  in- 
crease the  strains  due  to  the  rise  and  fall  of  the  cables  through 
temperature  changes.  Whether  the  loss  of  economy  will  be  com- 
pensated for  by  the  absence  of  a  central  hinge  and  end  fastenings  is 
questionable. 

The  author's  description  of  the  functions  of  the  stiffening  truss  for 
different  classes  of  bridges  does  not  cover  the  whole  case.  The  speed 
of  the  moving  load  is  also  an  important  factor.  A  cable  that  might  be 
sufficiently  flexible  to  accommodate  itself  to  slowly  moving  loads  with- 
out injury  would  be  seriously  affected  by  the  same  loads  moving  at 
far  higher  speeds. 

The  author  has  selected  as  a  permissible  deflection  at  the  quarter 
span  a  depression  of  3^  ft. ,  with  its  accompanying  rise  at  the  opposite 
quarter,  for  the  purpose  of  proportioning  his  stiffeniag  truss.  That 
such  a  distortion  of  the  cables  would  not  in  itself  be  harmful  is  true; 
but  when  such  distortions,  if  they  occur,  must  be  reversed  at  opposite 
quarter  spans  in  the  space  of  a  few  seconds,  under  trains  moving  at  30 
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to  40  miles  per  hour,  thej  become  a  serious  matter.  On  the  only  rail-  Ur.  Cooper, 
road  sospension  bridge  in  use  for  heavy  trains,  the  Niagara  Suspension 
Bridge,  trains  are  not  only  limited  in  weight,  but  also  to  very  slow 
speeds,  4  to  5  miles  per  hour.  Considering  the  limitation  that  this 
restriction  puts  upon  the  capacity  of  this  bridge,  it  is  fair  to  assume 
that  they  have  not  found  high  speeds  favorable. 

It  is  not  of  course  claimed  that  there  will  be  undulations  traveling 
from  one  end  of  the  cables  to  the  other  of  any  such  magnitude  as 
3^  ft.,  as  the  inertia  of  the  mass  would  not  permit  it;  but  the  energy 
corresponding  to  such  an  undulation  must  be  destroyed  somehow. 
That  this  will  not  produce  dangerous  and  destructive  results  in  the 
cables  or  other  parts  of  the  structure  should  be  well  established  before 
being  adopted  as  a  feature  of  the  design. 

That  it  would  tax  heavily  the  suspender  system  seems  certain. 
For  a  railroad  suspension  bridge,  reliance  should  not  be  placed  on  the 
frictional  resistance  of  cable  clamps  for  suspender  loads.  While  it 
may  be  possible  to  obtain  sufficient  friction  to  resist  the  slipping  of 
the  clamps,  the  compression  put  upon  the  cables  to  obtain  such  fric- 
tion may  be  very  injurious  to  the  cables.  Moreover,  any  slipping  of 
the  clamps  injures  the  cable  wrapping.  It  is  stated  that  some  of  the 
clamps  of  the  Brooklyn  Bridge  slipped  in  the  early  days  of  its  con- 
struction. 

For  long  spans  like  the  one  under  consideration,  the  greater 
versed  sine,  obtained  by  use  of  metal  towers,  makes  the  angle  of  the 
cables  much  steeper  than  those  of  the  Brooklyn  Bridge  (about  50 
per  cent.). 

In  addition,  the  heavier  train  loads  make  it  more  important  that 
the  connection  of  the  suspenders  to  the  cables  be  positive. 

In  the  specittcations  for  the  proposed  North  River  Bridge,  the 
speaker  required  that  **the  pull  of  the  suspenders  in  the  direction 
of  the  cables  must  be  taken  up  otherwise  than  by  the  friction  of  the 
cable  bands  produced  by  bolts  through  their  flanges.  Only  20^  of 
the  normal  pressure  upon  the  cables,  produced  by  the  load  on  the 
suspenders,  shall  be  considered  as  resisting  this  pull.  The  remainder 
must  be  taken  up  by  supplementary  cables  or  ropes  running  from 
the  saddles  to  the  suspender  connections  or  some  equally  acceptable 
device. " 

Fig.  24  shows  the  general  method  that  was  intended  by  this  clause. 
The  inner  sleeve  is  clamped  to  the  cable  as  a  bearing  for  the  free 
saddle  carrying  the  suspenders.  The  saddle  is  held  by  the  supple- 
mentary ropes  extending  from  one  saddle  to  the  other,  and  anchored 
at  the  towers.  By  this  means  the  saddle  can  accommodate  itself  to 
any  sudden  or  undue  loading  without  the  chance  of  causing  slipping 
of  the  cable  clamp  out  of  position. 

If  the  vertical  load  on  one  suspender  is  called  F,  the  pressure  in 


Digitized  by  VjOOQIC 


434 


DISCUSSION  OK   SUSPENSION  BRIDGES. 


Mr.  Cooper,  a  nonnal  direction  at  the  suspender  joint  at  the  highest  point  (for  the 
plan  under  discussion)  will  be  0.903  F,  and  the  tangential  pull  0.42571 
If  20^  of  the  normal  pressure  is  assumed  to  resist  the  tangential  pull, 
the  suspender  load  on  the  highest  suspender  only  needs  a  tangential 
resistance  of  0.244F.  Summing  up  all  the  tangential  pulls  for  the 
whole  series  of  suspenders,  it  will  be  found  that,  when  all  the  sus- 
penders are  fully  loaded,  the  maximum  tangential  pull  at  the  towers 
will  be  about  3  F,  or  the  supplementary  ropes  at  the  towers  need  be 
only  sufficient  to  resist  the  load  on  three  suspenders,  or  100  ft.  of 


Pjo.  24. 

bridge,  the  suspenders  being  33^  ft  apart  in  this  plan.  As  these 
ropes  can  be  loaded  safely  with  higher  strains  than  the  suspenders,  if 
they  are  loaded  the  same  as  the  main  cables  they  will  only  equal  1^ 
times  one  suspender,  or  4^  sq.  ins. ,  divided  into  two  ropes,  one  on  each 
side  of  the  main  cable.  As  these  4^  sq.  ins.  will  carry  loads  that 
otherwise  would  have  been  carried  by  the  main  cables,  4i  sq.  ins.  can 
be  deducted  from  the  main  cable  areas  for  their  whole  length  between 
towers,  so  that,  instead  of  being  an  additional  cost,  they  will  produce 
a  saving. 
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E.  Gybbon  Sptlsbubt,  M.  Am.  Soc.  C.  E. — Mr.  Cooper  calls  atten-  Mr.  SplUbury. 
tion  to  the  fact  that  the  reBults  of  the  experiments  on  wire  ropes  men- 
tioned in  the  paper  do  not  correspond  with  thpse  found  by  Gen. 
Serrell  some  years  ago.  The  discrepancies  between  the  results  appear 
to  be  due  to  the  diflference  of  the  structure  of  the  ropes  or  cables 
tested,  and  also  to  the  difference  of  the  methods  used  in  socketing.  Gen. 
Seidell  made  his  tests  on  a  rope  which  he  describes  as  hawser-laid. 
This  rope,  as  generally  known  to  the  trade,  is  made  up  of  six  strands, 
each  consisting  of  twelve  wires  twisted  round  a  hemp  center,  these 
strands  being  again  laid  together  round  a  hemp  center.  With  a  cable 
made  in  this  manner,  it  is  hard  to  see  how  any  one  could  expect  to  ob- 
tain any  regular  or  determined  modulus.  Evenif  the  term  "hawser- 
laid,"  used  by  Gen.  SerrelJ,  was  a  mistake,  and  he  meant  an  ordinary  six- 
strand  cable  with  wire  instead  of  hemp  centers,  the  results  would  have 
been  the  same,  as  the  tensions  of  the  wires  in  each  strand  would  be 
dififerent  from  the  tensions  of  the  strands  in  the  rope,  and  it  would  be 
a  practical  impossibility  to  bring  them  into  unison.*  The  twisted  cables 
tested  by  the  author  were  in  reality  simple  strands,  and  consequently 
not  subject  to  the  same  objections.  In  one  set  of  these  test  ropes  the 
wires  were  all  twisted  with  a  long  lay  in  the  same  direction  ;  the  other 
set  had  each  layer  of  wires  coiled  in  opposite  directions.  The  advan- 
tage of  this  latter  construction  is  to  balance  the  internal  strains  and 
obviate  the  natural  tendency  of  coiled  ropes  to  revolve  on  their  central 
axis  when  under  strain.  Whether  this  advantage  will  be  found  to 
overbalance  the  possibility  of  internal  shearing  strains  being  set  up 
in  the  cable,  due  to  the  crossing  of  the  wires,  as  suggested  by  Mr. 
Cooper,  the  speaker  was  not  prepared  to  say,  nor  did  it  seem  material 
to  the  general  question,  as  the  results  for  modulus  were  practically 
the  same  in  both  cases. 

Admitting  the  feasibility  of  using  coiled  strands  in  such  a  bridge- 
construction,  the  success  of  the  socketing  of  these  strands  is  of  the 
highest  importance.  The  author  calls  attention  to  the  fact  that  this 
is  possibly  the  weakest  point  of  the  structure,  and  bases  this  opinion 
on  the  result  of  the  tests  before  alluded  to.  As  a  fact,  the  first  break- 
ing of  the  cables  under  test  always  occurred  on  the  outside  layer  of 
wires,  but  inside  the  socket.  It  was  evident  from  this  fact  either  that 
the  inside  shape  of  the  socket  was  defective,  as  suggested  by  the 
author,  or  that  a  certain  amount  of  slippage  took  place  in  the  inner 
layers  of  the  rope,  which,  not  being  participated  in  by  the  wires  of 
the  outside  layer,  resulted  in  imposing  an  excess  of  strain  on  these 
latter,  and  their  consequent  breakage. 

The  sockets  used  were  of  the  ordinary  type  for  this  kind  of  rope. 
They  were  cylinders  of  soft  machinery  steel  bored  out  conically  for  the 
spread  of  the  wires  of  the  strand.  The  method  of  socketing  was  as  fol- 
lows. The  end  of  the  rope  being  passed  through  the  socket,  the  outside 
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Mr.  Spllsbury.  layer  of  wires  was  partially  untwisted,  and  each  wire  separated  and 
spread  out  against  the  taper  surface  of  the  socket.  A  split  wedge- 
shaped  thimble,  having  the  same  taper  as  the  socket,  is  then  put  around 
the  inner  coil  and  driven  home.  In  the  interstices  between  each  wire 
are  driven  taper  wedges.  The  first  layer  secured,  the  wires  of  the 
succeeding  layers  are  similarly  spread  out,  and  all  the  interstices  filled 
in  with  similar  wedges  and  thimbles,  all  being  finally  forced  down  into 
place,  either  with  a  screw  or  hydraulic  press.  Theoretically,  if  the 
result  of  this  work  was  perfect,  the  central  wires,  being  the  shortest, 
should  have  broken  first;  whereas,  as  stated  by  the  author,  the  outside 
wires  were  the  ones  which  failed.  The  author  attributes  the  failure 
at  this  point  to  be  due  to  the  ridge  or  shoulder  which  existed  in  each 
coupling  at  the  point  where  the  taper  merged  into  the  straight  open- 
ing. The  speaker's  impression  is  that  this  ridge  cannot  account  alone, 
if  at  all,  for  the  breakage,  owing  to  the  fact  that  the  material  compos- 
ing the  socket  was  soft  steel,  while  the  wires  of  the  rope  were  exces- 
sively hard.  This  was  shown  by  cutting  open  one  of  the  sockets  after 
the  test,  when  it  was  found  that  all  of  the  outside  wires  were  imbedded 
to  about  one-third  of  their  diameter  in  the  steel  of  the  socket,  which, 
under  the  pressure,  had  flowed  up  between  the  wires,  and  in  some 


instances  been  forced  up  even  between  the  wedges  in  a  thin  film.  It 
is  his  opinion  that  the  failure  of  the  sockets  used  to  develop  the  full 
tensile  strength  of  the  rope  was  due  to  the  difference  of  the  coefficient 
of  friction  between  the  wire  and  the  metal  of  the  socket,  in  the  first 
place,  and  the  wires  among  themselves,  in  the  second  place,  thus 
allowing  these  latter  to  slip  on  themselves  and  impose  excessive  strain 
on  the  outside  wires,  which,  under  the  increased  frictional  pressure, 
were  unable  to  give  correspondingly.  In  order  to  avoid  these  defects, 
a  new  socket  has  been  designed,  specially  adapted  for  smooth-coil 
cables.  This  socket  (Fig.  25),  which  has  been  named,  from  its  shape, 
the  steeple  socket,  is  really  a  combination  of  several  sockets  one  back 
of  the  other,  and  each  one  having  to  take  care  of  only  a  certain  number 
of  layers  of  wire.  The  cable  being  passed  through  the  first  section  of 
the  coupling,  the  outside  layer  of  wires  is  spread  out  to  conform  with 
the  taper  in  the  socket,  while  the  rest  of  the  rope  remains  intact  and  goes 
through  to  the  second  socket.  Taper  wedges  and  thimbles  are  driven 
in  between  these  outer  wires  and  the  central  core,  and  smaller  wedges 
are  driven  down  between  each  of  the  outer  wires,  thus  insuring  an  even 
pressure  on  each  of  them.     The  ends  of  these  wires  being  then  bent 
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over  the  outside  of  the  socket,  the  second  socket  b  fitted  down  on  them,  Mr.  Spilsbury. 

and  the  second  and  third  layers  of  rope  are  spread  out  in  the  taper  of 

this  socket,  and  secured  in  the  same  manner  as  the  outside  wires  were 

in  the  first  one.     This  is  repeated  in  each  following  socket,  until  every 

wire  in  the  rope  has  been  individually  secured.     While  the  length  of 

such  a  fastening  is  somewhat  greater  than  the  ordinary  socket,  it  is  not 

so  much  so  as  would  be  imagined,  as  the  size  of  each  following  socket 

is,  of  course,  much  smaller  than  the  preceding  one,  it  having  less  work 

to  perform.     Several  of  these  fittings  have  been  tested  on  different 

sizes  of  ropes;  the  rope  has  broken  invariably  entirely  outside  of  the 

sockets,  thus  showing  that  the  fastenings  were  always  stronger  than 

the  cable. 

W.  H.  Bbbithaupt,  M.  Am.  Soc.  C.  E. — The  cutting  of  the  cables  Mr.  Breit- 
at  the  towers  in  the  author's  desigpi  involves  a  great  deal  of  work  and    ^"^  ' 
additional  weight.     To  offset  this  it  is  held  that  a  stiffer  and  stronger 
wire  can  be  used  in  the  cables  on  account  of  avoiding  its  weakening  by 
the  abrupt  bend  at  the  towers,  that  erection  will  be  much  simplified, 
and  that  the  backstays  can  better  be  g^ven  any  desired  direction. 

The  weakest  parts  of  the  ropes  forming  the  cable,  as  is  brought  out 
in  the  paper,  are  the  sockets.  The  vertical  angles  between  the  back- 
stay and  main  cable  ends  are  129^  17'.  Subtending  this  with  a  chord  of 
12  ft.,  which  would  give  a  large  enough  saddle  if  the  cables  are  fixed 
to  the  towers,  will  give  a  tangent-to-cable  circular  arc,  the  radius  of 
which  is  13.99  ft.  To  bend  a  2i-in.  wire  rope,  even  if  of  the  stiffest  wire 
used  for  such  rope,  over  a  cylinder  of  28  ft.  diameter  will  impair  its 
strength  very  little;  the  sockets  would  still  remain  considerably  the 
weakest  part  of  the  rope.  The  bending  over  this  cylinder  of  28  ft. 
diameter  would  not  be  of  the  d-ft.  cable,  but  only  of  the  2} -in.  wire 
rope,  as  is  obvious  from  the  method  of  construction. 

The  three  shorter  ropes  proposed,  the  heaviest  weighing  33  420  lbs., 
could  be  more  easily  transported  than  a  rope  in  one  piece,  of  56  980 
lbs.,  reaching  from  anchorage  to  anchorage.  Transportation  of  the 
latter  would  not  be  impracticable;  if  found  preferable  a  thinner  rope 
coming  within  the  desirable  weight  limit  for  transportation  could  be 
used.  The  work  of  paying  out  one  rope  from  anchorage  to  anchor- 
age should  not  be  more  than  that  of  paying  out  the  three  proposed 
sections,  and  would  be  done  from  a  better  working  base;  though  it 
must  be  borne  in  mind  that  the  three  shorter  sections  might  be  reeled 
off  directly  from  the  barges  on  which  they  were  transported,  located 
at  the  tower  bases. 

Friction  and  the  angle  of  the  cable  over  the  tower  would  in  them- 
selves suffice  to  transmit  horizontal  stresses  from  cable  to  tower,  and 
fastening  could  easily  be  further  safeguarded  by  clamps.  The  proper 
pulling  of  the  backstay  and  the  main  part  of  the  cable  against  each 
other  would  be  a  matter  of  adjustment,  in  position  and  inclinution,  of 
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llr.  Breit-  the  saddles,  and  there  would  remaiii  the  same  freedom  as  by  the  pro- 
posed method  of  giying  the  backstays  the  most  desirable  directioa. 

There  is  another  objection  to  the  proposed  method  of  fastening  the 
cables  to  the  towers.  The  cables  are  at  this  point  increased  from  a 
diameter  of  3  ft.  to  one  of  about  6  ft.  The  center  rise  and  fall  of  the 
cable  from  stresses  and  the  assumed  temperature  changes  is  10.26  ft. 
between  extremes.  This  causes  material  detrimental  bending  of  the 
cable  at  the  tower  fastening,  even  on  a  3*ft.  diameter  of  cable,  and  is 
proportionally  worse  with  a  6-ft.  diameter. 

Making  the  cables  continuous  from  anchorage  to  anchorage  and 
using  eight  saddles,  instead  of  cutting  and  using  the  proposed  con- 
nections, gives  an  approximate  difference  in  parts,  weight  and  cost,  as 
follows : 

4  048  sockets 145  728  lbs.  at  10  cents         «14  572  80 

Details  at  tops  of  towers 7  271  376 

Less  eight  saddles  and  connec- 
tions, say 600  000 


6  671  376  lbs.  at  5  cents  =  $333  568  80 


$348  141  60 


The  proposed  towers  do  not  require  longitudinal  stififness,  and 
would  be  lighter  with  a  narrower  longitudinal  base,  the  material  sav- 
ing being  in  the  bracing.  In  that  case  the  weight  would,  however, 
have  to  be  spread  again  to  cover  the  required  foundation  area.  A  con- 
tinuation of  the  idea  of  fastening  cables  to  towers  would  suggest 
using  rocker  bents  for  the  towers.  Such  bents  could  be  proportioned 
for  direct  pressure  only,  and  be  much  lighter  than  towers  of  the  ordi- 
nary form.  They  would  not  be  practicable  for  towers  of  the  pro- 
posed magnitude;  but  for  shorter  spans,  with  towers  of  not  over  175 
ft.,  they  would  aflfbrd  very  considerable  advantages. 

On  the  whole  for  towers  approaching  the  proposed  magnitude  the 
advantage  remains  with  the  customary  arrangement  of  movable  saddles 
if  the  towers  are  given  a  wide  enough  base  longitudinally  to  ensxire 
their  stiflfhess  in  that  direction. 
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CORRESPONDENCE. 


GusTAY  LiNDENTHAL,  M.  Am.  Soc.  C.  E. -^Although  the  suspension  Mr.  Linden- 
type  was  used  for  the  earliest  iron  bridges,  it  was  the  latest  for  which  ^**' 
correct  theories  of  calculation  as  regards  strains  from  moving  loads 
were  developed.  The  dimensioning  of  the  cables,  towers  and  anchor- 
ages was  always  a  simple  matter,  and,  to  judge  from  the  records  of 
older  suspension  bridges,  was  correctly  done  in  the  little  light  the 
early  engineers  had  on  the  strength  of  iron.  Before  the  era  of  rail- 
road building,  heavy  concentrated  loads  did  not  need  to  be  considered, 
being  easily  avoidable  by  street  regulations. 

The  suspension  type  for  railroad  loads  was  a  different  problem. 
Only  two  suspension  bridges  for  railroads  were  ever  built ;  one  on  the 
braced  double-chain  system  by  Engineer- Schnirch  over  the  Danube 
Canal  in  Vienna  in  1860,  replaced  in  1886  by  an  iron  arch  bridge;  and 
the  other,  the  famous  wire-cable  bridge  over  the  Niagara  Biver,  by 
John  A.  Boebling,  in  1854,  being  replaced  now,  also,  with  an  arch 
bridge. 

At  the  time  of  their  construction  no  reliable  theory  of  the  different 
systems  of  stiffening  existed,  and  it  is  not  surprising  that  both  bridges 
proved  inadequate  for  the  concentrated  loads  of  trains,  which  are  grow- 
ing heavier  every  year.  In  spite  of  the  insufficient  stiffening,  both 
bridges  showed  up  remarkably  well,  and  together  with  the  Brooklyn 
suspension  bridge,  which,  although  not  adapted  for  railroads,  is  never- 
theless subject  to  the  concentrated  load  of  100-ton  passenger  trains 
meeting  on  two  tracks,  augured  favorably  for  the  suitability  of  the  sus- 
pension type  for  long  railroad  spans,  when  properly  designed  in  the 
light  of  modem  theory. 

As  the  paper  deals  with  a  span  corresponding  to  the  dimensions 
required  for  a  railroad  bridge  over  the  North  River,  for  which  the 
writer  made  the  first  studies  and  plans,  beginning  some  twelve  years 
ago,  and  when  a  span  of  3  000  ft.  was  looked  upon  as  impracticable, 
even  by  some  bridge  engineers,  he  read  with  a  special  interest  the 
author's  views  on  the  subject. 

The  paper  treats  of  a  stiffened  suspension  bridge  in  its  simplest 
form ;  that  is,  of  a  combination  of  cables  and  stiffening  trusses  for 
the  middle  span,  with  the  backstays  of  the  shore  spans  carryinsr  only 
their  own  weight.  The  main  span  is  affected  only  by  the  loads  oc- 
curring on  it,  and  the  calculations  are  thus  not  complicated  by  loads 
suspended  from  the  backstays.  The  bridge  would  besuficient  for  six 
railroad  tracks. 

The  author  invites  special  attention  to  two  features.  One  is  the 
continuous  stiffening  trusses  extending  beyond  the  towers,  the  other 
his  method  of  cable  construction. 
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Mr.  Linden-  The  first  Ib  the  most  oommendable  feature  of  the  design.  It 
would  look  better,  however,  if  the  trusses  were  extended  to  the 
anchorages.  The  possible  turning  of  the  tracks  into  a  curve  on  the 
New  York  side  before  thej  reach  the  towers  may  explain  the  unsightly 
arrangement  of  one  end  of  the  desigpi,  bat.  th«re  appears  no  need  for 
repeating  it  at  the  other  end  of  the  bridge  for  the  sake  of  symmetry. 

The  special  merit  of  the  continuous  stiffening  girder  consists  in 
the  shifting  of  the  points  of  eontra-flexure  under  the  action  of  the 
moving  load.  It  is  a  prevention  of  and  a  protection  against  localized 
bending  strains  in  the  cables,  and  a  great  advantage  over  the  center- 
hinged  girder,  which  exposes  the  cable  to  sharp  and  continuous  bend- 
ing strains  at  the  center. 

The  continuity  of  the  girders  through  the  towers  is  also  a  good 
feature,  contributive  to  greater  stiflhess.  It  protects  the  cables  near 
the  towers  against  the  effects  of  sudden  loading  from  fast  trains  better 
than  girders  not  continuous  through  the  towers. 

Nothing  of  any  account  would  be  gained,  theoretically  or  prac- 
tically, in  varying  the  sections  of  the  chords  or  of  the  web  members 
for  such  a  girder  as  in  the  design,  and  the  author  chose  wisely  in 
adopting  a  uniform  section  for  the  suspended  part  throughout. 

There  is  no  single  quantitative  law  for  the  bending  and  shearing 
strains  in  continuous  stiffening  trusses.  For  such  having  the  heaviest 
chord  sections  or  greatest  height,  or  both,  at  the  middle,  the  deflec- 
tions will  be  different  under  the  same  moving  loads  as  for  trusses 
having  them  at  the  quarters.  For  different  assumptions  of  height 
or  sections  for  the  trusses,  there  will  result  differently  distributed 
deflections.  While  the  preliminary  caloasUations  for  working  out,  or 
balancing,  the  design  in  the  rough,  as  it  were,  are  simple  enough,  the 
flnal  computations,  even  with  the  facility  of  uniform  moments  of 
flexure,  are  sufficiently  involved  to  make  the  complication  from  un- 
necessary variations  of  section  and  height  undesirable.  They  offer  no 
compensating  advantages. 

The  writer  agrees  with  the  author  that  the  middle  hinge  in  a 
stiffening  truss  does  not  have  all  the  good  points  claimed  for  it.  The 
simpler  statical  calculation  for  this  kind  of  truss  is  no  advantage, 
since  equal  reliability  is  possible  for  the  more  intricate  calculations 
of  the  continuous  girder;  they  concern  the  engineer  alone,  and  can- 
not be  counted  an  objection.  The  necessity  of  carrying  the  top  wind 
bracing  down  to  the  lower  wind  truss  at  the  middle  hinge  is  a  gprave 
objection;  and  as  regards  the  supposed  freedom  from  temperature 
strains,  it  is  a  myth.  Theoretically,  as  well  as  practically,  the  hinged 
stiffening  g^der  requires  more  material  than  the  continuous  g^irder 
for  equal  unit  strains.  Making  the  g^ders  high  would  in  both 
systems  lighten  the  chords  and  show  an  apparent  saving,  were  it  pos- 
sible to  ignore  the  temperature  effects.     They  can,  however,  be  no 
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more  ignored  in  hinged  than  in  continuous  girders.  For  equal  height  Mr.  Linden- 
oi  trusses,  the  moment  areas  from  temperature  strains  are  the  same 
in  both  systems,  although  difierently  distributed.  Prof.  Melan,  of 
Austria,  a  leading  mathematical  authority  on  suspension  bridges,  and 
an  ifiKpeatt  Leagineer  whose  judgment,  the  writer  r06«9tders  of  t^weight, 
expressed  himself  likewise  in  favor  of  the  girder  without  middle 
hinge  in  a  conversation  on  this  subject.  For  an  impoi-tant  city 
bridge,  the  ungainly  appearance,  particularly  of  high  center-hinged 
girders,  should  alone  be  a  decisive  objection,  and  it  is  mere]y  a  ques- 
tion of  time  when  this  kind  of  g^der  will  be  classed  with  the  Boll- 
man,  Post  and  other  obsolete  forms  of  trusses,  which  likewise  were 
once  thought  to  have  special  merits  of  their  own. 

The  so-called  cantilever  feature  of  the  stiffening  girder  produces  a 
considerable  saving  in  weight  as  compared  with  the  ordinary  continu- 
ous girder.  An  approximate  calotdation  shows  that  for  the  latter  the 
excess  load  absorbed  by  the  cable  would  be  only  7%  instead  of  9.4^, 
as  in  the  author's  design.  The  simple  Continuous  g^der  would  need 
to  be  22^  higher  and  S%  heavier  between  towers,  including  due  allow- 
ance for  the  chords  tapering  from  the  quarters  towards  the  towers. 
The  cables  would  be  heavier  by  8^,  and  the  weight  per  lineal  foot 
would  be  40  600  lbs.  instead  of  39  000  lbs.  The  cost  of  the  metallic 
part  of  the  bridge  alone  would  be  increased  by  $300  000  over  the 
author's  design,  which  in  this  feature,  therefore,  possesses  also  the 
merit  of  economy  over  the  simple  continuous  girder,  and  still  more  so 
over  the  center-hinged  girder. 

It  is  not  quite  clear  why  the  ratio  of  dip  (using  this  word  for  the 
deflection  or  versed  sine,  improperly  so  called,  of  the  cable)  to  span 
was  chosen  as  one  to  eight,  possibly  for  the  sake  of  high,  flexible 
towers.  Flexibility  is  sometimes  an  advantage,  but  great  metallic 
height  is  a  disadvantage.  The  larger  amount  of  elastic  contraction  in 
the  towers  from  the  pressure  of  moving  loads,  together  with  the  greater 
sagging  and  stretch  in  the  longer  backstays,  causes  the  tower  tops  to 
swing  out  towards  the  main  span  more  than  with  shorter  towers;  the 
greater  height  is  also  more  expensive.  It  is  doubtful  whether  an  eco- 
nomical advantage  is  gained  over  a  flatter  catenary,  which  would  look 
better. 

Flatter  catenaries  have  greater  initial  rigidity,  as  the  writer  would 
term  it,  namely,  a  larger  proportion  of  live  load  is  required  to  distort 
the  cables.  The  effect  of  it,  like  that  of  cradled  cables  on  lateral  sta- 
bility, is  much  more  noticeable  and  beneficial  in  practice  than  mere 
theoretical  considerations  would  indicate. 

The  excess  live  load  on  the  loaded  half,  deflecting  3.5  ft.  at  the 
quarter,  would  increase  from  9.4^  of  the  dead  load  (with  the  first  sus- 
pender 200  ft.  from  the  tower)  to  11.3^  for  a  dip  of  one-tenth  the  span, 
and  to  13. 5X  ^or  a  dip  of  one-twelfth  the  span.     Thus,  assuming  for 
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Mr.  Linden-  easier  comparison  the  dead  load  (89  000  lbs.  per  lineal  foot)  carried  by 
the  cables  to  remain  the  same  for  different  ratios  of  dip  to  span,  the  ex- 
cess load,  which  in  the  design  takes  3  675  lbs.  ont  of  12  000  lbs.  and 
represents  30.6%  of  the  live  load,  would  take  4  400  lbs.,  or  36.7%  of 
the  live  load  for  a  dip  of  one-tenth  the  span,  and  for  a  dip  of  one- 
twelfth  it  wonld  take  5  260  lbs.,  or  43.8%  of  the  live  load,  all  for  the 
same  deflection  of  3.5  ft.  at.  the  quarter  point.  The  stiffening  trusses 
would  therefore  become  much  lighter,  although  the  cables  would 
become  heavier. 

The  length  of  span  itself  has  no  influence  on  the  percentage  of  ex- 
cess load  as  expressed  per  lineal  foot,  i.  e.,  if  the  span  were  1  000  ft. 
instead  of  3  200  ft.  (or,  virtually,. 2  800  ft.,  as  in  the  author's  design), 
the  percentage  of  excess  load  would  be  the  same,  provided  the  dead 
load,  the  dip  of  the  cable  and  the  deflection  at  the  quarter  were  the 
same;  but  when  the  length  of  span  is  given,  the  proportion  of  live  load 
for  which  the  stiffening  girder  must  be  dimensioned  will  be  smaller  as 
the  cable  curve  gets  flatter,  and  as  the  deflection  in  the  quarter  is 
allowed  to  be  greater. 

There  will  be,  then,  for  a  given  span  and  live  load,  and  for  a  given 
deflection  at  the  quarters,  some  combination  of  dip  of  cable  and  height 
of  stiffening  truss  which  will  result  in  a  design  requiring  the  least 
amount  of  metal  for  the  superstructure  and  towers.  Formulas  de- 
duced for  that  purpose  are,  however,  of  little  practical  value,  since 
with  the  different  prices  for  cables,  towers,  stiffening  trusses,  floor  con- 
struction and  masonry  and  with  different  details,  it  is  not  always  the 
lightest  structure  which  is  the  most  economical.  In  any  given  case 
the  best  combination  will  be  obtained  by  the  preliminary  calculations 
of  a  few  test  designs,  and  it  will  then  be  found  somewhat  a  matter  of 
give  and  take  as  regarda  the  different  elements  affecting  the  design. 

Inasmuch  as  small  variations  in  the  deflection  at  the  quarter  will 
produce  very  sensible  differences  in  the  weight  of  the  stiffening  trusses, 
cables  and  towers,  it  should  not  be  made  smaller  than  necessary.  In 
ordinary  railroad  bridges  a  deflection  equal  to  0.001  of  the  span  is 
considered  no  impediment  to  the  fastest  trains.  Indeed,  in  most  of 
the  cantilever  bridges  built,  the  deflections  are  much  greater.  The 
fastest  trains  are  some  passenger  and  express  trains,  hardly  exceeding 

1  500  lbs.  per  lineal  foot  and  600  ft.  in  length.  Assuming  such  trains 
on  six  tracks  to  meet  on  the  half  span  of  1  400  ft. ,  there  would  be 

2  700  tons  more  or  less  distributed.  It  is  all  suficient  to  assume  that 
the  six  passenger  trains,  running  at  50  miles  per  hour,  should  cause 
no  greater  deflection  than  0.001  of  the  half  span,  equal  to  1.4  ft.  The 
steepest  change  of  grade  would  be  0.04%  for  a  length  of  200  ft.  On 
this  assumption,  the  8  400  tons  maximum  of  the  author  would  produce 
a  deflection  of  4.35  ft.  The  change  of  grade  would  be  1.24%  for  a 
short  distance,  an  entirely  permissible  grade.     The  load  of  8  400  tons 
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may  never  meet  upon  the  half  span,  as  it  would  be  an  extreme  ease,  Mr.  Ltndeo- 
while  six  fast  and  heavy  passenger  trains  may  not  meet  once  in  a  year 
with  the  densest  traffic. 

As  mentioned  by  the  author,  the  dead  load  could  be  reduced  if  the 
allowable  deflection  at  the  quarter  were  increased.  An  increase  from 
3.5  to  4.35  ft.  would  require  an  excess  load  of  11.2  instead  of  9.4  per 
cent.  The  stiffening  girder  would  be  lighter,  and  slightly  less  in 
height  for  the  same  unit  stresses.  The  dead  load  would  be  reduced 
from  39  000  lbs.  to  37  800  lbs. ,  with  all  the  corresponding  saving  in 
cables,  towers,  etc. ,  from  the  smaller  dead  load ;  that  is,  for  the  same 
dip  of  cable  as  in  the  author's  design,  one-eighth  the  span. 

If  a  combination  of  stiffening  truss  with  a  flatter  catenary  would 
cost  no  more,  the  latter  would  be  preferable.  The  saving  of  steel  in 
the  towers,  for  the  same  dead  load  of  the  main  span,  would  be  con- 
siderable. It  would  amount  to  80  ft.  in  height  for  a  dip  of  one-tenth 
the  span,  equal  to  about  7  840  000  lbs.  and  to  133  ft.  in  height,  or  to 
3  000  000  lbs.  for  a  dip  of  one-twelfth  the  span.  Against  this  saving 
would  be,  as  a  set-off,  the  increase  in  the  weight  of  the  backstays  and 
in  the  size  of  anchorage. 

The  writer  is  not  prepared  to  say,  without  a  more  extensive  inves- 
tigation than  a  general  discussion  would  warrant,  whether  the  saving 
in  the  weight  of  the  towers  and  stiffening  trusses  at  4  cents  per  pound 
would  balance  the  increase  in  weight  in  the  cables  and  backstays  at 
7  cents  per  pound,  plus  the  greater  expense  of  the  anchorages'.  This 
much  can  be  said,  however,  that  in  all  cases  where  the  material  in  the 
cables  is  as  cheap  or  cheaper  per  pound  than  that  in  the  stiffening 
trusses  and  towers,  as  would  happen  with  eye-bars  suitable  for  shorter 
spans,  there  wiU  be  a  decided  saving  in  cost  for  a  flatter  catenary. 
Almost  all  the  older  suspension  bridges  were  built  with  flat  catenaries 
of  one  twelfth  to  one-fifteenth  the  span,  and  to  this  condition  their 
comparative  stiffness  in  the  absence  of  any  adequate  stiffening  device 
must  be  ascribed.  It  was  the  result  of  sound  engineering  intuition,  as 
even  Prof.  Bankine's  theory,  the  first  one  published,  required  the  same 
weight  and  strength  of  stiffening  truss  for  steep  and  for  flat  catenaries 
alike. 

The  larger  temperature  strains  in  stiffening  trusses  caused  by 
flatter  catenaries  are  not  a  serious  matter,  if  the  former  be  not  made 
unnecessarily  high. 

Trusses  of  hard  steel  will  need  to  be  higher  than  the  equivalent 
trusses  of  soft  steel  lor  same  deflections.  The  height  should,  however, 
not  be  greater  for  continuous  girders  than  one  twenty  seventh  of  the 
span,  because  in  higher  girders  the  influence  of  the  web  upon  the  de- 
flections could  no  longer  be  neglected.  The  short  reaches  between 
points  of  contra- flexure  for  certain  positions  of  the  moving  load  would, 
in  higher  trusses,  offer  less  than  the  theoretical  moment  of  resistance, 


Digitized  by  VjOOQIC 


444  CORRESPONDENCE  ON   SUSPENSION   BRIDGES. 

Mr.  Linden-  measured  by  the  ohords  alone,  and  the  actual  deflections  would  be 
* '  greater  than  the  calculated  ones.     A  very  long  or  a  very  heavy  span 

can  have  low  stiffening  trusses  for  the  reasons  stated,  but  with  the 
span  or  dead  load  becoming  smaller,  the  stiffening  trusses  will,  for 
the  same  degree  of  stfffiiess,  have  to  be  made  higher  proportionately  to 
the  span. 

The  height  chosen  by  the  author  in  the  provisional  manner  he  de- 
scribes is,  therefore,  a  proper  height,  and  another  good  feature  of  his 
stiffening  truss  is  the  riveted  connections,  with  web  members  riveted 
up  also  at  their  intersections.  It  greatly  helps  to  diffuse  the  bending 
strains  throughout  the  frame,  and  the  so-called  secondary  strains  at 
all  the  connections  and  intersections  are  a  decided  gain  on  the  side  not 
only  of  greater  stiffness,  but  of  greater  safety,  contrary  to  the  received 
theoretical  considerations  on  this  subject. 

It  is  not  necessary  to  combine  the  bending  strains  from  live  load 
with  those  from  wind  pressure  and  temperature  for  proportioning  the 
chords,  as  advised  by  some  engineers,  because  all  the  maximum  strains 
can  never  occur  together  in  such  a  large  structure. 

No  trains  will  crowd  upon  the  bridge  during  a  gale  strong  enough 
to  upset  the  cars.  It  will  always  be  prudent  to  combine  the  different 
maxima  for  aiding  the  judgment,  and  keeping  on  the  safe  side,  as  the 
author  has  done;  but  no  unbending  rule  for  dimensioning  would  be 
justified  for  conditions  of  extremely  rare  occurrence. 

In  view  of  the  rules  prevailing  for  the  dimensioning  of  bridge  mem- 
bers subject  to  alternate  tension  and  compression,  the  author  seems 
to  consider  20  000  lbs.  per  square  inch  a  large  concession,  equal  to 
40  000  lbs.  between  the  extremes  of  positive  and  negative,  in  60  000  to 
65  000-lb.  steel.  The  writer  is  of  the  opinion  that  for  the  very  rare 
maxima,  the  limit  can  be  made  higher  with  this  steel,  and  still  higher 
with  hard  steel.  The  usual  formulas  for  alternating  strains  are  pre  - 
cautionary  rather  than  correct,  and,  in  the  absence  of  more  accurate 
knowledge,  perhaps  justified  for  short  spans  and  fast  trains,  but  in 
long  spans,  where  the  reversals  take  place  slowly,  they  are  wasteful. 
It  should  make  a  difference  whether  the  alternations  take  place  at  the 
rate  of  six  per  second  or  six  times  a  century  ;  whether  they  are  in  the 
form  of  shock,  or  in  the  nature  of  gradual  or  cumulative  strains.  There 
is,  as  yet,  not  sufficient  light  on  that  question. 

As  regards  the  suitability  of  hard  steel  for  members  subject  to 
alternate  tension  and  compression,  the  conclusions  of  Sir  Benjamin 
Baker  are  perhaps  the  latest  on  this  subject.  He  made  tests  for  the 
Forth  Bridge  with  spindles  weighted  at  the  ends,  from  which  he  be- 
lieved that  although  hard  steel  endures  repeated  bending  under  given 
absolute  stress  better  than  wrought  iron  and  soft  steel,  yet  it  excels 
them  much  less  in  alternating  tensile  and  compressive  strength  and 
elastic  limit.     This,  to  the  writer's  mind,  is  a  conclusion  not  fuUv 
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justified  by  hiB  tests.  They  all  seem  to  have  been  made,  as  far  as  any  Mr.  Unden- 
record  shows  to  the  contrary,  at  the  same  rate  of  revolutions  or  alterna- 
tions per  time  unit.  Transmission^of  stress  in  steel  or  iron  requires  a 
certain  time,  like  sound  or  electricity.  How  much  time  is  not  de- 
finitely known  ;  but  it  may  reasonably  be  assumed  that  a  small  disloca- 
tion of  the  molecules  requires  less  time  than  a  large  dislocation,  all 
within  the  limits  of  elasticity  of  the  material.  An  oscillation  of  stress, 
as  in  hard  steel,  from  46  500  lbs.  tension  to  46  500  lbs.  compression, 
that  is,  93  000  lbs.  between  extremes,  as  was  the  case  in  the  tests 
mentioned,  will  require  more  time  than  an  oscillation,  as  in  soft  steel, 
from  26  000  lbs.  tension  to  26  000  lbs.  compression,  or  52  000  lbs.  be- 
tween extremes.  The  modulus  of  elasticity  being  nearly  the  same  in 
hard  and  soft  steels,  the  stress  in  the  hard  steel  oscillated,  as  it  were, 
through  an  arc  1.8  times  longer  than  that  for  soft  steel. 

The  spindles  of  hard  steel  should  have  revolved  slower  in  propor- 
tion, as  it  required  proportionally  more  time  for  recovery  from  stress 
than  did  the  soft  steel  at  the  same  rate  of  recove'ry.  The  tests  would 
then  have  been  on  the  same  basis  for  comparison.  For  both  steels  the 
proportion  of  ultimate  stress  to  the  calculated  working  stress,  called 
by  Sir  Benjamin  Baker  the  **  factor  .^,"  was  the  same.  As  the  rate  of 
revolutions  was  alike  for  both  steels,  the  harder  steel  was  comparatively 
overstrained  and  likely  to  give  out  first,  and  it  did.  There  is  no  means 
of  judging  whether  the  hard  and  the  soft  steel  were  not  both  over- 
strained. Alternations  at  slower  and  faster  speeds  and  with  same 
stresses  would  be  necessary  for  comparison.  Additional  tests,  systema- 
tically made,  are  needed  on  this  question  before  a  correct  judgment 
can  be  arrived  at.  There  is,  however,  nothing  in  the  nature  of  hard 
steel  per  se  which  would  make  it  a  less  enduring  material  than  soft 
steel  for  the  slow  and  gradual  alternations  of  stress  in  a  stiffening 
truss,  which  may  never  have  to  resist  the  maxima  of  the  calculations. 

The  time  interval  between  the  alternations  would  be  about  20  seconds 
for  very  fast  trains  at  50  miles  per  hour.  The  maxima  would  require 
six  heavy  freight  trains  abreast  at  that  speed,  weighing  8  400  tons. 
As  this  mode  of  loading  is  out  of  the  question,  and  considering  that 
the  stiffening  truss  is  not  as  vital  to  the  safety  of  the  bridge  as  the 
cables  or  towers,  the  writer  is  of  the  opinion  that  95  000  to  100  000-lb. 
steel,  which  is  also  remarkably  tough,  as  proved  in  wire  drawing,  with 
an  elastic  limit  of  56  000  to  60  000  lbs. ,  is  the  preferable  material,  and 
that  85  000  lbs.  tension  or  compression  per  square  inch  is  an  entirely 
permissible  stress  for  the  chords,  from  combined  live  load  and  tem- 
perature maxima,  and  two-thirds  that  stress  for  the  web  members. 

With  hard  steel  the  weight  of  the  stiffening  trusses  in  the  design 
could  be  reduced  from  14  340  lbs.  to  8  400  lbs.  per  lineal  foot  of  bridge, 
the  dead  load,  including  cables,  from  39  000  lbs.  to  32  000  lbs.  per  lineal 
foot,  and  the  cost  of  the  bridge  would  be  less  by  $1  400  000.    This  is 
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Mr.  Unden-  for  the  same  deflectious,  3.5  ft.  at  quarter,  as  are  assumed  by  the  author. 
*^***  For  the  greater  deflection  of   4.35  ft.  the  cost    would  be   reduced 

$460  000  further. 

The  shop  work  for  the  heavy  sections,  in  which  all  rivet  holes  must 
be  drilled,  will  be  no  more  expensive  in  hard  steel  than  for  medium  or 
soft  steel. 

The  reasons  given  for  the  use  of  nickel  steel  in  stiffening  trusses  do 
not  seem  to  warrant  the  large  extra  expense.  The  quality  of  tough- 
ness does  not  come  into  action  in  the  chords  of  a  stiffening  truss,  but 
the  quality  of  elasticity  does.  Hard  steel  is  the  more  elastic  materiaL 
The  range  of  the  elastic  limit  between  extremes  in  hard  steel  is 
over  120  000  lbs.,  against  only  72  000  lbs.  in  medium  steel.  If  the 
latter  were  preferred  for  the  greater  resulting  dead  weight  and 
greater  inertia  of  mass  in  the  bridge,  then  the  same  advantage,  if  it 
be  any,  can  be  obtained  more  cheaply  with  lighter  trusses  of  hard 
steel,  and  with  stone  ballast  at  $1  per  ton  in  place  of  the  $80  per  ton 
for  steel. 

The  suitability  of  hard  steel  is  proved  by  the  arches  of  the  St.  Louis 
Bridge,  which  for  22  years  have  been  strained  nearly  30  000  lbs.  in 
compression,  and  20  000  lbs.  in  tension,  per  square  inch  alternately 
many  times  a  day,  without  showing  the  slightest  defect.  Much  better 
and  more  uniform  steel  than  that  can  now  be  had  at  a  low  price.  The 
similar  daily  strains  in  the  stiffening  trusses  of  hard  steel  would  be 
8  000  lbs.  tension  or  compression. 

No  severer  test  of  hard  steel  can  be  had  than  that  of  steel  rails, 
which  are  subject  to  continuous  reversion  of  strains  and  to  the  shock 
and  peening  effect  of  rolling  loads. 

If  nickel  steel  can  be  had  cheap  enough,  it  would  be  the  material  of 
all  others  for  the  cables,  for  which  the  quality  of  toughness  is  indis- 
pensable. 

For  the  thin  sections  of  the  floor  construction,  the  usual  soft  steel 
is  preferable,  less  for  its  supposed  toughness  than  for  the  cheaper  shop 
manipulation  of  punching  and  reaming,  instead  of  drilling,  the  rivet 
holes. 

In  the  proportioning  of  the  wind  bracing,  for  which  the  chords  of 
the  stiffening  trusses  act  also  as  the  wind  chords,  the  author  seems  to 
assume  that  the  lower  and  upper  wind  trusses  would  act  together,  but 
this  is  doubtful.  In  the  absence  of  adequate  cross-bracing  one  wind 
truss  may  deflect  sideways  more  than  the  other.  The  maximum  side  de- 
flection is  given  as  8. 75  ft.  One  wind  truss  may  deflect  3  ft. ,  the*  other 
only  2  ft.  A  wrenching  of  the  web  members  is  liable  to  occur  where 
the  middle  strut  is  attached.  The  same  wrenching  will  happen  when 
one  stiffening  truss  deflects  vertically  more  than  the  other.  It  would 
seem  better  to  have  no  cross-bracing  at  all  than  the  one  proposed.  A 
strong  cross-bracing  is  an  advantage,  if  so  designed  that  the  wind  trusses 
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mnst  deflect  together,  and  so  that  it  will  not  injurionslj  affect  the  web  Mr.  Linden- 
membere.  *^"^- 

The  relieving  of  the  towers  from  transverse  strains  by  spreading 
the  backstays  would  seem  a  somewhat  costly  device  where  land  is  ex- 
pensive, and  it  is  not  necessary  for  stability.  On  the  contrary,  a  strong 
cross-bracing  between  the  towers  is  conducive  to  greater  lateral  sta- 
bility. The  towers  should  stand  on  straight  lines  at  right  angles  to 
the  axis  of  the  bridge.  The  backstays  can  be  spread  from  them  also, 
if  desired. 

The  fact  seems  to  be  that  the  spreading  backstays  and  twisted 
towers  are  for  the  accommodation  of  the  cable  connections  on  top  of 
towers,  which  is  a  point  that  should  count  against  them.  The  towers 
should  stand  at  right  angles  to  the  axis  of  the  bridge,  because  the 
tower  tops  must  deflect  in  vertical  planes  parallel  to  this  axis.  They 
cannot  deflect,  theoretically,  in  the  planes  of  the  spreading  backstays 
with  the  brace  between  their  tops.  It  is  the  more  rational  arrange-  , 
ment,  although  it  would  require  an  entirely  different  kind  of  top  brac- 
ing, the  extra  expense  of  which  would  be  insig^ficant.  The  unsightli- 
ness  of  large  towers,  twisted  with  reference  to  each  other  for  so  trivial  a 
reason,  would  hardly  appear  excusable  to  the  beholder  without  an  ex- 
planation which  the  odd  appearance  of  the  structure  itself  would  not 
suggest.  The  base  of  the  Eiffel  tower  furnishes  a  sample  of  construc- 
tion for  meeting  temperature  strains  from  deep  cross -bracing. 

No  practical  advantage  results  from  having  the  cradled  cables 
further  apart  on  the  top  of  the  towers  than  at  the  middle  of  the  span. 
On  the  contrary,  it  should  be  avoided.  Should  the  wind  trusses  de- 
flect sideways  8.75  ft.,  given  as  an  extreme  by  the  author,  the  tower 
posts  and  outer  cables  on  the  wind  side  and  the  inner  cable  and  tower 
posts  on  the  lee  side  would  have  to  sustain  a  larger  proportion  of  load, 
amounting  to  an  average  for  the  entire  length  of  ^%  of  the  suspended 
dead  load.  A  better  arrangement  would  be  to  have  the  two  cables  in 
parallel  cradled  planes,  or  one  above  the  other;  or,  better  still,  to  have 
one  with  one-eighth  or  one-tenth  deflection  and  the  other  below  with 
one-twelfth  deflection  in  the  same  cradled  plane.  It  can  easily  be  ar- 
ranged for  both  cables  to  bear  accurately  one-half  or  any  other  fixed 
proportion  of  the  load  at  all  times,  with  the  great  advantage  added 
that  cables  of  different  deflections  neutralize  the  tendency  to  vibra- 
tion or  tremors  from  moving  loads,  as  distinguished  from  deflections, 
a  useful  office,  which  in  the  Brooklyn  Bridge,  for  instance,  is  incident- 
ally fulfilled  by  a  network  of  stays. 

The  most  remarkable  feature,  and  the  most  important  also  in  the 
author's  judgment,  is  the  system  of  cables  composed  of  coiled- wire 
ropes,  selected  on  account  of  readier  erection.  The  ropes  are  cut  over 
the  towers  and  fastened  to  them  with  sockets.  The  vital  importance 
of  this  detail  to  the  safety  of  the  structure  invites  special  attention. 
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Mr.  Linden-  In  all  tension  members  for  bridges  it  is  held  to  be  essential  that  on 
testing  they  should  poll  apart  between  the  fastening^,  in  eye-bars  be- 
tween the  eyes,  and  in  rods  with  upset  sorew-ends  in  the  body  of  the 
bar.  In  a  large  suspension  bridge,  the  case  of  all  eases,  the  same 
rule  ought  to  hold  true,  if  possible,  for  the  cables.  The  writer  be- 
lieves with  the  author  that  no  socket  fastening  can  be  made  which  will 
break  a  wire  rope  between  the  fastenings.  Certain  mechanical  reasons 
would  at  least  so  indicate,  and  they  are  corroborated  by  the  fact  that 
all  attempts  in  that  respect  have  so  far  failed.  Until  they  succeed, 
however,  cables  of  wire  ropes,  having  socket  fastenings  on  the  towers, 
should  not  be  thought  of  for  such  an  important  structure.  The  sup- 
posed readier  erection  will  not  offset  the  great  disadvantage  of  having 
the  weakest  part  of  the  cable  just  where  it  ought  to  be  strongest. 

The  method  proposed  for  connecting  the  cables  to  and  on  the 
towers  is  open  to  grave  objections. 

In  the  first  place  it  will  be  noticed  that  the  ropes  would  spread 
out,  beginning  at  a  point  50  ft.  from  the  tower,  where  the  cable  would 
have  a  diameter  of  36  ins.  to  a  diameter  of  about  7  ft.  on  the  towers. 
The  ropes,  supposed  to  be  adjusted  to  equal  tension  for  a  middle 
temperature,  are  ordinarily  compacted  into  the  round  cable  form 
before  the  superstructure  is  suspended  from  them,  and  it  is  so  as- 
sumed by  the  author  in  this  case.  The  ropes  must  hang  in  vertical 
planes.  In  that  position  they  will  not  all  have  the  same  length, 
because  of  the  twisted  towers  and  the  twisted  end  connections.  Elach 
rope  will  have  a  different  length,  which  must  be  adjusted  on  the 
towers,  so  all  the  ropes  shall  be  strained  alike;  otherwise,  they  would 
have  different  deflections  and  could  not  be  compacted.  When  com- 
pacted, the  friction  will  prevent  the  ropes  from  sliding  past  each 
other,  a  condition  which  contributes  to  stiffiiess,  and  is  one  of  the 
advantages  sought  in  a  compacted  cable.  It  is  not  material,  whether 
the  compacting  is  by  means  of  wire  wrapping  or  by  means  of  clamps, 
additional  or  not,  to  those  for  the  suspenders. 

In  a  compacted  cable,  having  near  the  towers  an  enlarged  diameter, 
as  in  this  design,  inequality  of  strains  in  the  ropes  from  that  cause  is 
unavoidable.  The  upper  ropes  having  to  carry  part  of  the  weight 
of  the  lower  ropes  will  be  strained  more  than  the  lower  ones.  It 
may  be  taken  for  the  present  as  a  negligible  inequality.  But  the 
uneven  tension  in  the  ropes  near  the  towers  caused  by  swinging 
the  cables  from  the  vertical  into  the  cradled  position,  and  the  uneven 
tension  caused  by  the  vertical  deflections  of  the  cables,  are  not  neg- 
ligible quantities.  The  uneven  tension  from  cradling  cannot  be  pre- 
vented by  pin  bearings  set  at  right  angles  to  the  horizontal  projection 
of  the  tangent  of  the  cradled  cables,  when,  after  all,  they  are  to  be 
erected  and  compacted  in  vertical  planes.  The  inequality  in  the  tension 
of  the  ropes  from  cradling  will  depend  upon  how  much  the  friction 


Digitized  by  VjOOQIC 


CORBESPONDENCE  ON  SUSPENSION   BRIDGES.  449 

in  the  compacted  cables  interferes  with  torsional  sliding  of  the  ropes  ICr.^ linden- 
npon  each  other.  At  a  low  estimate,  it  may  require  the  outer  ropes 
to  extend  l.B  ins.  in  50  ft.  near  the  towers  in  the  outside  cable.  The 
resulting  extra  strain  from  the  bending  of  the  cables  would  be  58  000 
lbs.  per  square  inch  in  the  outer  ropes,  or  more  than  enough  to  re- 
lieve the  ropes  on  the  opposite  side  of  cable  for  50  ft.  from  any  strain 
at  all.  This  is  on  the  supposition  that  the  cables  have  been  com- 
pacted in  vertical  planes  and  for  their  entire  length,  except  50  ft.  from 
each  tower. 

Turning  for  a  moment  to  the  vertical  deflection,  the  weight  of  the 
superstructure  will  be  found  to  cause  the  cables  to  deflect  10  ft.  Tak- 
ing the  case  of  a  hot  summer  day,  when  the  cables  would  drop  another 
3  ft.  at  the  center,  combined  with  heavy  trains  on  the  half  span,  pro- 
ducing at  the  quarter  a  further  deflection  of  1  ft. ,  it  will  be  found 
that  by  reason  of  the  change  of  angle  formed  by  the  tangent  to  the 
cable  curve  and  the  tower,  the  upper  ropes  would  stretch  in  50  ft. 
as  much  as  |  in.  more  than  the  ropes  in  the  middle  of  the  cable. 
Again,  on  the  assumption  that  the  cables  are  compacted  for  their  en- 
tire length  except  50  ft.  from  each  tower,  the  excess  strain  on  them 
would  reach  33  000  lbs.  per  square  inch,  or  more  for  greater  deflections 
in  the  quarter.  The  ropes  on  the  opposite  side  of  the  cable  would  be 
strained  33  000  lbs.  per  square  inch  less.  A  diminution,  or  possibly  a 
reversal,  of  these  excess  strains,  but  much  smaller  in  amount,  would 
take  place  in  the  upper  and  lower  ropes  on  very  cold  days,  at  the  end 
of  the  unloaded  half  of  the  cable. 

While  these  excess  strains,  under  the  conditions  named,  when  added 
to  the  strains  from  dead  and  live  load,  would  possibly  yet  be  within 
the  elastic  limit  of  wire  ropes,  they  indicate  how  liable  to  overstrain- 
ing the  cables  as  proposed  would  be  at  the  point  of  their  greatest 
weakness,  namely,  in  the  socket  fastenings  at  the  towers. 

A  diffusion  and  great  diminution  of  the  unequal  tension  in  the 
ropes  could  be  effected  by  pulling  the  cables  into  their  cradled  posi- 
tion at  the  same  time  that  they  are  compacted,  commencing  at  the 
middle  of  the  span,  and  also  at  the  same  time  suspending  the  floor, 
commencing  at  the  middle  and  proceeding  symmetrically  towards  both 
towers.  As  a  further  precaution,  the  cables  should  not  be  compacted 
between  the  tower  and  the  first  suspender,  200  ft.  away.  This  method 
of  erection  is  not  contemplated  in  the  design  of  the  author;  but  if  not 
done,  it  may  happen  that  over  10^  of  the  ropes  at  the  towers  would 
be  strained  to  nearly  two- thirds  their  ultimate  strength,  and  only  a 
small  number  in  the  core  of  the  cable  would  be  free  from  excess 
strains. 

It  might  be  urged  that  the  same  objection  would  apply  to  cables 
continuous  over  the  towers.  So  it  would,  if  not  guarded  against.  It 
is  entirely  practicable  with  continuous  cables  to  reduce  the  excess 
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1^.  Linden-  strains  from  bending  at  the  towers  to  a  small  and  negligible  amoant, 
even  with  very  large  cables.  The  two  cables  of  36  ins.  diameter  could 
very  well  be  combined  into  one  of  50  ins.  diameter.  It  is  not  possible, 
however,  with  cables  cut  over  the  towers. 

The  cradling  of  the  cables  is  too  valuable  a  feature  to  omit  on 
account  of  bending  strains  at  the  towers,  which  can  be  fully  met  for 
the  largest  cables,  notwithstanding  that  they  be  compacted  when 
hanging  in  vertical  planes.  Special  precautions  in  the  erection  of 
wire  cables  have  not  appeared  to  be  necessary  before,  because  the 
largest  so  far  made  were  those  for  the  Brooklyn  Bridge,  15 (  ins.  in 
diameter,  and  the  bending  strains  in  them  at  the  towers  do  not  exceed 
8X  of  their  ultimate  strength,  as  against  the  possible  1S%  to  30^ 
under  the  same  conditions  for  the  cables  fastened  to  the  towers  and 
erected  on  the  plan  proposed  by  the  author. 

The  second  important  objection  to  the  author's  plan  is  that  the 
cable  connection  on  the  towers  is  itself  not  without  serious  uncertain- 
ties. During  the  erection  of  the  cables  only  the  lower  tie  plates  can 
be  in  place.  They  are  arranged  to  take  up  in  each  set  the  entire  pull 
of  one  cable  from  its  own  weight.  This  pull  is  8  400  000  lbs.  per  cable. 
The  upper  and  lower  ties  are  supposed  to  act  together  in  resisting 
the  maximum  pull  of  40  000  000  lbs.  in  the  inverse  proportion  of  the  dis- 
tances of  their  respective  center  lines  of  tension  from  that  of  the  cable, 
which  is  about  as  2  ft.  8  ins.  to  7  ft.  6  ins.  on  the  scale  of  the  detail 
drawing. 

The  pull  in  the  lower  ties  from  the  cable  alone,  4  100  lbs.  per 
square  inch  of  gross  section  of  2  052  sq.  ins. ,  will  extend  them  (in 
17  ft.  6  ins.,  for  -fi:  =  28  000  000)  0.03  in.,  which  is  about  twice  the 
least  necessary  amount  of  play  of  a  5  in.  pin  in  the  pinhole  for  pur- 
poses of  erection.  After  the  upper  ties  are  inserted,  and  before  the 
play  in  the  pinholes  at  both  their  ends  can  be  taken  up,  the  lower  ties 
must  further  extend  twice  0.03  in.,  which  means  that  they  will  take  up 
16  800  000  lbs.  more,  or  a  total  of  25  200  000  lbs.,  of  tension  before  the 
upper  ties  can  come  into  action.  The  result  would  be  that  of  the 
ultimate  40  000  000  lbs.  tension,  the  lower  ties  would  take  up  35  870  000 
lbs.  and  the  upper  only  4  130  000  lbs. ,  instead  of  the  29  508  200  lbs.  and 
10  494  800  lbs.  respectively  given  on  detail  drawing. 

The  strength  of  the  nine-bolt  connection,  set  in  diamond  form  in 
the  lower  ties,  cannot  be  accurately  estimated.  All  that  can  be  said 
is  that  it  is  probably  better  than  the  square  form;  but  even  this  may 
be  disputed  by  some  engineers,  from  recent  tests  made  for  purposes 
of  comparison  with  riveted  connections  where  the  additional  holding 
force  of  friction  occurs.  In  the  bolt  connection  it  would  be  absent. 
To  be  on  the  safe  side,  it  will  be  best  to  deduct  three  pinholes  from 
the  gross  section  of  2  052  sq.  ins.,  thus  giving  a  net  section  for  the 
lower  ties  of  1  410.75  sq.  ins.     For  a  play  in  the  pinhole  of  0.027  in., 
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which  for  flret-olass  workmanship  is  yet  a  usual  allowance  for  5-in.  Mr.  laadeB- 
pins,  the  maximnm  pull  of  40  000  000  lbs.  would  be  taken  up  entirely 
by  the  lower  ties.     The  upper  ties  wotild  then  be  superfluous. 

With  the  most  favorable  conditions  and  highest  class  of  machino 
work,  the  stress  per  square  inch  from  35  870  000  lbs.  could  therefore 
be  confined  to  17  500  lbs.  for  the  gross  section,  and  possibly  to  25  400 
lbs.  for  the  net  section.  The  latter  cannot  be  regarded  as  a  per- 
missible stress  for  such  a  vital  connection,  which  is  further  subject  to 
large  but  indefinite  bending  strains  from  the  holding-down  force  of 
the  four  vertical  ties,  and  from  the  unequal  tension  in  the  cable  ropes 
before  mentioned. 

All  these  strains  are  very  large,  and  slight  dislocations,  as  may  be 
seen,  will  affect  their  distribution,  so  as  to  produce  serious  overstrain- 
ing, amounting  to  unsafety  of  some  parts. 

A  remedy  might  suggest  itself  in  the  warming  of  the  upper  ties,, 
perhaps  with  steam  pipes,  for  lengthening  them  when  inserting 
the  three  pins  at  one  end,  which  all  must  go  in  at  the  same  time,  if 
they  are  to  resist  equal  amounts  of  tension.  But  whoever  has  tried 
the  operation  with  only  six  eye-bars  and  one  pin  will  not  advisedly 
propose  it  for  nineteen  bars  and  three  pins  as  an  erection  device,  which^ 
if  perchance  successful,  would  introduce  obviously  only  new  uncer- 
tainties. The  only  safe  way  would  be  the  erection  of  the  upper  and 
lower  ties  at  the  same  time,  but  that  would  make  the  erection  of  the 
socketed  ropes  impossible. 

What  are,  then,  the  supposed  advantages  of  cutting  the  ropes 
over  the  towers  and  fastening  them  there  ?  The  author  mentiona 
three. 

The  ropes  can  be  made  at  the  shop,  adjusted  there  to  exact  length,, 
readily  transported  to  bridge  site,  and  then  erected  in  the  least  possi- 
ble time. 

Next,  avoidance  of  the  decided  turns  required  over  the  tower  sad- 
dles, and  the  readier  use,  therefore,  of  a  strong  stiff  wire. 

Last,  the  possibility  of  using  steeper,  and,  therefore,  heavier,  back- 
stays to  anchorages  nearer  the  towers  if  necessary,  independent  of  th& 
cable  section  in  the  main  span. 

As  regards  the  first  point,  the  same  advantage,  in  a  greater  degree,, 
can  be  had  with  ropes  continuous  over  the  towers,  and  reaching  in  one 
length  from  anchorage  to  anchorage,  thus  avoiding  on  the  towers  at 
least  four  weak  places.  The  length  and  weight  of  such  ropes  would 
not  be  too  large  for  transportation.  The  adjustment  at  the  shop  would 
be  worthless  unless  the  rope  is  put  under  sustained  tension  equal  at 
least  to  that  it  would  have  in  the  bridge  from  dead  load  alone.  It  can 
be  most  easily  done  in  both  cases  with  the  ropes  hanging  on  the  towers. 

The  method  of  erecting  the  cables  on  iron  horses,  supported  on 
temporary  ropes  with  men  standing  by,  and  putting  each  rope  into 
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Mr.  Linden-  its  exaot  position,  can  be  used  equally  well  for  cables  continnons  oyer 
the  towers. 

Making  the  wires  of  one  length  from  tower  to  tower  would  be  no 
particular  advantage.  The  splices  of,  say,  fifty  wires  composing  a  ooiled 
rope  can  readily  be  so  distributed,  that  in  any  part  its  strength  would 
be  diminished  not  more  than  2%,  which  is  less  than  the  variationa 
occurring  in  the  strength  of  the  wire  itself.  The  friction  with  which 
a  wire  is  held  in  a  rope,  or  even  in  a  wrapped  straight- wire  cable,  is  bo 
great  in  the  length  of  a  few  feet  that  it  could  not  be  pulled  out  without 
breaking. 

On  the  second  point,  it  may  be  observed  that  for  continuous  ropes 
the  flat  curve  over  the  tower  saddles  can  be  of  no  possible  harm.  The 
wire  ropes  must  be  in  any  event  transported,  wound  around  drums  of 
smaller  diameter  than  the  saddles  on  the  towers  would  have.  The 
author  himself  proposes  to  use  the  same  ropes  for  suspenders  bent 
over  cable  saddles  only  36  ins.  in  diameter. 

There  is  no  necessity  for  preserving  the  round  section  of  very  large 
cables  over  the  towers.  The  better  plan  is  to  gradually  change  from 
the  round  to  a  rectangular  flat  section,  which  would  a£ford  a  better 
bearing  on  the  saddles.  The  elaboration  of  such  a  detail,  designed  by 
the  writer  for  another  occasion,  is  here  not  necessary. 

The  third  point,  of  separate  backstays  for  steeper  inclinations  and 
heavier  sections  than  in  the  main  span,  the  writer  had  occasion  to  con- 
sider in  connection  with  an  important  bridge  in  Europe  on  which  he 
was  consulted.  He  is  prepared  to  say,  that  the  increase  of  section  in 
the  backstays,  consisting  of  wire  ropes  or  straight  wire,  is  entirely 
practicable,  without  special  fastenings  on  the  towers,  and  without 
disturbing  the  continuity  of  wire  ropes  or  straight  wires  over  the 
towers. 

The  precautions  in  the  erection  of  cables  over  flexible  iron  towers 
(and  all  towers  are  flexible)  will  be  necessary  not  less  with  cables  cut 
over  the  towers  than  with  continuous  cables,  which  can  likewise  have 
a  fixed  bearing  on  them.  Care  will  have  to  be  taken  in  both  cases 
that  under  the  full  load  of  the  superstructure  the  towers  shall  have  no 
bending  strains  in  them  for  that  neutral  position. 

Gables  of  wire  ropes  do  not  offer  sufficient  advantages  to  make  them 
preferable  to  cables  composed  of  strands  of  parallel  wires,  the  fasten- 
ing of  which  to  pins  by  means  of  looped  ends  around  shoes  has  been 
found  by  experience  to  be  a  safe  and  convenient  detail,  and  a  better 
one  cannot  be  devised.  The  slow  work  in  spinning  the  cables  for  the 
Brooklyn  Bridge  is  no  criterion  for  similar  work  elsewhere;  it  can  be 
done  much  faster,  and  it  is  believed  at  a  price  25%  below  the  price  of 
the  coiled  wire  ropes. 

The  suspender  saddles,  as  shown  on  the  design,  would  not  be  secure 
against  slipping  on  the  steep  part  of  the  cable,  if  the  writer  may  trust 
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his  experience  with  similar  and  proportional! j  stronger  clamp  details  Mr.  Linden- 
on  wire  cables  only  6(  ins.  in  diameter.    On  larger  cables,  the  difficulty     *  * 
of  getting  a  tight  grip  on  the  cables  is,  of  course,  much  greater. 

It  will  sometimes  be  an  advantage  to  continue  the  stiffening  trusses 
to  the  anchorages  and  suspend  them  from  the  backstays.  The  sav- 
ing of  the  foundations  for  intermediate  piers  between  towers  and 
anchorages  may  more  than  pay  for  the  extra  cost  of  suspended  trusses. 
The  bridge  receives  not  only  a  better  appearance,  but  there  is  a  gain 
in  rigidity  for*  the  main  span,  provided  such  an  arrangement  is  not 
forestalled  by  local  conditions. 

It  is  gratifying  to  the  writer,  that  the  author  has  arrived  at  the 
same  general  view  he  held  and  promulgated  long  ago,  namely,  "that 
a  great  suspension  bridge,  which  would  be  well  adapted  to  railroad 
service,  would  involve  no  insurmountable  difficulties  of  construction,*' 
and  at  an  estimated  cost,  the  total  of  which  does  not  greatly  differ  from 
that  of  the  writer.  That  he  does  not  agree,  however,  with  all  the  views 
of  the  author,  this  discussion  sufficiently  indicates. 

The  author  was  also  preceded  in  his  studies  by  two  commissions  of 
engineers  investigating  the  same  subject.  One  of  the  commissions, 
consisting  of  five  eminent  expert  eng^eers,  including  the  author, 
arrived  at  conclusions  and  estimates  more  than  ordinarily  conservative, 
naturally  so  in  view  of  the  novelty  and  importance  of  the  problem. 
The  amount  of  study  and  labor  within  the  short  time  allowed  to  the 
commission  must  be  designated  by  those  understanding  the  scope  and 
difficulty  of  the  work  as  likewise  more  than  ordinary  and  thorough. 

The  work  of  the  second  commission,  consisting  of  three  officers  of 
the  Corps  of  Engineers  of  the  United  States  Army,  one  of  whom  was 
chairman  of  both  commissions,  covered  a  broader  field,  and  came 
nearer  the  truth  as  regards  quantities  and  cost.  Their  report  contains 
an  original  and  comprehensive  discussion  of  the  leading  principles  in 
the  construction  of  suspension  bridges  and  of  the  derivation  of  con- 
struction weights,  and  the  most  complete  compilation  of  data  on  wind 
pressure  published  in  any  language. 

The  accumulating  literature  on  the  subject  of  the  suitability  of  the 
suspension  bridge  for  railroad  purposes,  and,  in  fact  as  the  only  prac- 
ticable type  for  the  very  longest  span,  is  furnishing  valuable  data  for 
further  study.  Indeed,  an  engineer  investigating  the  problem  of  a 
North  Biver  bridge  for  actual  const^ction  would  not  do  his  full  duty 
if  he  rested  satisfied  with  the  investigation  of  only  one  system  of  sus- 
pension bridge,  and  that  the  simplest  and  most  obvious  in  form.  The 
writer  had  long  ago  gone  further,  and  spent  much  labor  in  examining 
other  systems.  It  was  not  only  interesting,  but  necessary,  to  make 
comparisons  of  the  different  systems,  and  with  the  information  so  col- 
lected, to  decide  upon  that  system  which  for  the  given  conditions 
would  answer  best. 
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Mr.  LiDden-  It  may  be  remarked  that  Fidler's  system  of  doable  cables,  intersect- 
ing  at  the  middle  of  the  span  and  near  the  towers,  with  the  particular 
arrangement  shown  in  plan  No.  3  of  the  published  preliminary  de- 
signs for  the  Forth  Bridge,  showed  temptingly  great  advantages.  It 
is  very  economical,  and  can  also  be  made  architecturally  pleasing,  but 
the  erection  of  this  system  with  wire  cables  presented  difficulties 
which  do  not  occur  with  the  braced  doable-cable  system  selected  by 
the  writer  for  his  design.  It  took  some  study  and  time  before  the  de- 
tails were  entirely  satisfactory;  but  they  are  so  now.  A  detailed  de- 
scription of  the  design  woald  of  itself  be  a  long  paper,  which  may  not 
be  presented  here  as  a  part  of  this  discussion. 
Mr.  Hilden-  W.  HiLDENBBAND,  Esq. — The  following  remarks  are  confined  to  that 
'  part  of  the  design  which  the  author  considers  to  be  radically  different 
from  suspension  bridges  hitherto  built.  He  would  have  been  more 
precise  in  saying,  different  from  large  suspension  bridges  hitherto 
built,  because  the  same  general  principles  that  guided  him  in  his  de- 
sign have  been  and  still  are  applied  to  small  bridges.  When  John 
A.  Boebling  and  his  son,  Washington  A.  Boebling,  the  builders  of  the 
first  large  snspension  bridges,  abandoned  those  features  and  substi- 
tuted others,  it  was  with  the  object,  according  to  their  opinion,  of 
improving  in  expediency  and  economy  the  methods  of  cable-making. 

There  are  three  distinct  features  in  which  the  author's  cables  differ 
from  those  of  the  present  large  bridges : 

First, — The  cables  are  composed  of  twisted  wire  ropes  in  place  of 
straight  wire  strands. 

Second. — The  cables  are  immovably  fixed  on  the  towers  in  place  of 
resting  in  roller  saddles. 

T%ird, — The  cables  are  not  continuous,  but  consist  of  separate 
lengths  for  each  span. 

The  first  two  features  are  common  to  most  small  bridges;  the  third 
feature  has  not  frequently  been  applied. 

Wire-Rope  Cables, — The  author  gives  the  reasons  why  cables  made 
of  wire  ropes  have  been  discarded  for  large  bridges,  viz.,  because  wire 
ropes  have  proportionally  less  strength  than  straight  wire,  and  be- 
oause  no  attachments  can  be  made  with  any  reliable  uniformity  in 
strength.  The  difference  between  the  strength  of  a  wire  rope  and  the 
same  section  of  straight  wire  has  never  been  expressed  in  a  formula. 
It  is  only  known  that  it  varies  from  nothing,  which  is  an  exceptional 
occurrence,  to  15%',  which  is  a  frequent  occurrence.  In  the  wire-rope 
list  of  John  A.  Boebling's  Sons  Company  the  strength  of  the  ropes  is 
rated  about  Vl\%  lower  than  what  it  should  be  theoretically,  and  lO^" 
has  generally  been  accepted  as  a  fair  average. 

The  fastening  of  ropes  in  sockets  is  a  still  greater  factor  of  uncer- 
tainty. Bopes  can  and  have  been  socketed  developing  the  full  strength 
of  the  rope,  but  it  requires  large,  clumsy  sockets  and  extreme  care  and 
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skill  in  patting  on  the  socket,  snch  as  may  be  exercised  in  experi-  Mr.  HUdtn- 
mental  cases.     It  would  not  be  practical  to  rely  on  perfect  workman-    '*'* 
ship,  but  allowance  most  be  made  for  the  greater  or  lesser  skill  of  the 
operator. 

Under  ordinary  circumstances  and  care  the  socket  strength  is  fre- 
quently not  over  75%'  of  that  of  the  rope,  while  a  strength  of  85%  may 
be  considered  a  good  average.  This  deficiency  of  15%  added  to  the 
above-mentioned  loss  of  10%  makes  a  total  loss  of  23i%  in  the  strength 
of  a  wire-rope  cable  as  compared  with  a  straight-wire  cable.  For  the 
sake  of  argument,  the  writer  will  make  an  extra  aUowance  of  8i%  for 
special  care  in  the  manufacture  of  rope  cables  and  for  losses  in  wire 
cables  on  account  of  kinks  and  splices  in  the  wire,  and  call  the  loss  of 
relative  strength  between  the  two  kinds  of  cables  but  15%,  which  is  a 
liberal  assumption  in  fovor  of  rope  cables.  This  will  give  the  follow- 
ing comparative  cost  for  the  case  of  the  author's  bridge: 

58  553  000  lbs.  of  wire  ropes  at  the  .minimum 

price  of  5i  cents  per  pound $S  220  431 

58  553  000  lbs.  —  15%  =  49  770  000  lbs.  of  wire 

at  a  maximum  price  of  3}  cents  per  pound,     1  866  375 


Difference «1  354  056 

The  writer  believes  that  a  saving  of  $1  350  000  alone  in  the  cable 
material,  not  counting  the  costly  work  of  socketing,  would  in  most 
cases  decide  against  the  adoption  of  wire  ropes,  unless  there  be  other 
and  greater  advantages  connected  with  the  latter  to  counterbalance 
this  loss. 

Fixing  the  Cables  to  Meted  Toioers., — This  can  be  done  safely,  as  the 
author  has  demonstrated  by  calculating  the  ordinary  motions  under 
passing  loads  and  under  changes  of  temperature,  and  comparing  them 
with  the  flexibility  of  the  towers.  It  seems  to  the  writer,  however, 
that  this  feature  has  been  chosen  unfortunately  in  connection  with 
another  feature  of  the  design,  viz.,  the  omission  of  suspenders  in  the 
land  spans.  When  there  are  suspended  land  spans,  the  cables  are 
balanced  at  each  stage  of  the  erection,  but  when  the  land  cable  must 
first  balance  the  empty,  and  afterwards  the  loaded,  center  cable,  it  is 
necessary  to  give  the  land  cable,  when  first  put  up,  a  greater  length 
than  it  will  have  in  the  finished  bridge.  For  the  author's  bridge,  the 
writer  calculated  this  difference  of  length  to  be  3^  ft.,  or,  better  ex- 
pressed, it  requires  a  motion  of  3^  ft.  on  top  of  the  towers  to  balance 
the  spans  before  and  after  being  loaded  with  the  dead  weight.  Is  the 
author  prepared  to  allow  this  motion  to  the  towers  ?  It  would  be 
much  simpler  to  rest  the  cables  in  roller  saddles,  place  the  latter  3^  ft. 
out  of  centers,  and  let  them  gradually  roll  into  their  final  position. 
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N^Hilden-  Of  course,  the  difficulty  could  be  obviated  by  temporarily  support- 
ing the  land  cables,  which  is  frequently  done  in  small  bridges;  but  this 
would  prove  to  be  an  expensive  *' extra"  in  a  bridge  of  such  large 
dimensions  and  where  the  land  cables,  fully  or  partially,  cross  a  deep 
river. 

3.  Disconiinuity  of  ike  Cable  Over  Three  Spans, — This  is  a  feature 
which,  naturally,  has  not  often  been  applied  or  suggested.  Engineers, 
generally,  try  to  avoid  splices  and  use  the  longest  available  lengths  of 
bridge  members;  hence,  when  it  is  just  as  easy  to  get  such  a  member, 
a  wire  rope  or  wire  strand,  in  one  length,  it  seems  injudicious  to  cut  it 
deliberately  into  three  pieces  and  splice  them  again,  unless  this  be 
justified  by  strong  reasons  and  decided  advantages. 

In  the  case  of  the  new  Danube  Bridge  at  Budapest,  where  the  same 
feature  of  socketing  the  cables  on  top  of  the  towers  was  proposed,  the 
designers  considered  it  justified  by  the  difference  of  tension  in  the  land 
and  river  cables  which,  if  made  continuous,  had  necessitated  a  con- 
siderable waste  of  cable  material.  No  such  reason  exists  in  the  author's 
design,  but  he  states  for  his  reason  the  two  following  advantages:  that 
it  would  shorten  the  time  of  erection,  by  obviating  the  manufacture 
and  regulation  of  wire  strands,  and  that  it  would  avoid  bending  the 
wires  over  saddles  and  end  pins. 

This  second  advantage  can  at  once  be  dismissed,  because  it  is  abso- 
lutely of  no  disadvantage  for  the  wire  to  be  bent  over  saddles  and 
around  the  end  shoes. 

The  first-claimed  advantage  looks  very  plausible,  but  it  ia  based  on 
an  improbability  and  a  misconception  of  the  different  phases  of  wire 
cable-making. 

The  improbability  consists  in  the  author's  belief  that  253  wire 
ropes,  each  3  300  ft.  long,  could  be  cut  to  precise  lengths  and  manu- 
factured with  such  homogeneousness,  that  all  ropes  of  the  same  length 
would  retain  an  equal  length  if  suspended  with  the  same  deflection. 
That  this  is  not  absolutely  possible  needs  no  proof,  because  there  are 
no  two  things  alike  in  the  universe,  but  that  it  is  not  even  practically 
probable  a  few  figures  will  demonstrate. 

Each  rope  is  supposed  to  weigh  10  lbs.  per  foot,  contains  3  sq.  ins. 
of  metal,  and  has  a  length  of  about  3  333  ft.  if  suspended  with  400  ft. 
deflection.  The  stress  in  each  rope,  due  to  the  dead  load,  will  be  70 
tons.  When  the  rope  is  first  suspended,  its  tension  will  be  about  18 
tons,  or  12  000  lbs.  per  square  inch.  The  author  records  the  result  of 
some  tests,  showing  that  the  elongation  in  200  ins.  of  one  sample  of 
rope  for  a  tension  of  12  000  lbs.  per  square  inch  would  be  0.1671  in., 
and  in  another  sample  of  rope  0.2012  in.,  being  a  difference  of  0.0341  in. 
in  200  ins. ,  or  of  6. 82  ins.  =  0. 57  ft. ,  in  a  length  of  3  328  ft.  This  differ- 
ence in  length  would  cause  a  difference  in  deflection  of  0.862  ft.=:  10| 
ins.     Such  a  discrepancy  in  deflection  would  not  be  considered  a  good 


Digitized  by  VjOOQIC 


C0BBB8P0NDENCB  ON  8U8PEK8IOK   BBIDGE8.  457 

regalation,  and  this  would  be  the  very  best  that  could  be  accomplished  Mp.  Hllden- 
according  to  the  apparently  favorable  tests  quoted  by  the  author.  In 
reality  the  case  would  be  much  worse,  because  the  difference  of  elonga- 
tion between  two  ropes,  if  measured  in  a  length  of  8  000  ft.,  would  be 
much  larger  proportionally  than  if  measured  in  17  ft.,  on  which  the 
above  calculation  was  based.  Considering  also  the  changeable  specific 
gravity  of  the  metal,  the  difference  of  temperature  between  different 
ropes  when  cut  to  length,  the  impossibility  of  observing  accurately  the 
temperature  or  of  measuring  the  length,  and  the  difficulty  of  putting  on 
sockets  to  occupy  a  precise  length,  it  will  be  seen  there  are  many  more 
factors  for  causing  the  ropes  to  hang  at  different  heights,  if  the  variable 
modulus  of  elasticity,  as  proved  above,  should  not  be  sufficiently  con- 
vincing. In  other  words,  it  would  never  do  to  suspend  the  ropes  indis- 
criminately with  blind  faith  in  shop  accuracy,  but  it  will  be  necessary 
to  regulate  them  relatively.  This  belug  admitted,  all  supposed  ad- 
vantages of  socketing  are  gone,  and  nothing  is  left  but  the  disadvantages 
of  inconvenience,  loss  of  strength,  loss  of  time,  and  useless  expense. 

The  advantage  claimed  for  the  rope  cable,  that  ropes  can  be  brought 
ready  made  to  the  bridge  site  and  save  the  time  for  spinning  a  wire 
strand,  is  based  on  the  belief  that  the  latter  work  requires  a  very  long 
time.  This  is  erroneous;  generally,  there  is  more  time  consumed  in 
regulating  a  strand  than  in  making  it.  A  wire  strand  as  strong  as  one 
of  the  ropes  in  the  author's  cable  would  consist  of  ninety  No.  6  wires, 
which  could  easily  be  laid  up  in  one  day,  giving  12^  minutes  for  atrip 
of  the  wire  wheel  and  12  (  minutes  for  regulating  two  wires,  which  is 
ample.  The  author  believes  he  could  haul  three  ropes  over  and  put  them 
in  place  in  one  day,  but  according  to  the  experience  gained  at  the  Brook- 
lyn Bridge,  where  a  number  of  ropes  were  hauled  over  for  temporary 
purposes,  he  will  do  well  if  he  puts  one  rope  in  place  in  two  days.  He 
may  possibly  do  a  little  better  than  this,  but  in  no  case  does  it  appear 
that  he  would  gain  much,  if  any,  time  over  that  needed  for  making  a 
wire  strand  of  equal  strength.  On  the  other  hand,  the  regulating  ap- 
paratus on  top  of  narrow  towers  will  be  much  less  convenient  than  if 
placed  on  the  spacious  anchorages.  This,  and  similar  other  points  in 
cable-making,  will  become  more  apparent  when  *<the  various  special 
appliances  are  worked  out "  to  which  the  author  finds  it  occasionally 
necessary  to  refer  in  his  paper. 

Taken  as  a  whole,  the  author's  plan  could  creditably  be  executed 
precisely  as  it  stands.  There  is  nothing  in  the  design  that  could  not 
be  sustained  theoretically,  or  be  built  practically,  and  the  details 
have  been  admirably  worked  through  with  minuteness  and  on  scien- 
tific principles;  but  from  what  the  writer  has  tried  to  show  by  figures 
and  arguments,  he  would  venture  to  predict  that  the  cables  for  the 
next  large  suspension  bridge  will  not  be  constructed  on  the  author's 
present  plan. 
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Mr.  HUden-  There  are  other  features  in  the  proposed  design  with  which  the 
writer  fully  agrees.  Among  these  are  the  omission  of  suspenders  in 
the  land  spans,  the  omission  of  suspenders  for  150  ft.  out  from  the 
towers,  the  construction  of  the  stiffening  truss  as  a  cantilever  for  150 
ft.  out  from  the  towers,  the  anchoring  of  the  stiffening  truss  at  the 
towers,  and  the  continuous  extension  of  the  stiffening  truss  oyer  the  land 
spans.  All  of  these  features  were  adopted  bj  the  writer  in  the  recon- 
struction of  the  Covington  and  Cincinnati  suspension  bridge,  which 
is  at  present  in  course  of  construction.  In  a  few  months  from  now  ife 
will  practically  be  demonstrated  whether  these  latter  features  are 
judicious  applications  or  not. 
M^].  Raymond  C.  W.  Batmond,  M.  Am.  Soc.  C.  E.  —This  paper  is  of  special  in- 
terest in  view  of  recent  investigations  with  reference  to  the  construo- 
tion  of  suspension  bridges  of  very  large  span.  In  August,  1894,  a 
board  of  bridge  engineers  appointed  by  the  President  of  the  United 
States*  submitted  a  report  upon  the  length  of  span,  not  less  than 
2  000  ft.,  which  would  be  safe  and  practicable  for  a  railroad  bridge  to 
be  constructed  over  the  Hudson  Biver  at  New  York,  in  which  report 
the  subject  of  suspension  bridges  of  large  span  received  special  oon- 
sideration.  A  month  later,  a  board  of  officers  of  the  Corps  of  Engi- 
neers, appointed  under  the  instructions  of  the  Secretary  of  War,  sub- 
mitted a  report  upon  the  maximum  span  practicable  for  suspension 
bridges.  The  calculations  and  investigations  of  both  boards  were 
necessarily  approximate  in  character,  owing  to  the  limited  time  avail- 
able for  the  preparation  of  the  reports.  The  author  was  a  very  active 
and  valuable  member  of  the  board  first  mentioned,  and  the  writer,  who 
was  a  member  of  both  boards,  considers  it  of  g^eat  importance  that 
this  detailed  study  practically  confirms  the  conclusions  of  both 
boards  in  all  essential  matters. 

As  the  author  points  out,  the  suspension  bridge  has  been  generally 
superseded  by  truss  and  cantilever  bridges  for  all  except  very  large 
spans.  The  cases  requiring  suspension  bridges  will  hereafter  be  rare, 
and  the  engineers  who  design  them  will  not  have  a  practice  founded 
upon  extended  experience  upon  which  to  base  their  calculations.  This 
fact  gives  an  increased  importance  to  conclusions  arrived  at  by  capable 
and  experienced  bridge  engineers  in  the  few  cases  studied  in  detail. 

As  was  found  by  the  Army  Board,  it  is  almost  impossible  to  discuss 
the  theory  of  the  suspension  bridge  satisfactorily  in  a  general  way, 
because  the  problem  is  essentially  one  of  details,  and  the  details  de- 
pend largely  upon  accidents  of  location  and  the  relative  cost  of  shop- 
work  and  the  materials  of  construction.  The  method  adopted  by  the 
author  of  taking  a  concrete  case  and  working  it  out  in  detail  is  un- 
doubtedly the  only  one  which  can  give  definite  results.  The  case 
selected  is  the  one  approximately  investigated  by  both  the  New  York 
*  Under  Uie  Aet  of  June  7tb,  1894. 
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Bridge  Board  and  the  Army  Board;  and  although  the  location  chosen  M%J.  Raymond 
ifl  higher  up  the  river,  it  does  not  differ  essentially  in  length  of  span 
from  that  discussed  by  Gustav  Lindenthal,  M.  Am.  Soc.  C.  E.,  in  his 
elaborate  and  detailed  design  for  the  North  Biver  Bridge  at  Twenty- 
third  Street,  which  design  was  completed  several  years  before  the 
commencement  of  any  of  the  investigations  previously  referred  to. 
Two  studies  of  this  problem  were  made  by  Mr.  W.  Hildenbrand  for  the 
New  York  Chamber  of  Commerce,  and  are  published  as  appendices  to 
the  report  of  the  New  York  Board.  Although  these  studies  were  of  a 
preliminary  character,  they  deserve  careful  consideration  on  account  of 
their  author's  connection  with  the  erection  of  the  East  Biver  Bridge 
and  his  long  experience  in  wire  construction.  Becently  L.  L.  Buck, 
M.  Am.  Soc.  C.  E.,  prepared  detailed  plans  for  the  new  bridge  across 
the  East  Biver,  which  will  be  of  great  interest,  altbough  the  span  is 
only  1  600  ft. 

While  it  is  not  possible  to  make  a  full  comparative  study  of  these 
different  investigations  within  the  limits  of  this  discussion,  it  may  be  of 
interest  to  point  out  some  of  their  principal  agreements  and  differences. 

^Perhaps  the  most  important  point  in  connection  with  these  inves- 
tigations is  the  claim  which  has  been  made  that  the  suspension  bridge 
differs  so  much  in  structural  character  from  other  bridges  that  the 
Tules  usually  adopted  for  unit  stresses  and  safety  factors  require  modi- 
fication in  this  case.  The  writer  believes  that  this  has  been  fully  stated 
by  Mr.  Lindenthal  and  recognized  in  his  computation,  and  this  view 
was  also  adopted  by  Mr.  Hildenbrand  in  his  designs.  It  was  also  recog- 
nized in  the  report  of  the  New  York  Board. 

The  Army  Board  devoted  considerable  attention  to  this  question. 
It  remarked  that  *'  the  great  distinction  between  the  stable  equilibrium 
of  a  suspension  bridge,  which  cannot  break  down  from  the  failure  of 
any  stiffening  member,  and  the  unstable  equilibrium  of  a  truss,  arch 
or  cantilever  bridge,  in  which  the  failure  of  a  member  may  involve  the 
collapse  of  the  entire  bridge,  ought  to  receive  full  recognition  in  the 
adoption  of  unit  stresses  and  safety  factors."  Again,  the  Board  re- 
marked that  ''  rigidity  is  in  this  case  of  much  less  importance  than  it 
is  in  most  other  kinds  of  bridges  j  indeed,  it  may  be  shown  that  a  cer- 
tain small  flexibility  is  a  positive  advantage  in  suspension  bridges;*' 
and  still  ag^in,  '^  the  Board  does  not  doubt  that  within  narrow  limits  a 
certain  degree  of  flexibility  is  an  advantage  to  the  bridge.  Deflections 
in  a  system  of  stable  equilibrium  do  not  impair  the  safety  of  the  struct- 
ure as  they  do  in  an  unstable  system  like  the  upright  arch,  and  they 
may  exert  a  very  beneficial  influence  in  modifying  the  dynamic  effects 
of  a  rapidly  varying  live  load." 

It  gives  the  writer  great  pleasure  to  find  these  views,  which  were  by 
no  means  formerly  accepted  by  all  competent  bridge  engineers,  fully 
stated  and  confirmed  in  the  paper  under  discussion. 
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M^).  RaTmond.  In  accordance  with  these  views,  the  Army  Board  adopted  for  the 
cables  a  working  stress  of  one-third  the  static  breaking  load,  and  this  ia 
a  greater  working  stress  than  has  nsaallj  been  adopted  in  the  cables  of 
suspension  bridges  of  ordinary  span.  The  same  stress  was  adopted  by 
Mr.  Hildenbrand  and  also  by  the  New  York  Board  for  comparative 
purposes.  The  Army  Board  gave  in  full  its  reasons  for  adopting  this 
increased  stress.  The  author  has  practically  adopted  the  same  work- 
ing stress. 

For  the  stiffening  girder  the  Army  Board  adopted  15  000  lbs.  per 
square  inch  for  the  working  stress,  while  the  New  York  Board  limited 
the  stresses  due  to  a  moving  load  to  12  500  lbs. ,  but  allowed  the 
stresses  from  the  combined  effects  of  moving  load  and  wind  to  run  up 
to  22  500  lbs.  The  Army  Board  remarks  that  **  the  only  duty  of  these 
girders  is  to  distribute  the  live  load  and  thus  prevent  inconvenient  de- 
flections. It  is  not  necessary  to  give  them  the  margin  of  strength 
which  they  would  require  if  they  were  essential  to  the  stability  of  the 
bridge." 

Mr.  Hildenbrand  adopted  a  working  stress  of  20  000  lbs.  per  square 
inch  in  his  first  design,  but  in  his  second  design  reduced  the  stress  to 
15  000  lbs.  at  the  request  of  the  New  York  Board.  He  believes  that 
20  000  lbs.  will  g^ve  ample  safety  because  the  reverse  strains  will  occur 
only  at  long  intervals. 

The  author  proposes  to  use  nickel  steel  in  the  construction  of  his 
stiffening  girders  and  adopts  a  working  stress  of  17  000  lbs.  per  square 
inch.  He  remarks  that  **  a  suspension  bridge  must  be  permitted  to 
change  its  shape  within  proper  elastic  limits,  and  this  change  of  shape 
must  be  made  the  basis  of  calculations  in  proportioning  the  struct- 
ure. *'  In  the  writer's  opinion,  this  simple  statement  embodies  the 
only  rational  theory  which  can  be  followed  in  the  designing  of  sus- 
pension bridges. 

The  writer  does  not  know  exactly  what  working  stresses  were 
adopted  by  Mr.  Lindenthal  for  his  girders,  but  an  examination  of  his 
design  leads  to  the  belief  that  he  would  not  consider  the  stresses 
adopted  by  the  Army  Board  as  too  great. 

As  has  been  before  remarked,  the  suspension  bridge  problem  is  es- 
sentially one  of  detail.  Perhaps  the  most  important  and  troublesome 
detail  in  the  whole  problem  is  the  method  to  be  adopted  for  transfer- 
ring the  stresses  and  providing  for  changes  of  form  over  the  tops  of 
the  towers.  It  is  believed  that  no  method  has  been  employed  or  pro- 
posed which  is  not  open  to  some  objections.  The  author  proposes  an 
entirely  new  system,  fastening  the  ropes  forming  his  cables  in  sockets 
at  the  tops  of  the  towers  and  taking  up  changes  in  the  length  of  the 
backstays  by  the  motion  of  the  towers  alone.  This  modification,  as 
the  author  remarks,  is  really  the  essential  feature  of  the  whole  design, 
and  he  states  the  objections  to  the  system  and  its  advantages.     There 
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are  two  important  partioolars  in  which  the  adoption  of  this  system  MnJ.  Raymond, 
appears  to  have  modified  the  general  design  of  the  structure— the  dip 
of  the  cable  curve  and  the  character  of  the  vertical  bracing. 

The  author  adopts  one-eighth  of  the  span  for  the  dip.  This  was 
the  value  adopted  by  both  the  New  York  and  Army  Boards.  The 
writer  believes  that  a  smaller  dip  would  be  decidedly  more  economical, 
if  the  fastenings  are  left  out  of  consideration.  A  decrease  in  the  dip 
requires  more  metal  in  the  cables,  but  less  metal  in  the  stiffening 
girder.  In  Mr.  Lindenthal's  bridge  the  dip  is  one-tenth,  and  Mr.  Buck 
appears  to  have  taken  about  one-ninth.  Mr.  Hildenbrand  adopted 
one-tenth  in  his  first,  and  one-eighth  in  his  second,  design.  In  the 
author's  design  an  expensive  material  is  used  in  the  girder,  and 
therefore  it  would  seem  economical  to  decrease  the  weight  of  the 
girder  and  increase  the  weight  of  the  cables  by  diminishing  the  dip. 
Doubtless  the  author  has  adopted  the  larger  dip  in  order  to  make 
his  towers  sufficiently  flexible  for  the  purposes  of  his  cable  fasten- 
ings. 

For  vertical  bracing,  the  author  adopts  the  straight  continuous 
stiffening  girder.  Both  of  the  Boards  and  Mr.  Hildenbrand  adopted 
a  straight  girder  hinged  in  the  middle  in  order  to  simplify  the  calcula- 
tions. The  writer  believes  that  the  girder  hinged  in  the  middle  has 
no  advantage  whatever  over  the  continuous  girder.  Even  its  supposed 
advantage  in  the  easy  determination  of  the  stresses  exists  only  when 
the  computations  are  of  an  approximate  character,  and  vanishes  en- 
tirely when  the  temperature  stresses  m  the  half  arches  and  the  details 
of  the  middle  hinge  are  considered.  If  a  straight  stiffening  girder  is 
employed  it  is  considered  beyond  question  that  it  should  be  continu- 
ous; if  for  no  other  reason,  because  the  portion  of  the  live  load  taken 
up  by  the  cable  is  greater  with  the  continuous  than  with  the  middle- 
hinged  girder.  Mr.  Hildenbrand  remarks  that  the  weight  of  the 
girder  will  be  reduced  nearly  10^  by  making  it  continuous.  Such  a 
girder  is  adopted  by  Mr.  Buck  in  his  recent  design.  Looking  at  the 
question,  however,  from  a  purely  theoretical  point  of  view,  and  leaving 
out  of  consideration  the  arrangements  of  the  cables  at  the  towers  and 
other  details,  the  writer  believes  that  the  best  place  for  the  principal 
vertical  bracing  is  in  the  suspended  arch  itself.  It  is  true  that  the 
longitudinal  girder  is  needed  as  a  floor  stiffener,  for  the  support  of  the 
lateral  bracing  and  for  side  guards;  but  it  is  nevertheless  believed  that 
the  same  amount  of  rigidity  could  be  obtained  with  less  weight  of  metal 
if  the  principal  bracing  were  placed  between  the  suspended  cables.  Mr. 
Lindenthal  has  done  this  in  his  design.  He  combines  the  two  systems 
(which  is  perfectly  practicable  since  they  deflect  with  the  same  rate 
and  law),  but  apparently  requires  very  little  from  his  longitudinal 
girder,  depending  almost  entirely  upon  the  bracing  of  his  arch  to  con- 
trol the  changes  in  the  form  of  his  cable  curve.     With  the  method  of 
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M%).  Raymond,  oable  fastening  adopted  by  the  author,  the  employment  of  the  arch 
bracing  would  seem  to  be  impracticable. 

There  are  many  other  points  in  this  admirable  paper  which  the 
writer  would  like  to  notice  if  time  and  space  permitted,  but  these  must 
be  left  to  others.     In  conclusion  it  will  be  of  interest  to  compare  the 
various  estimates  of  cost  which  haye  been  prepared  for  a  suspension 
bridge  at  the  locality  considered.     The  estimate  of  the  New  York  Board 
for  its   **  Lighter  Structure,"   when  corrected  to  correspond  to  the 
**  upper  location,"  is  about  $26  000 000.     This  estimate,  however,  was 
made  for  comparative  purposes,  and  the  Board  was  properly  conserra- 
tive  as  regards  prices  and  working  stresses.     If  the  cost  of  structural 
metalwork  were  reduced  from  4i  cents  to  4  cents  per  pound,  and  the 
cost  of  wirework  from  8  to  7  cents  per  pound,  the  estimate  would  be- 
come about  $24  340  000.     Mr.  Lindenthal  estimates  the  cost  of  his 
bridge  at  about    $21 000  000,   but   reduces    his   estimate   to    about 
$17  800  000  for  this  locality.     Mr.   Hildenbrand's    estimate  for   his 
second  design  is  about  $15  901  000.     The  Army  Board  named  the  sum 
of  $23  000  000  as  a  reasonable  estimate  for  the  cost  of  constructing  a 
suspension  bridge  of  this  length  and  character.     For  the  design  sub- 
mitted in  this  paper,  which  has  been  investigated  with  much  more 
care  and  in  much  greater  detail  than  any  of  the  others  except  that  of 
Mr.  Lindenthal,  the  author  estimates  the  cost  at  $22  500  000. 
Mr.Bouaoaren.       G.  Bousgaren,  M.  Am.  Soc.  C.  E.— The  leading  features  in  the 
author's  study  of  a  long-span  suspension  bridge  for  railroad  purposes 
are  the  composition  of  the  cables  of  ready-made  twisted  wire  ropes 
instead  of  straight  wires,  their  discontinuity  at  the  towers  and  division 
into  main  cables  and  backstays,  their  fixed  attachment  to  the  towers, 
the  particular  form  of  anchorage  proposed,  and  the  cantilever  shape  of 
the  stiffening  truss. 

The  substitution  of  twisted  wire  ropes  for  straight  wires  raises  the 
question  of  uniformity  of  working  stress  in  the  different  elements  of 
the  same  cable,  which  is  of  first  importance.  This  uniformity  is 
secured  to  a  certainty  in  the  straight  wire  cables  by  the  method  of 
construction  introduced  by  Roebling,  which  consists  in  adjusting 
every  wire  to  the  same  deflection.  It  does  not  seem  that  such  adjust- 
ment can  safely  be  omitted  in  this  case.  After  all  possible  care  is 
taken  in  the  delicate  operation  of  measuring  every  individual  rope  and 
the  exact  distances  between  centers  of  towers,  and  between  towers  and 
anchorage  connections,  possibilities  of  discrepancies  large  enough  to 
require  a  considerable  depth  of  shouldering  between  the  washer  plates 
and  sockets  will  still  exist. 

The  degree  of  uniformity  in  the  manufacture  of  the  ropes  would  also 
affect  the  uniformity  in  the  working  stress  of  the  cables.  The  favorable 
results  of  the  tests  made  at  the  Watertown  arsenal  should  be  confirmed 
by  a  large  additional  number  of  similar  tests  before  reliable  oonclu- 
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Bions  can  l^  drawn  therefrom.     In  this  connection  it  would  be' of  Mr.BouBoareii. 
special  interest  to  note  the  exact  lengths  of  specimens  between  shoul- 
ders to  determine  whether  an  appreciable  amount  of  slip  occurs  in  the 
sockets  within  the  limit  of  the  working  stress. 

The  proposed  covering  of  the  cables  with  jackets  made  of  non- 
conducting material  is  a  very  essential  feature  in  cables  of  as  large 
diameter  as  proposed.  This  jacketing  would  preserve  a  sufficient 
degree  of  uniformity  in  the  temperature  of  the  inside  and  outside 
ropes;  it  would  also  add  very  materially  to  the  protection  of  the  cables 
against  rusting  by  shedding  the  rain  water,  and  would  prevent  internal 
condensation  in  a  large  measure;  but  it  should  not  be  relied  upon  ex* 
clusively  for  protection,  especially  if  it  were  to  be  discontinued  over 
the  clamps  as  proposed.  The  continuous  wire  wrapping,  which  has 
been  so  successfully  used  on  the  cables  of  the  Brooklyn  and  Cincinnati 
bridges,  should  not  be  omitted.  Before  wrapping,  all  the  interstices 
between  the  ropes  should  be  filled  with  a  waterproof  material  neutral 
in  affinity  and  stable  in  composition.  Outside  of  the  question  of  over, 
loading,  corrosion  is  the  one  element  which  renders  uncertain  the 
life  of  metallic  structures.  No  precaution  should  be  neglected  to 
prevent  it  in  a  bridge  of  such  importance,  which  should  possess  in  the 
highest  degree  a  character  of  durability  and  permanency. 

The  idea  of  a  fixed  connection  of  the  cables  at  the  towers  is  attrac- 
tive. .  It  utilizes  the  stiffiiess  of  the  towers  to  lessen  the  deflection  of 
the  span.  The  principal  objection  to  a  fixed  connection  is  the  diffi- 
culty of  obtaining  the  necessary  amplitude  of  longitudinal  motion  at 
the  top  of  the  towers  during  erection  without  creating  excessive  bend- 
ing stresses  in  the  towers.  This  difficulty  can  be  overcome  as  sug- 
gested by  the  author,  or,  preferably,  the  writer  thinks,  by  meeting  the 
erection  stresses  with  additional  metal  in  the  towers.  As  these  stresses 
are  only  temporary,  an  increase  of  25%  ov©^^  ^^^  normal  working  units 
is  admissible. 

Two  objections  may  be  made  to  the  simple  and  ingenious  form  of 
anchorage  proposed  by  the  author— first,  the  temporary  lower  anchor- 
age might  be  an  expensive  afifair  in  the  absence  of  solid  rock  at  a  con- 
venient depth;  second,  the  completion  of  the  anchorage  masonry  for 
the  bearing  of  the  upper  casting  must  be  delayed  until  the  completion 
of  the  cables,  which  involves  the  transmission  of  considerable  pressure 
through  green  masonry. 

The  author's  treatment  of  the  question  of  stiffening  is  logical  and 
proper.  It  is  quite  clear  that  the  long  undulations  in  the  cables  of 
such  a  long  span,  due  to  the  moving  load,  are  harmless,  and  that  no 
provision  need  be  made  for.  the  distribution  of  a  load  smaller  than 
that  which  would  produce  an  inclination  of  grade  equal  to  the  maxi- 
mum gradient  fixed  upon  for  the  convenience  of  operation.  The 
function  of  the  stiffening  truss  is,  therefore,  reduced  to  the  distribu- 
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Mr.Bouscmren.tion  of  the  difference  which  may  exist  between  the  actual  manimnm 
moving  load  and  the  load  which  would  produce  the  maximum  gradient. 
This  consideration  allows  at  once  a  very  large  economy  to  be  made  in 
the  weight  of  material  in  the  truss. 

The  utilization  of  cantileyer  projections  of  the  shore  span  to  sup- 
port the  stiffening  truss  has  the  advantage  of  securing  continuity 
without  the  disturbing  effect  of  possible  settlements  at  the  towers. 

The  proposed  use  of  nickel  steel  in  the  chords  is  an  innovation 
in  the  right  direction,  like  the  substitution  of  steel  for  iron  fifteen 
years  ago.  Nickel  steel  has  been  used  chiefly  for  armor  plates  and  for 
special  parts  of  machinery;  it  is  as  yet  untried  on  a  large  scale  for 
structural  purposes.  The  practicability  of  procuring  with  desirable 
promptness  16  000  000  lbs.  of  this  material,  possessing  a  sufficient 
degree  of  uniformity  in  its  physical  qualities  to  bear  safely  a  working 
stress  of  40  000  lbs.  per  square  inch,  may  be  questioned,  but  there  are 
no  reasons  to  suppose  that  a  satisfactory  material  could  not  be  pro- 
cured if  sufficient  time  were  allowed  for  experiments.  If,  as  stated  by 
the  author,  it  can  be  manufactured  now  into  shapes  at  an  advance  of 
only  three-quarters  of  a  cent  per  pound  over  ordinary  structural  steel, 
it  could  be  introduced  with  economy  in  the  construction  of  very  larg^ 
truss  spans. 

The  units  of  working  stress  used  by  the  author  in  the  different 
parts  of  the  structure  are  approximately  the  same  as  those  adopted  by 
the  Board  of  Engineers  in  their  report  upon  the  New  York  and  New 
Jersey  bridge,  but  the  carrying  capacity  of  his  bridge  is  less  than  that 
estimated  by  the  Board,  and  the  prices  used  in  his  estimate  are  lower 
than  t^ose  of  the  Board,  which  explain  the  large  difference  between 
the  total  estimates  of  cost,  as  given  in  the  two  papers. 
Mr.  Crowell.  Foster  Cbowell,  M.  Am.  Soc.  C  E. — In  presenting  the  subject  of 
this  admirable  paper  in  the  form  of  a  preliminary  study  of  a  practical 
character,  the  author,  it  would  appear,  has  invited  the  frankest  criti- 
cism and  a  wide  range  of  suggestions,  not  only  upon  the  radical 
and  bold  departures,  or  advances,  from  present  recognized  features 
of  construction  which  he  advocates,  but,  in  addition,  in  regard  to 
any  other  considerations  wherein  improvement  is  possible  and  desir- 
able. 

The  four  chief  points  of  novelty  in  the  design,  which  are  the  use  of 
twisted  wire  ropes  in  the  cables,  the  fixed  attachment  of  cables  to 
towers,  the  form  of  the  anchorage  connection,  and  the  combination  of 
continuous  stiffening  truss  and  its  cantilever  anchor,  together  with  the 
various  details  in  connection  therewith,  have  been  well  discussed.  The 
writer  will  pass  to  the  importance  of  providing  for  the  grace  and 
majesty  of  such  a  g^and  bridge,  by  incorporating  in  its  very  structure 
the  forms  and  lines  that  shall  produce  on  eye  and  mind  the  impressions 
of  a  beauty  equally  grand. 
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It  is  commonly  but  eironeonsly  considered  by  engineers  that  utility  Mr.  Crowell. 
in  a  bridge  design  is  all  that  is  necessary  to  render  it  pleasing  to  the 
eye,  or,  at  best,  that  the  Aristotelian  principles  of  beauty,  which  were 
**  Order,  Symmetry  and  the  Definitive,**  are  all  that  need  to  be  ob- 
served. Even  the  supreme  ugliness  of  the  ungainly  Forth  Bridge  is 
said  to  be  transformed  into  beauty  when  one  comprehends  the  functions 
of  its  several  parts,  but  few  besides  engineers  can  appreciate  those  func- 
tions, and  so,  to  most  observers,  it  is  and  always  will  be  one  of  the 
ugliest  as  well  as  most  stupendous  structures. 

It  would  seem  that  the  author  shares  the  view  that  in  an  engineer- 
ing structure  '* handsome  is  as  handsome  does,"  for  he  is  silent  in 
regard  to  the  matter  of  proportion  and  form,  excepting  as  called  for 
by  the  strain  sheet  or  the  requirements  of  the  laws  of  stability;  in  fact, 
he  even  introduces  intentional  irregularities  in  the  plan  and  placing  of 
his  towers,  and  treats  them  as  matters  of  no  consequence,  although  he 
refers  to  the  fact  that  the  proposed  twisting  of  the  towers  with  refer- 
ence to  each  other  would  be  manifest,  and  concludes  that  the  fact  of 
the  towers  themselves  being  built  out  of  square  would  seldom  be  ob- 
served. The  only  references  the  paper  contains  to  the  appearance 
of  the  structure  are  as  follows:  **Fig.  15,  showing  the  general  ele- 
vation and  tower,  shows  the  tower  as  finished,  with  a  room  about 
50  ft.  square  on  top,  surmounted  by  ornamental  work  terminating  in  a 
flagstafif,"  and  '*the  ornamental  work  on  the  top  of  the  towers,  with 
provisions  for  lighting,  etc.,  would  cost  $100  000."  It  is  the  writer's 
present  purpose  to  call  attention  to  the  avoidance  of  purely  aesthetic 
principles  in  the  author's  design,  not  as  a  distinctive  demerit,  but  be- 
cause it  is  a  characteristic  lack  in  most  designs  of  modem  metallic 
bridges,  large  or  small,  and  to  urge  that  it  is  of  the  very  first  importance 
in  developing  a  design  like  this,  that  those  principles  should  be  fully 
recognized. 

By  this  the  writer  does  not  wish  to  be  understood  as  recommending 
either  mere  decoration  or  ornamentation  superadded  for  efifect,  but 
that  the  forms  and  lines  of  the  parts  of  the  structure  wherein  a  choice 
is  possible  should  be  both  expressive  of  their  function  and  harmonious 
with  the  dominating  lines,  which,  in  the  case  of  suspension  bridges, 
are  the  sweeps  of  the  cables. 

Nature  abhors  a  straight  line  as  much  as  she  does  a  vacuum,  and 
it  is  by  the  use  of  all  sorts  of  orders  of  curves  that  the  impressions  of 
beauty  are  produced.  When,  then,  straight-line  towers  are  introduced 
into  the  design  of  a  suspension  bridge,  the  principles  of  beauty  are 
rudely  violated,  and  the  fact  that  the  lines  of  floor  and  stiffening  truss 
are  also  curved  emphasizes  the  incongruity  to  the  point  of  ugliness. 
Furthermore,  the  towers  are  not  simply  shafts,  rising  to  a  great  and 
conspicuous  height;  they  are  to  support  a  visible  weight;  their  pur- 
pose is  plainly  revealed.  They  should,  therefore,  be  so  designed  in  out- 
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Mr.  Orowell.  line  as  to  give  the  right  impression  of  strength  continued  to  the  point 
of  snpport.  The  cables  should  not  appear  to  pass  through  them,  as  do 
the  cables  in  the  otherwise  beautiful  bridge  in  Budapest,  but  to  rest 
upon  them.  With  the  carrying  of  the  cables  their  function  ends,  so 
they  should  not  be  carried  higher  than  absolutely  necessary,  and  they 
should  not  have  finials  and  other  features  of  ornamentation;  especially 
should  they  not  have  flagstaffs.  If  th6re  are  to  be  observatories  on 
the  towers  they  should  be  plainly  in  evidence;  all  the  finish  at  the  top 
of  the  towers  should  be  of  great  simplicity  and  massiveness.  The 
proportions  and  lines  of  the  towers  should  give  an  expression  of  repose 
and  superabundant  strength  combined  with  lightness.  Then,  too, 
they  should  be  of  such  outline  in  plan  as  to  eliminate  the  necessity  for 
being  placed  unsymmetrically,  even  at  some  sacrifice  of  economy  of 
material  and  cost. 

The  position  of  the  rocking  bents  should  be  back  of  the  front  posts, 
masked,  as  far  as  possible,  by  the  towers,  provided  this  can  be  done 
conveniently,  which  would  seem  to  be  the  case,  for,  pleasing  as  the 
device,  as  designed,  might  prove,  viewed  as  a  means  to  an  end,  the 
harmony  of  the  proportions  of  the  towers  would  be  sadly  marred. 

There  is  nothing  novel  in  the  principle  here  suggested,  apart  from 
its  application  to  bridge  design.  The  value  of  the  curve  in  architectnre 
and  its  use  for  centuries  to  produce  impressions  upon  the  mind  of  the 
observer,  whether  in  the  outline  of  a  column,  or  in  the  proportion  of 
spire  or  cathedral  arch  or  dome,  or  in  rectifying  the  crooked  efElect 
produced  by  a  straight  cornice,  need  not  be  cited.  One  has  only  to  con. 
trast  mentiJly  the  effect  of  the  Eiffel  Tower  with  the  straight  line  skel- 
eton observatories  and  electric  light  towers  commonly  seen,  which 
have  even  less  beauty  than  an  oil-well  derrick.  There  is,  moreover,  a 
utilitarian  consideration  for  employing  a  curved  outline  for  the  sus- 
pension bridge  tower  designed  to  be  flexible  under  the  action  of  the 
cables,  but  that  is  a  refinement  that  need  not  here  be  discussed. 

Passing  briefly  to  another  feature  of  the  plan,  the  dropping  of  the 
two  spans  at  each  end  of  the  structure,  t.  e.,  making  them  deck  spans, 
is  an  artistic  mistake,  however  sound  the  reasons  for  it,  in  a  strictly 
engineering  sense,  may  be.  The  through  structure  principle  should  be 
made  use  of  on  to  the  anchorages,  with  the  necessary  expansion  break 
at  the  cantilever  end,  of  course,  and  should  terminate  in  grand  portals, 
surmounting  and  dignifying  the  otherwise  ungraceful  and  chuituH^r- 
less  anchorages.  There  would  also  be  a  utilitarian  advantage  in  such 
treatment  in  securing  greater  immunity  from  fire  dangers  from  ad- 
jacent buildings,  and  if  the  space  beneath  were  to  be  utilized  for 
fireproof  structures,  the  additional  headroom  so  secured  would  be 
valuable.  This  treatment  would  allow  of  a  magnificent  promenade, 
also  a  source  of  revenue. 

The  idea  of  adorning  bridges  is  in  itself  not  a  new  thing;  in  fact 
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there  are  many  examples  of  the  attempts  to  create  beauty  by  adding  Mr.  Crowell 
ornaments  and  so-called  architectural  devices,  most  of  which,  by  the 
way,  are  complete  and  dismal  failures.  One  of  the  most  conspicuous 
cases  the  writer  recalls  is  the  disguising  of  a  straight  truss  as  a  colon- 
nade with  false  column  bases  and  capitals  and  connecting  arches  of 
thin  cast  iron.  The  bridge  is  a  double-deck  structure,  and  the  colon- 
nade is  supposed  to  have  the  effect  of  supporting  the  upper  deck,  re- 
gardless of  the  fact  that  the  bases  of  the  pseudo  columns  are  resting 
on  air.  The  effect  is,  of  course,  worse  than  grotesque— it  is  abominable. 

Sometimes  an  arch  bridge  of  notable  span  length  is  utterly  devoid 
of  impressiveness  and  beauty  because  of  the  introduction  of  straight- 
line  connecting  spans  between  the  ends  of  the  arch  and  terra  firmn. 
Sometimes  the  effect  of  an  otherwise  magnificent  arch  is  completely 
lost,  because  it  is  one  of  a  pair  instead  of  a  single  one,  or  one  of  three. 

Buskin  says  that  the  greatest  art  which  the  world  has  produced  is 
that  which  is  fitted  for  a  place  and  subordinated  to  a  purpose,  and 
that  all  art  worthy  of  the  name  is  **good  craftsmanship  and  work  of 
the  fingers,  joined  with  good  emotion  and  work  of  the  heart;  that  is,  the 
energy  of  body  and  soul  united. "  If  there  be  room  for  the  application 
of  this  idea  in  the  grand  art  of  engineering,  of  which  the  writer  thinks 
there  can  be  no  doubt,  it  will  behoove  the  designers  of  monumental 
structures,  like  the  one  under  discussion,  to  bring  to  their  aid  all  the 
resources  of  art  to  produce  in  the  highest  attainable  degree  perfection 
of  form  conjointly  with  mechanical  excellence. 

J.  E.  Gbeineb,  M.  Am.  Soc.  C.  E. — The  author  has  developed  a  Mr.  Orelner. 
mechanical  device,  the  object  of  which  is  to  transfer  the  strain  from 
the  main  cable  to  the  backstay,  thereby  avoiding  a  continuous  cable 
from  anchorage  to  anchorage.  It  is  hardly  probable  that  any  one 
will  deny  that  the  arrangement  illustrated  is  novel,  although  socketed 
cables  have  been  proposed  before,  the  most  prominent  design  being 
in  the  first-prize  plan  of  the  Budapest  bridge. 

The  question  arises,  will  the  saving  in  cost  of  erection  justify  the 
use  of  such  an  expensive  arrangement,  expensive  not  so  much  on  ac- 
count of  the  labor  and  material  used  in  its  construction  as  on  account 
of  the  large  amount  of  unavailable  material  placed  in  the  cables?  In 
the  case  under  discussion,  the  details  do  not  develop  the  strength  of 
the  members  connected,  and  until  experiments  demonstrate  that  a 
socketed  joint  can  be  made  strong  enough  to  break  the  cables,  engi- 
neers generally  will  avoid  its  use.  As  the  capacity  of  the  proposed 
bridge  depends  upon  the  strength  of  its  cables,  it  may  be  well  to  in- 
quire what  excess  of  material  must  be  placed  in  the  cables  in  order 
that  the  sockets  may  be  strong  enough  for  the  loads. 

The  tests  quoted  by  the  author  show  that  sockets  will,  on  an  aver- 
age, develop  from  about  70.4%  to  88.1%  of  the  strength  of  the  sample 
plow  steel  wires,  or  from  76.8%  to  85.9%  of  sample  special  steel  wires, 
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Mr.  Greiner.  and  that,  while  tests  of  wires  gave  an  average  strength  of  172  588  lbs. 
for  special  steel  and  226  504  lbs.  for  plow  steel,  a  difference  of  31.2^ 
in  favor  of  the  latter,  the  sockets  attached  to  the  plow  steel  cables 
developed  an  increased  strength  over  those  attached  to  the  special 
steel  of  but  20.3  to  26.9  per  cent.  This  indicates  that  the  strength  of 
the  socketed  cables  does  not  increase  in  the  same  ratio  as  the  oltimate 
strength  of  the  different  kinds  of  sample  wires  tested,  and  that  the 
ratio  is  unfavorable  to  the  socket. 

According  to  the  author's  calculations,  the  cables  will  weigh 
57  668  760  lbs.  The  socketed  joints  can  develop  from  70.4%'  to  85.9?^ 
of  the  strength  represented  by  this  weight,  consequently  there  is  from 
14.1%  to  29.6%  of  the  material  in  the  cables  practically  unavailable. 
This  means  that  in  order  to  use  the  proposed  sockets  it  will  be  neces- 
sary to  waste  from  about  8  000  000  to  17  000  000  lbs.  of  cable  worth  7 
cents  per  pound,  or  from  $560  000  to  $1  190  000.  This  is  but  a  small 
percentage  of  the  total  cost;  nevertheless,  when  dealing  with  millions, 
a  very  small  percentage  represents  a  large  amount  of  money.  If  this 
amount  can  be  saved  in  the  erection,  there  can  remain  no  objection  to 
the  excessive  material  used,  and  if  the  time  of  erection  is  lessened,  the 
saving  of  interest  on  the  large  capital  invested  may  result  in  a  decided 
saving  in  the  total  cost  of  the  completed  structure. 

It  will  be  noticed  that  the  author  avoids  expansion  sockets  over 
top  of  towers  and  allows  the  towers  to  deflect  from  the  perpendic- 
ular. Similar  means  of  taking  care  of  expansion  are  in  common  use 
on  a  small  scale,  notably  in  train  sheds.  The  application  of  the  same 
principle  on  such  a  large  scale  is  perfectly  legitimate  and  appears  to 
the  writer  as  the  proper  thing  to  do  in  all  cases  of  long-span  super- 
structures.    It  is  economical  and  perfectly  practicable. 

Other  details  of  the  design,  namely,  the  anchorage  and  accessi- 
bility of  all  parts  to  inspection,  are  specially  good  features.  In  the 
writer*s  judgment,  however,  it  would  be  best  to  cover  the  cables  with 
close- woven  wire  thickly  coated  with  white  lead  so  as  to  protect  them 
absolutely  against  the  entrance  of  moisture.  After  being  thus  pro- 
tected they  could  be  covered  by  a  layer  of  non-conducting  substance 
which  would  allow  heat  from  the  sun*s  rays  to  reach  the  metal  of  the 
cables  no  faster  than  it  is  dissipated  through  the  whole  volume  of  the 
cables.  In  an  address  before  the  American  Association  for  the  Ad- 
vancement of  Science,  read  by  Gustav  Lindenthal,  M.  Am.  Soc.  C.  E. , 
on  the  **  Economic  Condition  of  Long-Span  Bridges,"  it  was  proposed 
to  use  cables  of  parallel  wires,  but  instead  of  being  wrapped  with  wire, 
they  would  be  enclosed  in  a  water-tight  steel  envelope  allowing  an  air 
space  of  about  2  ins.  to  prevent  uneven  heating  of  the  wires  by  the  sun. 
By  using  some  such  casing  and  packing  the  space  with  a  non-conduct- 
ing material,  the  wires  could  be  kept  at  a  nearly  uniform  temperature. 

It  has  always  appeared  to  the  writer  that  a  suspension  bridge 


Digitized  by  VjOOQIC 


COBRBSPONDENCE  OK    SUSPEKSIOK   BRIDGES. 


469 


designed  with  Btiffening  tmsses  hanging  to  the  main  cables  has  some-  Mr.  Greioer. 
thing  lacking  in  its  SBsthetio  as  well  as  mechanical  constmction. 
While  a  cable  suspended  from  tower  to  tower  assumes  a  beautiful 
curye  and  lends  an  appearance  of  grace  to  the  bridge  in  spite  of  a 
crude  and  clumsy  suspended  stiffening  truss,  the  fact  should  not  be 
lost  sight  of  that  it  is  the  curve  which  the  cable  assumes  and  not  the 
comparatively  thin  cable  which  appeals  to  the  aesthetic  sense.  When 
analyzing  the  beauty  of  a  suspension  bridge  an  appearance  of  bird- 
cage frailty  will  be  found  invariably  in  that  part  of  the  structure  be- 
tween the  cable  and  stiffening  truss,  a  lack  of  something  not  found 
wanting  in  an  arch  bridge.  This  void  between  the  cable  and  the  floor 
can  be  filled  admirably  by  placing  one  cable  over  the  other  and  brac- 
ing them  together  as  proposed  by  Mr.  Lindenthal  in  his  design  for  the 
North  River  bridge.  When  arranged  in  this  manner  the  cables  will 
assume  the  same  graceful  curve,  and  will  have  the  appearance  of 
strength  and  rigidity  where  it  is  natural  to  expect  it.  If  the  cables  of 
a  suspension  bridge  can  be  utilized  for  chords  of  stiffening  trusses, 
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such  an  arrangement  must  naturally  appeal  to  engineering  instinct  as 
the  proper  thing  to  provide,  to  say  nothing  of  increased  and  sub- 
stantial beauty  and  balance  of  the  structure  as  a  whole. 

GusTAVB  Kaufman,  M.  Am.  Soc.  C.  E.— The  use  of  a  cantilever  in  Mr.  Kaufman, 
connection  with  the  stiffening  truss  of  a  suspension  biidge,  as  shown 
in  Fig.  26,  was  contemplated  by  the  writer  several  years  ago.  This 
plan  was  submitted  by  him  to  the  authorities  of  the  City  of  Pitts- 
burg as  a  method  for  strengthening  the  Point  Bridge  at  the  mouth 
of  the  Monongahela  River.  In  the  event  of  its  adoption  by  the 
city,  some  question  might  arise  in  the  future  as  to  its  originality; 
therefore,  to  obviate  any  discussion  on  this  point,  its  main  features 
are  shown  here.  The  cantilever  in  this  design  is  intended  to  relieve 
the  cable  of  a  large  portion  of  its  load;  and  it  has  been  the  writer's 
intention,  since  the  conception  of  the  design,  to  anchor  the  stiffening 
truss  securely  to  the  end  of  the  cantilever,  thus  practically  doing  the 
same  thing  that  has  been  proposed  by  the  author. 
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Mr.  Meem.  J.  C.  Meem,  Assoc.  M.  Am.  Soc.  C.  E. — One  of  the  new  and  inter- 
esting features  suggested  by  the  author,  that  of  substituting  cables 
and  backstays,  socketed  at  the  towers,  for  continuous  cables  such  as 
have  been  used  heretofore  in  practice,  possesses  undoubted  advan- 
tages, and  the  question  then  arises  as  to  whether  or  not  there  are  dis- 
advantages sufficient  to  offset  these  advantages.  In  this  method  of 
construction  the  fundamental  consideration  is  the  strength  of  the 
socket;  for,  if  a  socket  can  be  constructed  which  shall  be,  under  all 
conditions,  stronger  than  the  rope  itself^  then  necessity  for  further 
discussion  is  eliminated.  The  author  suggests,  however,  that  the 
strength  be  calculated  for  the  strength  of  the  socket  rather  than  thlit 
of  the  cable,  and  this  would  necessitate,  in  a  weaker  socket,  such  as 
noticed  in  the  tests  given  in  the  paper,  a  grefater  weight  of  cable,  assum- 
ing that  the  strength  of  cable  and  socket  vary  in  the  same  relation. 
The  sockets  used  in  the  tests  were  of  the  ordinary  wedge  type  and 
broke  always  just  inside,  beginning  with  the  outer  wires;  and  this,  of 
course,  showed  unequal  pull  in  the  wires,  causing  the  wedges  to  pinch 
or  shear  them  off.  The  author  suggested  that  a  more  satisfactory 
socket  could  be,  and  in  fact  had  been,  made.  One  such  was  deseribed 
by  Mr.  Spilsbury,  which  depended  in  part  for  its  strength  upon 
the  fact  that  the  outer  wires  were  consecutively  bent  and  run  in  be- 
hind the  butts  of  the  succeeding  wedges  which  bore  upon  them.  As 
the  author  bases  one  of  his  objections  to  the  continuous  cables  on  the 
fact  that  the  wires  bend  in  passing  over  the  saddle,  and  as  this  objec- 
tion to  the  bent  wires  is  also  raised  against  the  ordinary  form  of 
socket,  it  would  also  apply  to  the  new  form. 

The  conclusion  is,  thei),  that  it  is  necessary  to  depend  on  a  socket 
of  this  kind,  which  has  its  objections,  or  else  upon  one  of  the  wedge 
type  which  is  weaker  than  the  rope.  When  it  is  considered  further 
that  a  socket  is  dependent  upon  stress  to  develop  its  full  strength, 
and  that  any  variation,  however  infinitesimal,  in  this  stress,  tends  in 
this  infinitesimal  degree  to  impair  its  strength,  and  that  a  socket 
under  the  same  conditions  would  doubtless  be  more  liable  to  injury 
from  atmospheric  changes,  and  when  to  these  two  weakening  factors 
of  vibration  and  wear  are  added  the  others  of  bending  and  shearing 
in  the  socket,  the  conclusion  is  that  this  is  the  weak  point  in  the 
cabre.  If,  by  substituting  continuous  cables,  the  proportional  number 
of  sockets  can  be  reduced  from  six  to  two,  it  would  seem  best  to  do 
this,  even  if  at  a  somewhat  greater  initial  expense  of  time  and  labor. 

Strength  might  be  added  to  the  continuous  cable  in  its  passage 
over  the  saddle,  by  enveloping  it  in  a  casing  of  iron  or  steel,  between 
the  interior  of  which  and  the  cable  wore  ball  bearings  or  rollers  clasp- 
ing it  firmly,  yet  admitting  of  longitudinal  motion.  This  would,  per- 
haps, develop  most  fully  the  strength  of  each  wire  or  rope  by 
.  preventing  any  tendency  whatsoever  towards  their  displacement. 
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T.  Kbnnabd  Thomson,  M.  Am.  See.  C.  E. — ^The  author  advocates  Mr.  Thomton. 
using  nickel  steel,  a  metal  supposed  to  undergo  a  permanent  contrac- 
tion at  a  temperature  a  few  degrees  below  zero.  As  this  change  is  sud- 
den and  must  necessarily  affect  some  parts  of  the  bridge  much  sooner 
than  others,  it  might  be  dangerous  to  use  this  metal  in  a  bridge  near 
New  York.  In  a  structure  of  this  kind,  where  there  is  very  little 
shock,  it  is  a  question  whether  it  would  not  be  safe  to  strain  ordinary 
structural  steel  up  to  20  000  lbs.  per  square  inch.  The  writer  was  once 
ordered  to  design  some  movable  short-span  structures  subject  to  very 
severe  shocks,  using  a  fiber  strain  of  20  000  lbs.  per  square  inch.  He 
refused  absolutely  to  do  this,  and  was  allowed  to  go  ahead  in  his  own 
manner.  He  found  afterward,  however,  that  his  structures  were  loaded 
to  double  the  capacity  used  as  a  basis  for  the  design,  and  many  of  them 
are  still  in  service. 

Gbobob  S.  Mobihon,  Past-President  Am.  Soc.  C.  E. — ^Before  enter-  Mr.  Morieon. 
ing  upon  more  specific  subjects,  the  author  would  call  attention  to  the 
fact  that  the  design  which  is  made  the  basis  of  this  paper  is,  like  the 
paper,  a  study  rather  than  an  adopted  plan.  He  considered  that  in  a 
work  of  this  magnitude  and  novelty  it  was  necessary,  not  only  to  pre- 
pare a  general  design,  but  to  work  out  all  the  important  details  to  an 
extent  which  would  show  that  there  were  no  insuperable  obstacles  in 
the  way  of  their  construction,  and  no  defects  which  might  materially 
increase  the  quantities  or  cost  of  the  structure.  He  did  not  consider 
thtft  such  design  was  a  final  design,  either  in  its  proportions  or  dimen- 
sions; while  he  is  confident  that  it  would  produce  a  satisfactory 
structure,  the  cost  of  which  would  not  exceed  the  estimates,  he  does 
not  claim  that  it  is  perfect,  but  believes  that  many  changes  would  be 
made  if  the  construction  of  such  a  work  were  actually  intrusted  to 
him. 

The  claim  that  a  suspension  bridge  with  cables  in  parallel  planes  is 
as  well  fitted  to  resist  wind  pressure  as  one  in  which  the  cables  are 
cradled  is  strangely  at  variance  with  the  principles  which  have  gener- 
ally governed  suspension  bridge  construction.  While  it  may  be  true 
that  under  extreme  conditions  the  resistance  offered  to  wind  by  a  bridge 
with  parallel  cables  will  be  about  as  great  as  that  offered  by  a  bridge 
with  cradled  cables,  it  must  be  remembered  that  the  disturbances 
which  give  a  bridge  a  bad  name,  which  shorten  its  life,  and  generally 
are  most  objectionable,  are  not  the  maximum  distortions  which  occur 
only  at  long  intervals,  but  the  minute  and  frequent  oscillations  which, 
if  they  occur  at  all,  occur  constantly.  It  was  these  oscillations  which 
proved  the  greatest  defect  in  the  old  iron  bridges,  and  which  accom- 
panied, as  they  often  were,  by  small  rattling  members,  gave  an 
appearance  of  insecurity  which  was  too  often  well  founded.  Though 
the  cradled  cables  may  have  no  advantage  to  resist  a  hurricane  which 
would  blow  the  bridge  8  ft.  out  of  line  (a  storm  which  would  work 
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Mr.  Morison.  widespread  havoc  in  the  neighboring  country  and  which  has  probably 
never  extended  over  a  few  hundred  feet  at  the  same  instant),  they 
would  have  a  very  decided  advantage  in  checking  the  oscillations, 
measured  by  fractions  of  an  inch,  which  are  caused  by  the  passage  of 
trains  and  due  to  other  circumstances  occurring  every  few  minutes. 
Where  the  cables  are  in  parallel  vertical  planes  they,  with  the  floor  of 
the  bridge,  make  a  series  of  pendulums  whose  natural  vibrations  are 
perfectly  synchronous  and  would  readily  become  cumulative.  On  the 
other  hand  when  the  cables  are  cradled,  each  cable  has  a  di£ferent 
motion,  one  goes  up  while  the  other  goes  down,  and  the  motion  of 
nearly  every  part  of  the  structure  greatly  exceeds  that  of  the  center  of 
gravity.  The  motions  become  complicated  in  so  many  different  direc- 
tions that  their  general  effects  neutralize  each  other,  and  the  danger  of 
cumulative  synchronous  effects,  if  not  entirely  eliminated,  is  very 
greatly  reduced.  A  very  simple  experiment  illustrates  this  difference. 
Suspend  a  horizontal  haa  by  two  parallel  cords  from  a  fixed  bar  above, 
set  it  vibrating  in  the  direction  of  its  length  and  observe  the  time 
which  it  takes  for  the  vibrations  to  cease;  then  spread  the  cords  apart 
at  the  top,  so  that  their  positions  correspond  to  the  planes  of  cradled 
cables,  set  it  vibrating  again,  and  observe  the  time  it  takes  for  vibra- 
tions of  equal  amplitude  to  cease.  The  time  decreases  rapidly  with 
an  increase  of  cradling. 

If  a  stiffening  truss  of  excessive  depth  is  to  be  used,  the  central 
hinge  is  a  matter  of  necessity;  in  no  other  way  can  the  deflections  of 
the  cables  due  to  strain  and  temperature  be  taken  up  without  unreason- 
able stresses  in  the  chords  of  the  stiffening  truss.  Stiffening  trusses 
with  central  hinges  are  described,  and  mathematical  demonstrations  of 
the  strains  in  them  given,  in  nearly  all  the  text  books  which  have 
treated  of  suspension  bridges.  They  have  seldom  been  built.  There 
are  two  very  serious  objections  to  the  central  hinge.  It  is  at 
best  a  loose  detail  in  the  point  where  stiffness  is  most  needed,  giving 
an  opportunity  for  lost  motion  at  the  very  point  where  the  tendency  to 
oscillation  is  greatest.  The  amount  of  motion  on  the  central  hinge  is 
considerable,  amounting  in  this  case  to  something  like  1^  20',  and  if 
the  stiffening  truss  is  to  be  sustained  by  the  cables  throughout  its 
length,  the  same  bending  motion  must  be  concentrated  at  or  near  the 
central  point  of  each  cable;  such  concentration  of  bending  motions 
would  prevent  the  use  of  cables  of  large  dimensions  and  perhaps  would 
require  a  hinge  in  the  cables  as  well  as  in  the  stiffening  truss.  A  hinge 
which  will  permit  of  the  necessary  amount  of  motion  and  be  adequate 
to  carry  the  strains,  both  tensile  and  compressive,  which  wiU  exist  in 
a  structure  of  this  magnitude  is  believed  to  present  mechanical  difficul- 
ties which  are  practically  insuperable.  To  obviate  this  difficulty  it  is 
proposed  to  make  a  hinge  capable  of  resisting  neither  tension  nor  com- 
pression, using  ropes  or  flexible  plates  in  approximately  vertical  posi- 
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tions.  A  binge,  if  that  is  a  proper  name  to  apply  to  such  a  devioe,  can  Mr.  Morison. 
be  made  in  this  way  which  will  transfer  vertical  reactions,  but  it  will 
be  capable  of  no  other  dnties.  The  whole  value  of  the  chords  of  the 
stiffening  truss  as  members  of  a  wind  truss  is  thrown  away,  the  chords 
being  cut  at  the  point  where  the  wind  strains  are  greatest.  The  wind 
must  be  resisted  entirely  by  the  cables;  and  cables,  placed  in  vertical 
planes,  can  resist  the  wind  only  by  swinging  out  of  line  until  the  sus- 
pended superstructure  has  been  lifted  to  a  point  where  its  weight 
balances  the  wind.  This  wiU  require  a  lateral  deflection  of  20  ft. , 
instead  of  8  ft. ,  which  seems  fatal  to  this  design. 

The  application  of  mathematical  demonstration  to  test  the  relative 
merits  of  complicated  designs  before  the  details  of  those  designs  have 
been  workecf  out  is  perhaps  the  most  delusive  abuse  to  which  mathe- 
matical demonstration  can  be  applied.  It  is  believed  that  when  the 
actual  details  of  construction  of  the  plan  proposed  by  Mr.  Mayer  are 
developed  with  the  same  care  that  has  been  done  in  this  paper,  the 
plan  will  be  modified  in  some  very  essential  features. 

The  versed  sine  of  one-eighth  the  span  was  selected  largely  because 
this  ratio  was  used  in  the  reports  made  by  the  two  Boards  of  Engineers 
which  have  considered  the  subject  of  suspension  bridges  of  this  magni- 
tude. It  was  not  selected  because  the  author  believed  it  to  be  the 
most  economical  ratio.  It  was  the  natural  ratio  to  select  for  a  first 
study;  but,  before  adopting  any  final  design  for  construction,  other 
ratios  should  be  studied  with  equal  care.  The  author  believes  that  a 
less  versed  sine  would  be  both  more  economical  and  in  other  ways 
better,  but  this  would  not  affect  the  general  details  of  construction, 
nor  modify  the  cost  enough  to  affect  the  general  feasibility  of  such  a 
bridge. 

In  like  manner  a  deflection  of  3.5  ft.  was  adopted  as  the  permissible 
deflection  in  a  length  of  1  400  ft.,  because  it  corresponded  to  a  1% 
grade  at  each  end  of  the  curve.  In  view  of  the  fact  that  the  maximum 
deflection  would  occur  only  under  a  condition  of  loading  which,  though 
possible,  is  very  improbable,  and  as  trains  of  sufici^it  length  to  pro- 
duce this  deflection  would  balance  themselves,  one  portion  descending 
while  another  portion  is  ascending,  the  author  believes  that  a  deflec- 
tion of  twice  this  amount,  or  7  ft.,  would  be  entirely  unobjectionable. 
He  would  be  prepared  to  recommend  a  permissible  deflection  of 
5.25  ft.,  corresponding  to  a  grade  of  1.5%  at  each  end  of  the  vertical 
curve. 

A  reduction  of  the  versed  sine  from  one-eighth  to  one-tenth  would, 
roughly,  increase  the  weight  of  the  cables  25  per  cent.  It  would  increase 
the  portion  of  excess  load  distributed  by  the  cables  from  9.424%  of 
the  dead  load  to  11.78%  ;  while  it  may  be  roughly  stated  that  an  in- 
crease of  the  permitted  deflection  from  3.5  ft.  to  5.25  ft.  would  further 
increase  the  amount  of  excess  load  one-half,  so  that  the  portion  of  the 
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Mr.  Morison  excess  load  absorbed  by  the  cables  would  be  17.67%  of  the  dead  load; 
as  the  dead  load  is  39  000  lbs.,  this  amounts  to  6  891  lbs.,  which,  de- 
ducted from  12  000  lbs.,  leaves  5  109  lbs.  to  be  distributed  by  the 
stiffening  truss,  as  against  8  325  in  the  design  described  in  the  paper. 
The  depth  of  the  stiffening  truss,  which  is  determined  by  the  permitted 
deflection,  would  be  reduced  from  66  to  44  ft.,  and  the  theoretical  sec- 
tion of  the  chords  from  450  to  418  sq.  ins.  This  means,  in  a  general 
way,  an  increase  of  25%  in  the  weight  of  the  cables,  a  decrease  of  40% 
in  the  webs  of  the  stiffening  trusses,  and  a  decrease  of  7%  in  the 
chords  of  the  stiffening  trusses. 

If  the  versed  sine  were  reduced  to  one-twelfth  and  the  permissible 
deflection  increased  to  7  ft.,  the  effect  would  be,  roughly,  to  increase 
the  percentage  of  excess  load  distributed  by  cable  to  28%,  or  10  920 
lbs.  per  lineal  foot,  leaving  only  1  080  lbs.  to  be  distributed  by  the 
stiffening  truss,  while  the  depth  of  the  stiffening  truss  would  be  re- 
duced to  33  ft.  Such  a  design  would  probably  be  adopted  for  a  high- 
way bridge  of  these  dimensions. 

These  illustrations  are  given  as  showing  the  modifications  which 
are  admissible  in  a  design  like  that  described  in  the  paper,  and  which 
would  be  carefully  considered  before  any  such  design  is  actually  con- 
structed. 

It  has  been  said  that  if  distortions  do  not  occur,  the  force  which 
would  produce  the  distortions  must  be  absorbed  somewhere  in  the 
structure.  With  trains  running  at  high  speeds,  it  is  probable  that  the 
deflections  would  be  reduced.  The  inertia  of  matter,  which  has  com- 
paratively little  to  do  in  small  structures,  would  be  important  in  a 
suspension  bridge  like  the  one  described.  The  force  of  gravity  is  con- 
stant, but  time  is  essential  to  the  operation  even  of  gravity.  If  gn^vity 
can  be  applied  to  only  one-tenth  the  mass  it  has  to  move  (as  in  the 
familiar  experiment  in  which  a  weight  of  4^  lbs.  is  placed  at  one  end 
of  rope  passing  over  a  pulley  and  5^  lbs.  at  the  other)  it  will  take  ten 
times  as  long  for  gravity  to  move  this  mass  a  given  distance  as  it  would 
to  move  the  one -tenth  to  which  it  is  actually  applied.  The  same  rule 
will  apply  to  a  bridge  of  this  kind,  with  a  limited  time  in  which  to 
create  deflections.  The  deflections  from  light  loads  p&ssing  at  high 
speeds  will  be  less  than  from  the  same  loads  in  a  static  position  ;  this 
means  that  trains  which  run  at  high  speeds  may  have  comparatively 
little  effects  on  the  great  structure. 

One  of  the  principal  features  of  the  design  is  the  use  of  wire 
ropes  instead  of  independent  wires  to  make  the  cables.  These  ropes 
would  perhaps  more  properly  be  called  strands.  They  are  not  twisted 
ropes  of  the  ordinary  character,  but  resemble  the  strands  of  which  an 
ordinary  rope  is  made  up.  Such  strands  are  now  made  for  various 
commercial  purposes.  They  were  selected  some  years  ago  by  General 
Serrell  as  the  best  material  to  use  for  this  purpose  in  his  proposed 
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bridge  acroBB  the  Hudson  River  at  Fort  Montgomery.  The  author  be-  Mr.  Morlson. 
lieves  that  strands  could  be  made  much  better  adapted  to  this  purpose 
than  any  which  have  yet  been  manufactured.  In  his  first  studies  he 
contemplated  making  these  strands  of  straight  wire,  but  abandoned 
the  idea  because  he  did  not  believe  that  it  was  possible  to  transport 
them.  A  straight  wire  strand  can  only  be  handled  when  under  a  very 
considerable  strain,  and  in  strands  of  this  length  this  strain  can  be 
maintained  only  by  using  the  weight  of  the  strand  to  produce  it.  Be- 
fore actually  manufacturing  strands  for  use,  experiments  should  be 
made  to  determine  how  small  a  twist  is  needed  to  insure  the  stability 
of  the  strand  during  transportation,  and  the  author  fully  believes  that 
this  twist  can  be  reduced  to  such  a  degree  that  the  difference  in 
strength  between  the  twisted  strands  and  the  straight  wire  will  be  ex- 
ceedingly small. 

The  experience  of  the  East  River  Bridge  is  cited  to  show  the  neces- 
sity of  adjustment  of  the  different  strands  at  the  time  they  are  placed. 
The  author  admits  that  such  adjustment  may  be  required  under  the 
sockets,  but  he  believes  that  sufficiently  accurate  work  can  be  done  to 
render  it  unnecessary.  He  remembers  the  time  when  [it  was  con- 
sidered necessary  to  put  adjustments  in  all  the  tension  members  of  the 
webs  of  otherwise  pin-connected  trusses.  A  certain  amount  of  error 
always  exists  and  is  permissible  in  every  structure  ;  the  main  cable  is 
about  40  000  ins,  long,  and  an  error  of  1  in.  in  the  length  of  this 
cable  would  correspond  to  a  variation  of  less  than  700  lbs.  per  square 
inch  in  the  strain  on  that  cable ;  a  variation  of  several  times  this 
amount  would  be  taken  up  by  the  friction  of  the  ropes  upon  each 
other.  The  author,  however,  would  never  think  of  using  ropes  in 
this  way  until  those  ropes  had  been  actually  subjected  to  a  strain  at 
least  10  000  lbs.  greater  per  square  inch  than  anything  they  would 
be  expected  to  bear  in  the  bridge,  and  had  been  kept  under  this  strain 
for  at  least  two  days.  This  would  be  necessary  to  make  sure  of  the 
uniform  elongations  which  the  tests  made  at  Watertown  show  can  be 
obtained. 

To  accomplish  this  he  had  contemplated  building  two  substantial 
masonry  piers  at  proper  distances  apart  at  the  works  where  the  ropes 
are  manufactured,  the  space  between  these  piers  to  be  covered  with  a 
light  shed,  to  keep  out  both  rain  and  sun.  On  these  masonry  piers 
saddles  should  be  securely  fixed  with  bearings  for  the  sockets,  while 
suitable  machinery  should  be  provided  for  stretching  the  ropes  under 
strain  between  these  piers.  The  actual  strains  in  the  strands  would 
be  determined  by  measuring  the  deflection.  Every  rope,  before  it  is 
shipped  to  the  bridge,  would  be  placed  on  these  piers,  adjusted  under 
strain  to  the  proper  length,  the  sockets  fitted  on  and  trimmed  by  a 
special  tool  which  would  turn  the  bearing  after  the  socket  is  on  the 
rope,  so  that  the  deflection  would  correspond  to  the  exact  strain  de- 
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Mr.  Morlson.  sired  in  the  rope.  These  piers  should  be  made  of  such  dimensions  that 
twenty  or  more  ropes  could  be  placed  there  at  the  same  time,  and  the 
deflections  of  the  ropes  first  placed  would  be  used  to  measure  the  de- 
flections of  the  later  ones.  No  rope  should  remain  in  this  testing  shed 
less  than  two  days.  After  testing,  each  rope  should  be  rolled  up  in  a 
coil  of  considerable  diameter  (perhaps  too  large  to  transport  on  a  rail- 
road car)  so  that  the  compacting  effect  of  the  strain  would  not  be  modi- 
fied by  the  coiling  of  the  rope.  The  author  fully  recognizes  the  fact 
that  the  elongation  which  would  occur  in  a  twisted  rope  which  had  not 
been  subjected  to  strain  in  this  manner  might  be  fatal  to  anything  like 
uniformity  in  the  action  of  the  cables.  By  this  method  he  believes  that 
these  difficulties  can  be  removed. 

The  ropes  used  as  suspenders,  though  of  the  same  weight  and  sec- 
tions as  those  used  in  the  main  cable,  are  subjected  to  less  than  half 
the  same  strain  per  square  inch;  and  as  they  pass  around  saddles  of 
about  40  ins.  diameter,  it  would  probably  be  expedient  to  use  softer 
wire  in  them  than  in  the  main  cables. 

The  sockets  at  the  ends  of  the  cables  may  be  elements  of  weakness, 
but  they  do  not  necessarily  mean  more  than  a  screw  at  the  end  of  a  rod 
or  the  heads  at  each  end  of  an  eye-bar.  The  same  kind  of  objections 
that  are  now  raised  to  a  socket  on  a  wire  rope  were  raised  thirty  years 
ago  to  an  upset  head  on  an  eye-bar,  when  some  of  the  best  engineers 
absolutely  refused  to  allow  eye-bars  to  be  forged  by  a  process 
which  so  weakened  the  fiber  of  the  iron,  and  welds  in  the  body  of 
the  bars  were  preferred  by  many  to  any  upset  enlargement  for  a 
screw.  It  is  only  within  the  last  ten  years  that  there  has  been  any- 
thing like  a  reasonable  certainty  of  securing  eye-bars  in  which  the 
head  would  break  the  body  of  the  bar,  but  engineers  accepted  upset 
bars  as  better  and  safer  than  any  welded  bars  that  could  be  made, 
recognizing  that  while  the  heads  were  not  what  they  would  have  been 
glad  to  have,  the  fractures,  which  they  could  not  avoid,  occurred 
under  strains  far  above  any  working  strains  and  in  no  way  affected 
the  elastic  limit. 

The  change  which  is  now  going  on  in  the  manufacture  of  sockets  is 
of  like  kind.  Mr.  Spilsbury  states  positively  that  he  can  make  a  socket 
which  will  develop  the  full  strength  of  the  rope;  even  if  this  were  not 
so,  the  strength  of  the  rope  in  the  socket  can  undoubtedly  be  increased 
to  a  limit  which  will  compare  favorably  with  the  usual  strength  of  eye- 
bar  heads,  and  which  will  be  so  far  in  excess  of  any  working  strains 
that  the  weakness  is  more  a  matter  of  theory  than  of  practice.  From 
its  very  nature  the  weakness  of  a  socket  is  developed  principally  when 
the  contraction  of  the  wires  under  extreme  strain  prevents  their  filling 
the  full  area  of  the  socket,  and  in  hard  steel  wires  this  contraction  oc- 
curs only  at  strains  which  are  relatively  far  in  excess  of  the  elastic 
limit  in  steel  and  iron  bars. 
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Wire  ropes  are  used  in  many  places  where  the  streng^th  of  -a  socket  Mr.  MorUon. 
is  absolutely  essential  to  safety.  A  single  rope  used  for  a  carrier  in 
a  wire  tram  is  dependent  on  two  sockets,  the  failure  of  either  of  which 
would  produce  disaster.  In  the  cables  of  the  proposed  bridge  there 
are  253  ropes,  and  the  risk  is  divided  among  a  corresponding  number 
of  sockets,  the  failure  of  several  of  which  might  occur  with  no  serious 
result. 

There  is  no  question  but  what  the  detail  adopted  for  the  connec- 
tions at  the  top  of  the  tower  is  heavy  and  expensive.  Practically  the 
entire  weight  of  these  special  connections  would  be  saved  if  the  cables 
were  made  continuous  from  anchorage  to  anchorage.  Furthermore,  if 
the  side  spans  were  suspended  from  the  backstay  cables,  those  cables 
could  be  made  to  terminate  horizontally  in  the  anchorage,  thus  reduc- 
ing the  strains  on  the  socketed  connections  more  than  10^,  when  the 
versed  sine  is  one-eighth,  below  the  maximum  strains  in  the  cables. 
There  were,  however,  several  reasons  which  made  the  author  prefer  to 
use  the  detail  described  in  the  paper. 

A  tower  which  is  unsupported  laterally  at  the  top  requires  a  large 
base  to  secure  sufficient  stability;  on  the  other  hand,  a  tower  which  is 
held  at  the  top  becomes  simply  a  post,  like  the  guyed  mast  of  a  der- 
rick, which  may  be  made  of  much  smaller  dimensions.  The  only  way 
to  guy  such  a  slender  tower  satisfactorily  is  to  fasten  the  cables  rigidly 
,to  the  top.  The  detail  adopted  holds  the  top  of  the  tower  rigidly  and 
further  makes  equal  inclinations  of  main  cables  and  backstays  unneces- 
sary. Where  there  is  no  special  reason  for  doing  otherwise,  equal  in- 
clinations would  probably  be  selected,  but  where  land  is  valuable  the 
cost  of  a  site  for  an  anchorage  might  be  greatly  reduced  by  increasing 
or  decreasing  the  inclination  of  the  backstays.  The  friction  of  cables 
passing  over  a  curved  saddle  would  probably  be  enough  to  hold  the 
top  of  the  tower  securely,  but  engineers  hesitate  to  depend  on  friction 
in  places  where  a  slight  movement  against  friction  would  produce  an 
injury  which  could  not  be  repaired.  In  spans  of  moderate  lengrth 
where  the  two  inclinations  are  equal,  continuous  cables  might  be  the 
best  practice.  In  such  spans  as  the  one  considered,  the  author  would 
hesitate  to  use  them  unless  the  towers  were  made  of  such  dimensions 
as  to  depend  entirely  on  the  base  for  their  stability,  and  this  involves 
movable  saddles. 

The  plan  designed  simply  suspends  independent  ropes  between 
two  points.  The  strains  in  these  ropes  can  be  determined  by  their 
deflections,  thus  insuring  practically  uniform  strains  in  the  several 
ropes  which  compose  the  cable.  If  the  ropes  were  to  be  run  continu. 
ously  from  anchorage  to  anchorage,  they  would  be  suspended  at 
four  points,  and  their  free  motion  would  be  affected  by  the  friction 
on  the  bearing^  over  the  towers.  It  would  be  possible  to  adjust  them 
to  very  nearly    uniform    strains,   but    the  time  required  for  such 
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Mr.  Moiison.  adjustment  would  be  considerable,  and  the  danger  that  an  occa- 
sional rope,  supported  for  its  whole  length  on  the  ropes  below,  would 
be  slack  without  the  slackness  being  observed,  would  be  very  greatly 
increased. 

It  is  absolutely  necessary  that  every  rope  should  be  sti'ained,  as 
already  explained,  before  it  is  put  in  the  bridge.  The  difficulty  of 
subjecting  ropes  to  such  strains  increases  rapidly  with  the  length  of 
the  ropes.  A  deflection  of  66.5  ft.  corresponds  to  a  strain  of  70  000 
lbs.  per  square  inch  of  a  rope  3  312  ft.  long,  the  length  of  the  main 
cable;  whereas,  the  deflection  corresponding  to  the  same  strain  in  a 
rope  5  878  ft.  long,  the  total  length  from  anchorage  to  anchorage, 
is  205.7  ft.  The  towers  and  sheds  required  for  the  former  test 
would  be  comparatively  simple  structures  of  practical  dimensions. 
The  towers  and  sheds  required  for  the  latter  test  would  be  of  pro- 
hibitory size.  It  would  be  necessary  to  resort  to  the  complications 
of  intermediate  supports  with  the  uncertainties  which  would  attend 
their  use. 

The  connection  between  the  two  sets  of  cables  at  the  top  of  the 
tower  would  have  to  be  very  carefully  made,  and  involves  some  diffi- 
culties of  construction.  The  author  at  first  contemplated  using  single 
pins  in  place  of  the  5-in.  bolts,  and  discarded  them  simply  because  of 
the  large  dimensions  which  these  pins  made  necessary.  The  vertical 
members  which  hold  down  the  lower  ties  could  bo  slackened  after  the 
upper  ties  are  in  position,  so  that  the  strains  would  be  divided  between 
the  two  sets  of  ties  as  designed,  by  the  principles  of  leverage,  in  an 
inverse  ratio  to  the  distances  of  the  ties  above  and  below  the  line  con- 
necting the  theoretical  intersection  points.  The  duty  of  the  several 
5-in.  bolts  corresponds  very  largely  to  the  duties  of  rivets  in  riveted 
joints.  Accurate  work  would  be  required,  but  accurate  work  can  now 
be  had,  and  with  the  present  facilities  for  electric  heating  of  local 
members,  connections  can  be  made  which  a  few  years  ago  were  im- 
possible. The  long  pins  or  bolts  could  not  be  driven  by  the  battering 
ram  usually  used  in  bridge  erection,  but  must  be  forced  in  slowly  by 
hydraulic  or  other  extreme  pressure.  While  the  author  admits  that 
the  construction  of  these  connections  is  a  nice  piece  of  work,  he  has 
no  doubt  of  the  ability  to  carry  it  out  in  a  manner  which  would  pro- 
duce satisfactory  results. 

The  unequal  length  which  the  splaying  out  of  the  ropes  to  form 
the  connections  will  make  in  the  length  of  the  separate  ropes  can 
easily  be  provided  for  by  varying  the  depths  of  the  holes  in  washer 
plates  into  which  the  sockets  fit.  The  point  raised  by  Mr.  Lindenthal, 
that  the  strains  in  the  outer  ropes  would  be  seriously  increased  by  the 
cradling  of  the  cables  if  these  are  first  strung  in  vertical  planes,  is 
well  taken.  The  author  confesses  that  the  calculation  of  the  strains 
which  would  be  produced  in  this  manner  has  given  results  which  he 
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had  not  expected.  The  plans  described  in  the  paper  should  be  modi-  Mr.  Morison. 
fied  to  the  extent  of  laying  the  cables  originally  in  their  cradled 
position,  at  least  through  the  splayed  portion,  while  it  would  probably 
be  expedient  to  continue  the  cradling  a  considerable  distance  further. 
This  could  be  accomplished  by  connecting  together  the  iron  horses  in 
which  the  opposite  cables  are  laid.  It  would  also  be  expedient  to  stop 
the  wrapping  100  or  150  ft.  from  the  top  of  the  tower  instead  of  50  ft., 
as  shown  in  the  design,  enclosing  the  intermediate  portion  of  the  cable 
in  a  steel  enyelope  somewhat  similar  to  that  which  Mr.  Lindenthal  has 
proposed  to  use  for  his  North  Biver  Bridge.  By  this  change  the  in- 
crease of  strain  in  the  upper  ropes  caused  by  the  deflection  of  the  cables 
would  be  very  much  reduced.  The  extreme  estimated  deflection  below 
the  normal  position  at  the  center  of  the  span  is  calculated  as  7.11  ft., 
which  corresponds  to  0.46  ft.  at  the  end  of  a  tangent  50  ft.  long,  and  to 
1.88  ft.  at  the  end  of  a  tangent  150  ft.  long.  The  former  corresponds 
approximately  to  a  variation  of  10  500  lbs.  per  square  inch  in  strain  on 
the  outside  ropes,  and  the  latter  to  a  variation  of  4  200  lbs.,  which, 
occurring  only  in  very  warm  weather,  is  well  within  permissible 
limits. 

The  author  recognizes  that  the  deflections  of  the  towers  during  con- 
struction would  be  considerable,  and  that  they  would  be  much  greater 
if  no  weight  is  carried  by  the  backstays  than  if  the  backstays  support 
the  side  spans.  It  would,  of  course,  be  possible  to  take  up  this  de- 
flection by  bending  the  tower,  additional  material  being  provided  to 
resist  such  bending;  but  the  author  does  not  believe  that  a  careful 
estimate  would  show  this  method  to  be  economical,  and  it  would 
probably  involve  using  a  more  slender  tower  than  has  been  designed, 
the  base  having  been  flxed  in  a  measure  by  the  necessary  dimensions 
of  the  foundations,  including  proper  space  to  work  between  the  several 
independent  cylinders.  In  a  small  bridge,  in  which  the  number  of 
foundations  could  be  reduced,  this  method  would  readily  be  adopted, 
or  the  tower  could  be  hinged  at  the  bottom.  The  author  has  had  in 
mind  a  somewhat  original  method  of  getting  over  this  difficulty,  and, 
that  is,  to  support  the  posts  of  the  tower  on  the  river  side  on  cylinders 
filled  with  lead,  which  lead  would  be  under  a  pressure  far  in  excess  of 
that  under  which  lead  flows.  By  tapping  holes  in  these  cylinders  the 
lead  would  be  allowed  to  flow  out  and  the  posts  would  settle  to  their 
true  position,  the  flow  of  the  lead  being  so  slow  that  the  settlement 
could  easily  be  checked  or  regulated.  In  other  words,  the  posts 
would  rest  temporarily  on  hydraulic  presses,  in  which  the  liquid  used 
is  lead. 

As  regards  the  connection  at  the  bottom  of  the  anchorage,  where  no 
rock  exists  in  which  to  place  the  auxiliary  anchorage  for  use  during 
construction,  it  would  either  be  necessary  to  provide  additional  masonry 
or  make  some  other  temporary  device  by  which  the  plates  would  be 
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Mr.  Morison.  held  in  position.  The  author  does  not  regard  the  necessary  trans- 
mission of  a  considerable  pressure  through  green  masonry  as  a  serious 
thing.  It  would  once  have  been  so,  but  a  mortar  made  with  good 
Portland  cement  becomes  hard  in  so  short  a  time  that  no  trouble  need 
be  apprehended  from  this  source.  On  one  occasion  he  constructed  a 
number  of  small  brick  piers,  with  steel  rods  passing  through  those 
piers  from  base  to  top,  and  instructed  the  resident  engineer  in  charge  to 
screw  up  these  rods  until  there  was  a  strain  on  them  of  15  000  lbs.  to  the 
inch.  The  resident  engineer,  expecting  compression  in  the  piers,  built 
'  them  slightly  higher  than  the  plans  called  for,  and  on  their  comple- 
tion immediately  screwed  up  the  rods  until  the  elongation  shown  by 
the  screw  threads  indicated  that  the  necessary  strain  was  developed. 
The  piers  continue  to  this  day  as  much  higher  than  the  plan  as  he  had 
built  them. 

No  final  specification  has  been  drawn  for  the  steel  of  a  bridge  like 
the  one  described  in  the  paper.  The  author  thought  it  best  to  provide 
for  nickel  steel  for  the  portions  of  the  chords  which  are  subjected  to 
the  greatest  reversal  of  strains;  one  of  his  reasons  for  doing  so  was  the 
objections  which  he  knew  would  be  raised  to  the  use  of  ordinary  steel 
under  these  conditions.  So  far  as  the  author  knows,  experiments  made 
on  high  carbon  steel,  under  conditions  in  which  strains  are  frequently 
reversed,  show  an  ability  to  resist  such  reverse  strains  about  equal  to 
the  ability  of  nickel  steel  having  the  same  elastic  limit.  He  believes  that 
this  bridge  would  be  perfectly  safe  for  the  service  which  it  has  been  sup- 
posed to  perform  if  high  carbon  steel  without  nickel  were  used  in  the 
chords.  He  would  prefer,  however,  not  to  take  the  responsibility  of 
using  what  is  generally  considered  a  brittle  material  when  a  tougher 
material  of  equal  strength  is  available,  though  at  greater  cost.  The 
ease  of  the  St.  Louis  Bridge  is  cited  to  show  that  a  very  hard  steel 
which  is  sometimes  subjected  to  tension  as  well  as  compression,  has 
resisted  unusually  high  strains  for  22  years  without  showing  any  de- 
fect; if  it  could  be  proved  that  no  fractures  exist  in  this  steel  the 
author  would  consider  this  strong  evidence  in  favor  of  the  use  of  high 
steel  under  correspondingly  high  strains,  but  unfortunately  no  one 
knows  the  present  condition  of  the  steel  in  the  arches  of  the  St.  Louis 
Bridge.  Each  section  of  arch  is  formed  of  six  staves  of  hard,  high 
carbon  steel  (not  chrome  steel  as  is  commonly  reported),  enclosed  in  a 
riveted  jacket  of  softer  material;  the  staves  are  utterly  inaccessible, 
and  fractures  may  have  occurred  without  being  known. 

The  author  recognizes  the  objection  which  may  be  made  to  a  croas- 
bracing  between  the  two  stiffening  trusses  which  is  not  sufSciently 
strong.  The  bracing  used  depends  on  the  stiffness  of  the  broad  web 
members  between  the  connection  points  and  the  bottom  chords,  a 
practice  which  is  in  general  use  in  all  through  bridges.  He  would 
prefer  to  extend  his  diagonals  to  the  bottom  chord,  but  the  arrange- 
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ment  shown  will  give  almost  equally  good  results,  provided  the  web  Mr.  Morlton. 
members  have  proper  lateral  stifliaiesa.  - 

The  study  gives  the  design  of  Mi-oiltgineering  structure,  a  tool  in- 
tended to  do  work,  and  not  a  monumental  design  for  ornament  or 
commemoration;  undoubtedly  some  of  the  features  might  be  modified 
in  a  wi^  which  would  enhance  beautj^.  The  author  thinks  that  such 
modification  would  have  been  out'  of  ^  place  in  a  paper  like  the  one 
under  discussion,  **  submitted  with  a  view  to  opening  the  way  for  im- 
provement and  to  show  that  a  great  suspension  bridge,  which  would 
be  well  adapted  to  railroad  service,  would  involve  no  insurmountable 
difficulties  of  construction."  He  has,  however,  long  felt  that  no 
object  can  be  really  beautiful  in  which  adaptation  to  its  purpose  and 
correct  construction  are  not  the  fundamental  features  of  the  design. 
Ornamentation  may  mar  or  beautify  according  to  the  skill  with  which 
it  is  done,  but  the  artist  who  knows  nothing  of  construction  is  no 
more  competent  to  pass  on  the  beauty  of  a  great  bridge  than  is  the 
man  withoiit  musical  education  to  criticise  the  classical  works  of  g^reat 
composers.  No  decoration  however  bad,  unless  it  conceals  all  con- 
structive outlines,  can  destroy  the  beauty  of  a  correctly  designed  and 
proportioned  work,  and  no  decoration  however  good  can  render  beau- 
tiful a  work  built  on  poor  lines  of  construction.  Nature  may  abhor 
straight  lines, but  Nature  has  built  with  an  excess  of  material  which  engi- 
neers cannot  have,  and  yet  in  the  needles  of  a  pine  forest,  in  the  trunk 
of  the  palm  tree  and  in  the  prisms  of  columnar  basalt,it  has  shown  that 
it  has  use  for  straight  lines.  A  curved  line  is  unfitted  to  resist  either 
tension  or  compression  unless  accompanied  by  modifying  transverse 
strains;  a  tower  held  at  both  top  and  bottom  is  simply  a  compres- 
sion member  which  construction  demands  shall  be  straight  and  whose 
real  beauty  would  be  destroyed  if  curved  lines  were  introduced.  The 
design  advocated  by  Mr.  Mayer  substitutes  curves  for  the  straight 
lines  of  the  top  chord  of  the  stiffening  truss  selected  by  the  author;  if 
a  comparison  be  made  of  the  beauty  of  the  two  structures,  the  author 
has  no  fear  of  the  result. 

Two  monuments,  both  bearing  the  name  of  Washington,  have  been 
built  which  illustrate  the  anthor*s  idea  of  beauty  so  well  that  they 
may  be  cited  here.  One  stands  in  the  city  which  also  bears  his  name, 
a  single  upright  shaft,  perfectly  plain,  every  line  of  which  is  straight; 
it  was  built  by  an  engineer;  it  stands  there  with  no  other  beauty  than 
that  given  to  it  by  its  perfect  proportions,  one  of  the  few  of  man's 
works  which  looks  as  if  it  might  have  jt^ad  a  divine  origin,  like  a  Bingle 
index  finger  pointed  to  heaven.  The  other  is  in  New  York,  m  a  square 
which  also  bears  the  name  of  Washington.  It  is  an  arch  in  which  all 
the  principles  of  monumental  construction  are  violated  by  making  the 
abutments  so  thin  that  the  first  thought  of  the  observer  is  of  the  effort 
they  must  make  to  resist  the  thrust  of  the  arch.  Where  perpetual  rest 
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Mr.  Horlson.  should  prevail,  we  find  the  torture  of  eternal  strain ;  exqnisite  decora- 
tion lavishly  applied  fails  to  cure  the  false  proportions,  and  the  carved 
arch  of  the  architect  is  as  ugly  as  the  straight  obelisk  of  the  engineer 
is  beautiful. 
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WITH  DISCUSSION. 


In  February,  1895,  the  author,  by  permission  of  the  Navy  Depart- 
ment, suspended  a  cage  containing  twenty  iron  plates  coated  with 
various  preserrative  coatings  in  the  sea  water  in  the  Brooklyn  Navy 
Yard.  At  the  expiration  of  six  months  it  was  found  that  by  some 
accident  the  cage  and  all  the  plates  had  been  lost.  Arrangements 
were  then  made  for  another  and  more  carefully  conducted  test,  and  in 
making  these  arrangements  the  author  was  assisted  by  Naval  Con- 
structor F.  T.  Bowles,  to  whom  he  takes  this  opportunity  of  express- 
ing his  appreciation  and  thanks.  Without  his  co-operation  it  would 
have  been  impossible  to  carry  out  the  experiments.  The  work  of 
preparing  and  applying  the  coatings  was  done  by  Edward  Smith  & 
Company,  of  New  York  City,  who  paid  all  the  expenses  incident  to  the 
whole  work,  and  the  aluminum  plates  were  furnished  free  of  charge 
by  the  Pittsburgh  Beduction  Company. 
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It  was  desired  especially  to  learn  the  proteotiye  capacity  of  Tarioas 
▼amishes  and  of  what  are  known  as  enamel  paints,  which  are  pigments 
ground  in  varnish. 

The  ordinary  oil  and  resin  yarnishes  are  made  by  compounding 
certain  resins  (of  which  those  selected  for  these  exx>erim6nts  are  EauTi, 
Zanzibar  and  Manilla,  and  the  resinous  mineral  known  as  gilsomte) 
with  various  proportions  of  refined  linseed  oil,  and  these  oil  and  resin 
compounds  are  then  thinned  with  spirit  of  turpentine,  which  is  com- 
monly regarded  as  a  vehicle,  so  that  the  essential  differences  in  var- 
nishes are  due  chiefly  to  the  kinds  of  resin  used  and  the  proportion  of 
oil.  For  convenience,  it  is  customary  to  assume  100  lbs.  of  resin  as 
the  unit,  and  with  this  compound  8  galls,  of  oil  for  one  kind  of 
varnish,  or  12  galls,  for  another,  or  20  galls,  for  another,  or  30  grails, 
for  another;  and  it  was  believed  that  for  the  purpose  of  these  experi- 
ments these  four  types  of  varnishes,  commonly  spoken  of  as  8,  12,  20 
and  30-gall.  varnishes,  were  sufficient.  It  was  also  regarded  as  desir. 
able  to  know  what  resins  were  most  suitable;  h^nce  there  were  pre- 
pared such  series  of  varnishes  from  Kauri.  Zanzibar  and  Manilla  resins, 
and  an  8-gall.  Kauri  varnish  is  designated  as  8  K.,  an  8-gall.  Zanzibar 
as  8  Z.,  an  8-gall.  Manilla  as  8  M.,  and  so  on. 

To  make  what  are  known  as  enamel  paints,  certain  pigments  are 
ground  in  these  varnishes,  and  it  was  thought  desirable  to  ascertain 
what  effect  the  character  of  the  pigment  has  on  the  durability  of  the 
paint.  Hence,  in  some  cases,  flake  white,  which  is  pure  white  lead, 
was  used ;  in  others,  white  zinc ;  and  in  others,  pigments  thought  to 
be  chemically  inert,  as  ultramarine  blue  and  chromium  oxide,  and  also 
a  very  permanent  red  pigment  known  as  flamingo  red,  the  exact  com- 
position of  which  is  not  known. 

Inasmuch  as  it  has  been  believed  that  the  process  of  baking  adds 
to  the  durability  of  these  coatings,  in  most  cases  duplicates  were  pre- 
pared, one  of  which  was  baked  and  the  other  allowed  to  dry  at  the 
ordinary  temperature. 

Besides  these  varnishes  and  enamel  paints,  plates  were  coated  with 
ordinary  red  lead  in  oil,  with  two  kinds  of  iron  oxide  paints  in  oil,  with 
an  iron  oxide  paint  mixed  in  a  shellac  compound  after  a  formula  fur- 
nished by  Naval  Constructor  Bowles,  with  ivory  black  in  japan,  with 
Edward  Smith  &  Company's  *<  Durable  Metal  Coating,"  which  is  a 
varnish  in  which  a  considerable  amount  of  gilsonite  has  been  sub- 
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stitnted  for  reedn,  and  with  the  "Sabin  ProoeBs"  enamel,  which  has 
been  osed  on  some  of  the  most  important  hydranlio  work  done  within 
the  past  few  years.  It  is  hoped  that  a  oarefnl  study  of  the  effect  of 
sea  water  on  these  yarions  coatings,  part  of  which  were  applied  to 
steel  and  part  to  aluminum  plates,  will  lead  to  important  advances  in 
the  knowledge  of  the  subject. 

The  steel  plates  used  were  ordinary  boiler  steel  about  -^r  ^-  thick, 
purchased  from  a  well-known  firm  of  boiler  makers.  In  all  cases 
where  two  steel  plates  were  coated  with  the  same  preparation,  the 
one  bearing  the  odd  number  was  dried  at  the  ordinary  temperature 
and  the  one  bearing  the  even  number  was  baked  at  a  temperature  of 
2160  to  240O  Fahr.  for  four  hours  or  longer;  except  that  all  the 
''  Sabin  Process  "  pipe  coating  enamels  were  baked  two  hours  at  400^^ 
to  450O  Fahr.  Each  plate  was  stamped  with  a  number  before  coating. 
The  following  table  g^yes  the  coating  applied  : 

Stbel  Platbs. 

No.  OoAling. 

1&2 Flake  white  in  20  K. 

3&4 Flake  white  and  white  zinc,  equal  parts  in  20  K. 

5&6 White  zinc  in  30  K. 

7&  8 White  zinc  in  20  K. 

9A10 *^        **      inl2K. 

11&  12 "        **      in    8K. 

18&  14 '*        ••      inSOM. 

15  A  16 **        **      in20M. 

17  A  18 Flake  white  in  8  M. 

19  A  20 White  zinc  in  30  Z. 

21&22 "        **      in20Z. 

23  A  24 **        *'      in    8Z. 

25  &  26 Flamingo  red  in  20  K. 

27  A  28 Ultramarine  blue  in  20  K 

29  &  30 Chromium  oxide  in  20  K. 

31  A  32 Durable  metal  coating. 

33A34 **  **  •• 

35,  36,  37  A  38  . .  '*  Sabin  Process  **  pipe  coating  enamel. 

39 Ivory  black  in  japan. 

40 Bed  lead  in  oil. 
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41 Prince's  metallic  paint  (oxide  of  iron)  in  oil. 

42  Purple  oxide  of  iron  in  oil. 

48  &  44 No  pigment,  8  K.  yamish. 

45  &  46 No  pigment,  12  K.  yamish. 

47  A  48 '*  **         spar  yamish. 

49&50 **  •*         80  K.  yamish. 

51  &  52 *'  '*         wearing  body  yamish. 

58 Iron  oxide  in  shellac  mixture. 

54 Parahydric  coating. 

When  these  plates  were  remoyed  from  the  water  on  July  29th,  1896, 
after  six  months*  immersion,  they  were  immediately  inspected  by 
Nayal  Constructor  Bowles,  Foster  Crowell,  M.  Am.  Soc.  C.  E. ;  William 
Barclay  Parsons,  M.  Am.  Soc.  C.  E. ;  Mr.  8.  V.  V.  Huntington,  Man- 
ager of  Edward  Smith  &  Co. ;  James  C.  McGuire,  Jun.  Am.  Soc.  C.  £., 
and  the  author.  The  plates  were  afterward  remoyed  to  the  author's 
laboratory,  and,  after  an  interval  of  a  month,  were  carefully  examined, 
with  the  following  results: 

1.  Good  ;  first-rate  condition. 

2.  Good,  but  some  small  marginal  blisters.     No  corrosion. 

8  &  4.  Like  1  and  2.  Coating  could  be  peeled  off  with  a  knife  when 
first  taken  from  the  water. 

5.  Yery  thin  near  the  edges;  some  marginal  blisters. 

6.  Same;  coating  brittle  where  yery  thin,  elsewhere  tough;  no  cor- 
rosion. 

7.  Like  5.  Fifteen  or  twenty  small  rust  spots  where  the  coating 
was  yery  thin.     Brittle. 

8.  Good  condition;  no  blisters,  but  coating  brittle;  not  easily 
scraped  off  when  wet. 

9.  Hard  and  brittle,  but  not  completely  remoyed  by  scraping  while 
wet.     A  large  number  of  pin-hole  rust  spots  on  one  side. 

10.  Good;  no  blisters,  but  hard  and  brittle,  especially  where  thin. 

11.  Hard  and  brittle;  no  blisters;  not  easily  remoyed  by  scraping 
while  wet.  The  outer  coat  separated  from  the  under  coat  when 
scraped,  leaying  the  latter  on  the  metal. 

12.  Some  small  blisters  and  rust  spots  on  one  side.  Hard  and 
brittle. 

18.  Hard  and  brittle,  yery  jnany  minute  rust  spots.  General  con- 
dition poor. 
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14.  Could  be  completely  soraped  off  with  a  knife  when  wet.  Very 
little  mat.  Both  13  and  14  were  tough  and  good  where  the  coating 
was  very  heavy,  brittle  where  thin. 

15.  Thin.  General  condition  good,  except  along  the  margins,  where 
there  was  some  rust.     Brittle. 

16.  Coating  thicker  on  one  side  than  the  other.  The  thicker  film  gave 
good  protection,  but  the  other  side  was  brittle  and  showed  numerous 
rust  spots. 

17.  Coating  badly  decomposed,  the  action  taking  place  from  the 
outer  surface.     Not  much  corrosion. 

18.  Some  marginal  blisters,  but  general  condition  pretty  good; 
much  better  than  17. 

19.  First-rate  condition,  tough  and  adherent;  not  completely 
scraped  off  with  a  knife  when  wet;  rather  thin  along  edges. 

20.  (General  condition  perfect,  but  could  be  scraped  off  when  wet. 

21.  Good  condition,  but  thin  and  brittle  near  edges;  not  easily 
completely  remoyed. 

22.  Same,  but  coating  could  be  scraped  off  when  wet. 
23  &  24.  Thin,  brittle,  many  rust  spots;  poor  condition. 
25  &  26.  Many  rust  spots;  general  condition  bad. 

27.  Not  much  rust,  but  many  blisters;  condition  not  good. 

28.  Better  than  27,  but  yery  many  small  blisters. 
29  &  30.  About  alike;  very  many  small  rust  spots. 

31  &  33.  Some  blisters  along  the  margins  where  the  coating  was 
thin;  elsewhere  the  coating  was  all  right;  could  be  scraped  off  when 
wet. 

32  &  34.  Same  as  31  and  33,  except  that  there  was  much  more  blis- 
tering along  the  edges.     Not  good. 

39.  Very  bad;  rusty  all  over. 

40.  A  good  many  small  rust  spots,  but  no  general  corrosion.  Coat- 
ing considerably  decomposed;  could  be  scraped  off  completely,  but  not 
very  easily.     General  condition  fair. 

All  the  pipe  coating  enamels  were,  perfect. 

Plates  41  to  54  were  in  a  separate  cage,  which  was  destroyed  by  an 
accident  after  about  three  months*  immersion,  and  all  the  plates  were 
lost.  This  was  very  unfortunate,  as  these  would  have  shown  some 
well-known  oil  paints  in  comparison  ynth  the  others,  but  the  test  will 
be  repeated. 
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Thirty  almninnm  plates,  ooatM  with  yarions  paints  and  enamels, 
were  remored  from  the  sea  water  in  the  Brooklyn  Navy  Yard,  July 
29th,  1896,  after  immersion  for  six  months. 

The  composition  of  these  plttCes  was  as  follows: 

Series  I. — ^Ninety-nine  and  one-half  per  cent,  pure  aluminum. 

Series  II. — Ninety-eight  per  cent,  aluminum  and  2%  copper. 

Series  in. — ^Ninety-eight  per  cent,  aluminum  (the  quality  known 
as  commercially  pure  aluminum). 

Series  IV. — ^Ninety-three  per  cent,  aluminum  and  7%  copper. 

Series  V. — Seventy-five  per  cent,  aluminum,  ^20%  zinc,  S%  copper, 
1^  iron. 

These  plates  were  numbered  from  101  to  180,  and  were  coated  as 
follows: 

L  If.  m.         IV.  V. 

101  107        118        119        125....**Sabin  Process"  pipe    coating 

enamel,  baked. 

102  108        114        120        126.... Durable  metal  coating,  one  side 

baked. 

Ultramarine    blue,   one   side; 

flamingo     red,    one     side; 

ground    in    varnish,     not 

baked. 

104  110        116        122        128 White  aduc   ground  in    varnish, 

one  side  baked. 

105  111        117        123        129 Chromium  oxide  ground  in  var- 

nish, one  side  baked. 

106  112        118        124        130. . .  .Edward  Smith  &  Co.'s  spar  var- 

nish,   no    pigment,    one   side 
baked. 


103        109        115        121 


127. 


The  varnish  in  which  the  ultramarine  blue,  flamingo  red,  white  zinc 
and  chromium  oxide  were  ground  was  composed  of  100  lbs.  Kauri  resin 
to  20  galls,  linseed  oil,  thinned  with  turpentine.  The  chromium  oxide 
was  the  anhydrous  oxide  made  by  the  ignition  method,  and  was  of  com- 
mercial quality,  not  chemically  pure.  The  baked  coatings  were  baked 
about  four  hours  at  215^  to  240^  Fahr.,  except  that  the  '*Sabin  Pro- 
cess "  pipe  coating  enamel  was  baked  two  hours  at  400<^  Fahr. 

The  condition  of  each  plate  is  given  in  the  following  statement: 
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.  Skbibs  I. 

101.  Perfect. 

102.  Baked  side,  perfect.  Unbaked  side,  three  blisters  i  in. 
diameter.  No  general  corrosion  or  ronghening.  The  surface  of  the 
paint  had  lost  its  gloss.  The  coating  was  good  on  the  edges  of  the 
plates. 

108.  Ultramarine  bine.  Showed  ronghening  of  coating,  numerous 
pin  head  blisters,  no  corrosion  to  speak  of. 

Flamingo  red.  General  condition  good,  except  near  edges  of  plate, 
which  showed  blisters  over  a  surface  about  half  an  inch  wide  and  one- 
fifth  the  margrinal  distance;  yery  little  corrosion. 

104.  Baked  side.  About  2  sq.  ins.  in  one  place  half  covered  with 
small  blisters.     No  corrosion. 

Unbaked  side.     First-rate  condition. 

105.  Baked  side,  one  blister,  1  x  i  in. ;  otherwise  first  rate.  No 
corrosion.     Unbaked  side  all  right. 

106.  Both  sides  perfect. 

Sebibb  II. 

107.  Perfect. 

106.  Baked  side,  one  blister,  f  in.  diameter. 
Unbaked  side  perfect. 

109.  Blue  and  red  about  the  same  as  108,  except  that  about  twice 
as  much  surface  was  blistered.     General  condition  good. 

110.  Baked  side  badly  blistered  in  spots  along  the  edges,  amount- 
ing to  about  6%  of  the  total  surface  of  the  plate.  Some  corrosion 
under  these. 

Unbaked  side  all  right,  except  that  about  1%  of  the  surface 
showed  pin-head  blisters  along  a  strip  about  i  in.  wide  on  one  edge 
of  the  plate. 

111.  Baked  side  showed  four  central  }-in.  blisters,  numerous  mar- 
ginal ones  about  l^%  of  plate.     Very  little  corrosion. 

Unbaked  side  in  first  rate  condition. 

112.  Baked  side,  two  central  blisters  2  sq.  ins.  and  4  sq.  ins.,  and 
nearly  all  the  margin  •)  in.  wide.  Considerable  corrosion.  Otherwise 
perfect  protection  and  high  luster. 

Unbaked  side,  two  central  blisters  i  sq.  in.  and  1  sq.  inch.  * 
Slight  marginal  corrosion.     Coating  evidently  thin  on  edges. 
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Sebibs  m. 
118.  At  one  corner  evidently  a  break  in  the  coating  let  in  water  and 
caused  a  blister  of  abont  2  sq.  ins.     Coating  rather  oyerbaked  and 
brittle;  elsewhere  perfect. 

114.  Baked  side  perfect. 

Unbaked  side  tough  and  adherent,  except  one  small  spot  near  the 
middle  of  the  plate,  which  looked  as  if  the  coating  had  been  broken, 
and  where  corrosion  had  begun. 

115.  Blue  and  red  about  alik«.  No  decided  blisters,  but  coating 
itself  showed  some  signs  of  decomposition,  especially  the  blue,  which 
had  a  rough  surface. 

116.  Both  sides  in  good  condition,  but  showed  some  signs  of 
incipient  blistering  about  the  edges. 

117.  All  right  on  both  sides. 

118.  Both  sides  quite  perfect. 

Series  IV. 

119.  At  several  places  about  the  corners  of  the  plate  single  blisters, 
some  of  which  were  as  large  as  3  sq.  ins.,  had  formed.  These  appeared 
to  be  due  to  the  fact  that  the  coating  was  overbaked  and  had  been 
cracked  at  the  comers  by  the  supporting  framework,  and  galvanic 
action  had  ensued  on  the  penetration  of  the  sea  water.  This  was 
facilitated  by  the  7%  of  copper  in  the  alloy.  The  remainder  of  the 
plate  was  perfect. 

120.  Baked  side  showed  three  blisters  of  about  1  sq.  in.  each  and 
some  corrosion  under  these;  otherwise  all  right. 

Unbaked  side  perfect. 

121.  Blue  and  red  about  alike;  about  30^  blistered  and  corroded. 

122.  Pin  head  blisters  along  the  edges;  general  condition  all  right. 

123.  Baked  side  all  right. 

Unbaked  side,  seven  or  eight  small  blisters,  but  no  corrosion.  Gen- 
eral condition  good. 

124.  Both  sides  badly  blistered  and  corroded  along  the  edge> 
about  10%'  of  the  surface.     Where  not  blistered,  all  right. 

Series  V. 

125.  Coating  brittle  and  certainly  overbaked.  Badly  blistered 
along  the  edges.  In  all  cases  of  blisters  under  pipe  coating  enamel, 
the  blisters  were  continuous  and  start  from  the  edge. 
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The  middle  of  the  plate  was  all  right. 

126.  Baked  side  badlj  blistered  along  the  edge,  6^  or  S%  affected. 
Unbaked  side  slightly  blistered,  chiefly  along  one  edge;  condition 

otherwise  good.     No  corrosion. 

127.  Blue.  Considerably  blistered  along  the  edges,  in  pin  head 
blisters  mainly.     Little  corrosion. 

Red.  Abont  the  same,  but  some  large  marginal  blisters.  The  red 
had  a  smooth  surface,  but  the  blue  was  rough. 

128.  Baked  side,  nine  or  ten  blisters  of  some  size  (1^  ins.  diam.),  and 
considerable  corrosion.     Remainder  of  surface  good. 

Unbaked  side.  About  1%  of  the  surface,  near  the  edges,  with  small 
blisters  showing  some  corrosion.     The  rest  of  the  surface  all  right. 

129.  Baked  side.  A  large  number  of  groups  (about  1  in.  diam.)  of 
small  blisters.     No  corrosion. 

Unbaked  side.     About  the  same,  but  not  as  bad. 

IdO.  About  like  124. 

The  pigment  mentioned  as  flamingo  red  is  supposed  to  be  a  mixture 
containing  some  coloring  matter  derived  from  coal  tar,  and  is  reason- 
ably permanent  in  the  air.    In  these  tests  it  became  dark  and  mottled. 

The  baked  surfaces  of  those  plates  which  had  one  side  baked  were 
in  all  cases  harder  and  more  glossy  than  the  other  sides,  after  the  test 
was  made.  It  should  be  observed,  however,  that  while  these  coatings 
are  all  at  present  hard  and  Arm,  when  they  were  first  taken  from  the 
water  they  were  much  softer  and  could  be  more  easily  scratched  or 
scraped  off,  with  the  exception  of  the  pipe-eeating  enamel,  which  was 
exactly  as  it  was  when  it  was  put  in  the  water.  Even  the  luster  was 
not  affected,  and  the  smooth  plates  coated  with  it  are  like  a  mirror. 

On  all  the  plates,  except  those  coated  with  pipe-coating  enamel 
which  was  applied  by  dipping,  the  coating  is  much  thinner  for  about 
an  inch  along  the  edges  of  the  plates  than  it  is  on  the  central  portion. 
This  fact  has  been  called  to  the  attention  of  the  workmen  who  painted 
the  plates,  and  is  said  to  result  from  the  method  employed  in  applying 
the  paint  with  a  brush.  In  future  experiments,  care  will  be  taken  to 
avoid  this.  Probably  four-fifths  of  the  corrosion  occurred  along  this 
marginal  strip. 

The  more  nearly  pure  the  aluminum,  the  less  it  seems  to  need  pro- 
tection. The  series  which  contain  large  amounts  x)f  copper  or  zinc  are 
the  most  difficult  to  protect;  corrosion  seems  to  progress  rapidly  when 
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the  sea  'water  gets  the  slightest  admission,  and  it  throws  off  the  coat- 
ing, no  matter  how  impervious  the  latter  may  be. 

These.plates  were  suspended. in  an  open  oaken  cage  or  rack,  the 
plates  being  in  a  horizontal  positiop.  »one  above -another,  about  2  ins. 
apart.  They  fitted  loosely  in  the  rack,  and  each  plate  was  supported  at 
the  four  comers.  The  rack  was  suspended  from  a  float,  and  was  6  ft. 
or  so  below  the  surface  of  the  water. 

In  fitting  these  plates  to  the  wooden  frames,  they  were  originally 
tight,  but  became  loose  as  the  water  swelled  the  wood.  In  transporting 
them  to  the  Navy  Yard,  putting  them  again  in  place,  and  the  sub- 
sequent handling,  it  is  quite  possible  that  scratches  may  in  some  cases 
have  been  made  in  the  coatings,  which  would  account  for  some  of 
the  blisters  on  plates  which  were  otherwise  perfectly  protected. 
Greater  care  will  be  given  to  these  details  in  the  future. 

Other  experiments  indicate  that  there  is  probably  considerable 
sewage  in  the  water,  as  sulphides  are  present  in  appreciable  quantity. 
Something  in  the  water  also  discolored  the  white  zinc  used,  but  did 
not  act  except  superficially. 

White  zinc  appears  to  be  the  least  acted  on  of  any  pigment  used  in 
this  test.  The  durable  metal  coating  gave  excellent  results.  When 
first  taken  from  the  water,  however,  this  coating  was  somewhat  soft, 
though  extremely  tough  and  elastic,  and  could  then  have  been  scraped 
off.     After  drying,  this  was  impossible. 

The  most  satisfactory  coating  is  the  pipe-coating  enamel,  which  was 
baked  on;  and  it  is  probable  that  if  it  had  not  been  for  the  accidental 
overbaking  of  some  of  the  plates,  a  condition  difficult  to  avoid  in  using^ 
a  small  oven  though  easy  to  regelate  in  a  large  one,  all  the  plates  thus 
coated  would  have  been  perfectly  preserved.  The  other  baked  coat- 
ings did  not  do  so  well.  It  appears  that  an  extremely  high  degree  of 
elasticity  is  very  essential  in  these  tests. 

In  the  foregoing  notes,  where  it  is  said  that  there  was  '*no  cor- 
rosion," it  is  meant  that  there  was  no  appreciable  roughening  of  the 
metallic  surface,  which  was  bright  when  the  paint  was  removed. 
Where  corrosion  is  noted,  it  is  meant  that  a  deposit  of  oxide  was  found 
under  the  paint.  In  all  cases  of  blistering  there  had  been  a  little  cor- 
rosion. 

It  is  proposed  to  replace  a  considerable  number  of  the  plates,  l>oth 
steel  and  aluminum,  for  a  farther  six  months*  test 
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The  author  has  at  present  no  explanation  to  make  of  the  results  so 
far  presented,  but  makes  one  or  two  suggestions.  Charles  B.  Dudley, 
M.  Am.  Soc.  C.  £.,  has  a  theory  that  varnish  is  so  constituted  as  to 
have  a  part  of  the  oil  which  it  contains  in  chemical  combination  with 
the  resinous  material,  and  a  part  of  the  oil  free.  If  this  theory  is 
correct,  it  would  be  reasonable  to  suppose  that  the  longer  the  oil  and 
resin  are  heated  together  in  the  process  of  varnish  making,  and  the 
higher  the  temperature  employed,  the  more  complete  will  be  the  com- 
bination of  oil  and  resin,  and  the  less  free  oil  will  remain.  Now,  for 
certain  reasons  it  is  not  practicable  to  heat  8-gall.  and  12-gall.  varnishes 
nearly  so  much  as  20-gall.  and  30-gall.  varnishes;  and  if  one  action  of 
sea  water  is  to  dissolve  the  uncombined  oil,  it  is  plain  that  the 
varnishes  which  contain  the  most  oil,  but  are  most  thoroughly  com- 
bined, will  suffer  less  than  those  in  which  the  proportion  of  oil  is  less. 
This  would  explain  the  singular  fact  that  while  it  appears  both  by 
these  tests  and  by  other  and  more  general  experience  that  a  suitable 
combination  of  oil  and  resin  has  greater  protective  action  than  oil 
alone,  yet  the  smaller  the  proportion  of  resin,  the  more  durable  the 
compound.  It  may  be  objected  that  oxidized  linseed  oil  is  itself  a 
very  permanent  substance,  but,  while  this  is  so,  it  is  also  true  that  it  is 
easily  dissolved  by  alkalies,  and  even  by  water  containing  ammonia, 
and  it  is  quite  possible  that  it  may  be  rather' easily  soluble  in  sea 
water.     Further  experiments  are  needed  on  this  point. 
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DISCUSSION. 


3fr.  Bowles.  FbamgisT.  BowiiBS,  Esq.* — The  speaker  wishes  to  express  his  appre- 
ciation of  the  care  taken  by  the  anthor  and  his  firm  in  earrjing  ont 
the  tests  described  in  the  paper.  The  greatest  attention  mnst  be  paid 
to  the  preparation  of  such  plates  in  the  first  place,  and  to  their  sabse- 
quent  immersion,  care  and  inspection.  For  the  last  ten  years  the 
speaker  has  been  in  charge  of  docking,  painting  and  cleaning  the  bot> 
toms  of  ships,  and  dnring  that  time  has  made  many  experiments  with 
plates.  He  found  that  conclusions  drawn  from  experiments  upon  a 
series  of  plates  did  not  agree  with  experiments  with  the  same  mate- 
rials upon  the  bottoms  of  ships,  although  there  was  no  apparent  reason 
for  this  difference.  Hence  it  is  impossible  to  form  definite,  certain 
conclusions  from  any  series  of  paint  tests  on  plates,  no  matter  how 
carefully  they  are  made,  even  if  they  are  distributed  all  over  the  coast 
in  various  kinds  of  water.  The  immersion  of  the  plates  at  the  Brook- 
lyn Navy  Yard  is  an  indication  of  what  would  occur  in  other  plaoes. 
The  water  at  the  Navy  Yard  is  very  foul  with  sewage  and  the  collec- 
tions of  the  harbor,  which  fact  serves  to  increase  the  apparent  dura- 
tion of  the  test  by  increasing  the  rapidity  of  the  action  of  the  paint. 

It  has  been  determined  that  good  unpainted  iron  or  steel  plates 
will  lose  on  one  surface  in  100  years  from  .30  to  .50  in.  thickness  if  im- 
mersed in  sea  water,  .02  to  .03  in.  in  pure,  fresh  water,  and  from  .25 
to  .30  in.  if  exposed  to  the  atmosphere.  The  problem  of  covering  the 
bottoms  of  ships  divides  itself  into  two  parts,  the  protection  of  the 
metal  against  corrosion,  and  the  protection  of  the  outer  surface  of  this 
covering  against  fouling.  The  qualities  of  paint  which  prevent  corro- 
sion are  apparently  those  making  it  water-tight.  The  paint  must  be 
elastic  in  order  to  provide  for  the  changes  of  temperature  and  the 
strains  to  which  ships  are  subjected  when  afloat.  It  must  be  strongly 
adherent  to  withstand  the  abrasion  and  usage  ships  receive  in  docking 
and  alongside  wharves.  The  qualities  of  paint  which  prevent  fouling 
are  those  making  it  glassy,  that  is,  a  smooth,  hard  substance  inert  in 
air  and  water.  Fouling  has  never  been  known  to  attach  itself  to  clean 
glass,  although  if  the  latter  be  exposed  to  the  action  of  water  from 
which  mud  or  slime  will  be  deposited  upon  it,  then  marine  growth 
attaches  itself  at  once. 

The  subject  of  painting  ships  has  attracted  the  attention  of  many 
people  for  a  long  period,  one  of  the  earliest  patents,  dating  from  about 
1670,  being  for  coal  tar  and  asphalt  varnish.  The  importance  of  the 
subject  is  shown  by  the  fact  that  while  the  fouling  of  the  battleship 
Indiana  between  her  launching  and  trial  was  very  slight,  it  was  sufB- 

•  Nayal  Conitruotor,  XT.  a  Navy. 
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oient  to  make  a  difference  to  the  builders  of  9100  000  in  the  premium  Mr.  Bowleik 
earned  for  speed.  It  probably  increased  the  resistance  of  the  ship 
about  15  per  cent.  A  painted  vessel  of  ordinary  size,  after  six  months 
in  the  water,  requires  at  least  $1  000  for  paint  alone.  A  ship  subject 
to  ordinary  service,  staying  in  port  about  half  the  time  will  foul  so 
rapidly  that  in  from  six  to  nine  months  there  will  be  a  loss  of  speed  of 
from  25  to  40^  ;  where  ships  are  running  regularly  and  rapidly,  the 
loss  is  less. 

The  paints  now  used  on  bottoms  of  «hips  by  the  United  States  Navy 
Department  are  chiefly  the  Mclnnes,  an  Jkiglish  preparation,  and  the 
Bathjens,  which  is  German,  and  these  illustrate  the  two  classes  of 
paints  generally  employed  for  the  purpose.  The  Mclnnes  paint 
consists,  first,  of  the  so-called  anti-corrosive  paint,  a  pigment  of  iron 
oxide  with  a  very  quick  drying  vehicle  and  a  small  amount  of  oil.  It 
dries  very  rapidly,  a  matter  of  commercial  importance  in  reducing  the 
time,  and,  hence,  the  fees  of  docking.  On  top  of  the  anti-corrosive 
paint  is  applied  copper  soap,  a  thick,  pasty,  green  substance,  which 
dissolves  slowly  in  sea  water  and  forms  salts  poisonous  to  marine 
growths,  thereby  preventing  their  adherence  to  the  surface.  The 
Bathjens  anti-corrosive  paint  is  of  the  same  character  as  that  already 
mentioned,  but  the  anti-fouling  paint  is  a  heavy,  brown  paint  of  which 
the  pigment  is  largely  oxide  of  iron.  It  contains  a  considerable  amount 
of  oil  and  certain  insoluble  poisons,  which  apparently  choke  marine 
growths,  it  being  a  peculiarity  of  soluble  poisons  that  they  will  not 
affect  the  growth  of  barnacles. 

Varnishes  have  seldom  been  used  on  the  bottoms  of  ships,  although 
various  trials  of  them  have  been  made.  Their  defects  seem  to  be  that 
their  coefficient  of  expansion  is  not  the  same  as  that  of  metal,  that 
they  gradually  disintegrate,  and  that  water  gets  below  them,  destroy- 
ing their  adhesive  power  altogether,  and  causing  them  to  come  off  in 
sheets  and  strips. 

William  Babolay  Pabsons,  M.  Am.  Soc.  C.  E. — The  packing  of  the  Mr.  Parsons, 
plates  in  the  crates  and  their  subsequent  handling  undoubtedly  in- 
jured the  edges  considerably  more  than  the  author  has  stated,  as  is 
apparent  from  an  inspection  of  them.  The  ease  with  which  many  of 
the  coatings  could  be  removed  when  wet  was  noticeable.  When  taken 
from  the  water  many  were  in  such  a  condition  that  they  could  be  re- 
moved in  large  strips  by  means  of  a  sharp  knife.  When  a  coating  was 
removed  in  this  way,  the  metal  below  was  bright  in  some  cases,  show- 
ing that,  while  the  action  of  the  sea  water  on  the  paint  had  been  of  a 
softening  nature,  there  was  no  injury  at  all  done  to  the  metal  below. 
The  rust  which  is  now  so  plainly  observable  on  these  bared  spots  has 
been  caused  by  the  action  of  the  salt  water  reaching  the  metal  after 
the  removal  of  the  varnished  coating,  as  when  these  plates  were  exam- 
ined they  were  still  wet  with  salt  water,  having  been  just  taken  from 
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Mr.  PanoDs.  the  river.  This  exception,  of  conroe,  does  not  apply  to  the  specific 
cases  stated  by  the  author,  where  some  of  the  coatings  had  actually 
faUed  and  iLUaWed  tlie  water  to  t>enetrate  and  reiach  the  metal.  The 
speaker's  observations  at  the  time  the  plates  were  removed  from  the 
water  convinced  ,him  that  the  ''  Sabin  Process  "  coating  was  nnqnes- 
tionably  the  best. 
Mr.  Stiles.  W.  M.  SniiES,  Esq. — ^In  a  pipe  coating  applied  hot.  the  material  not 
being  thinned  down  with  any  vehicle  like  turpentine,  it  would  be  in- 
teresting to  know  whether  its  stable  condition  may  not  be  due  largely 
to  the  fact  there  is  nothing  about  it  to  evaporate.  There  are  no  holes 
left  in  the  film,  such  as  are  produced  by  the  evaporation  of  volatile  oils 
in  most  paints,  which  is  shown  quite  plainly  in  some  experiments 
relating  to  electric  insulation.  If  a  little  water  is  placed  on  the  paint 
so  as  to  afford  a  large  surface  of  electric  contact,  the  current  will  pass 
readily  through  most  coverings  that  are  not  baked  or  do  not  contain 
a  large  amount  of  resin,  which  seems  to  make  a  continuous,  glossy 
surface. 

It  would  also  be  interesting  to  determine  whether  the  baking  of  the 
thin  coat  of  oil  and  resin,  asphalt  or  gilsonite  has  any  greater  tend- 
ency to  unite  the  materials  chemically  than  the  heating  in  mass  in 
process  of  manufacture.  This  is  apparently  true,  judging  from  the 
action  that  takes  place  in  thin  layers  of  such  substances  when  they 
come  in  close  contact  with  the  air. 

Mr.  Bherrerd.  M.  B.  Shebbbbd,  M.  Am  Soc.  C.  £.— Experience  with  the  asphalt 
coating  on  the  steel  pipes  of  the  East  Jersey  Water  Company  indicates 
that  there  are  substantially  two  coatings  formed  by  the  process 
used.  The  steel  is  first  heated  to  about  800^  Fahr.,  then  dipped 
in  asphalt  at  about  the  same  temperature,  and  finally  lifted  from  the 
bath  and  allowed  to  dry.  This  operation  is  repeated  a  second  time. 
During  the  heating  of  the  steel  before  it  is  dipped,  an  important 
change  takes  place  on  its  surface,  the  rust  being  changed  to  a  higher 
oxide  by  means  of  a  lower  oxide  produced  by  the  heat.  The  chemical 
equation  for  the  change  is  Fcj  O3  +  Fe  O  =  Fe,  O4.  The  Fe,  O4  is  the 
stable  magnetic  oxide.  It  is  of  a  brownish  color  and  approaches  a  pasty 
consistency.  In  uncovering  some  of  the  first  Newark  pipes  protected 
with  the  asphalt  coating,  the  latter  was  found  to  be  intact.  If  scaled 
off,  the  brown  paste  was  exposed,  which  remained  unchang^  when 
uncovered  to  the  air  for  some  weeks,  indicating  that  further  rusting 
of  the  steel  seemed  to  be  prevented. 

Mr.  Upliam.  B.  D.  IJpHAM,  Assoc.  Am.  Soc.  C.  £. — Experiments  have  been  made 
under  the  speaker's  direction  for  about  a  year  past  on  a  method  of 
protecting  iron  ships  from  rust  and  from  fouling  in  salt  water.  These 
experiments  were  conducted  both  on  iron  plates  exposed  to  salt  water 
and  on  a  sea-going  vessel.  The  material  used  was  a  compound  of  asphalt 
and  copper  filings,  or  copper  in  a  finely  divided  condition,  mixed 
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when  hot,  as  asphalt  paying  mixttire  is  prepared,  and  applied  while  Mr.  Upbaiu. 
still  hot  with  a  trowel,  as  a  plasterer  spreads  plaster  on  a  wall.  When 
cold  it  forms  a  sheathing  of  great  toughness  and  durability,  and  is  suffi- 
ciently elastic  to  adapt  itself  readily  to  the  expansion  and  contraction 
arising  from  changes  in  the  temperature  of  the  surface  to  which  it 
may  be  applied. 

Two  principal  objections  to  the  use  of  copper  for  sheathing  sea- 
going vessels  have  been  the  galvanic  action  which  follows  when  copper 
and  iron  come  in  contact  with  salt  water,  which  action  destroys  the 
iron,  and  the  liability  of  water  penetrating  beneath  the  sheathing, 
thereby  rusting  the  iron. 

In  these  experiments  the  plate  or  vessel  was  first  painted  with  a 
priming  coat  of  pure  asphalt  to  insure  the  perfect  adhesion  of  the 
sheathing  material.  The  asphalt  in  the  compound  then  applied  in- 
sulates each  particle  of  copper  from  each  other  particle  and  from  the 
iron.  The  coating  was  about  ^V  in*  in  thickness,  and  presented  a  me- 
tallic surface,  smooth  and  impervious  to  water.  There  has  been  no 
evidence  of  galvanic  action,  the  surface  of  the  sheathing  composition 
was  perfectly  clean  after  four  months,  which  was  the  longest  test,  and 
the  iron  showed  no  evidence  of  rust.  In  addition,  the  composition  was 
in  no  wise  affected  by  the  water. 
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CORRESPONDENCE. 


Mr.  Orowell.  FosTEB  Gbowell,  M.  Am.  Soc.  0.  E. — The  experiments  described 
in  the  paper  cannot  fail  to  awaken  keen  interest  among  those  who 
have  the  care  of  stmotnree  exposed  to  sea  water  (including,  of  coarse, 
ships),  and  incidentally  in  connection  with  the  general  subject  of 
painting  metallic  structures.  The  experiments,  although  not  con- 
clusive, pretty  well  establish  in  general  the  worthlessness  of  ordinary 
painting,  as  commonly  practiced,  for  the  protection  of  iron  thus  ex- 
posed, and  the  comparative  values  of  the  few  descriptions  of  coatings 
that  proved  effectual,  in  a  greater  or  less  degree,  in  withstanding  the 
effects  of  sea  water. 

The  only  tested  preparations  that  appeared  to  come  -within  the 
latter  category  were  the  ''Durable  Metal  Coating,"  spar  varnish,  and 
the  **  Sabin  Process  **  japan.  All  the  others  proved  practically  useless, 
and  this  was  especially  true  of  the  coatings  into  which  lead  entered, 
the  most  worthless  of  all  being  that  which  is  almost  universally  used 
at  the  present  day  for  the  painting  of  iron  hulls,  viz.,  a  coating  of 
red  lead  and  oil.  White  lead  was  turned  to  a  dense  black  from  the 
sulphides  in  sewage  present  in  the  sea  water,  and  very  probably  this 
same  cause  will  account  for  the  rapid  destruction  of  the  red -lead  coat-  - 
ing,  which  otherwise,  as  in  pure  sea  water,  might  not  have  succumbed 
so  readily  or  completely.  The  fact  remains,  however,  that  the  experi- 
ments condemn  the  use  of  red  lead  in  comparison  with  any  other  of 
the  preparations  tried. 

Of  the  three  coatings  above  mentioned  as  effectual,  which  word 
must,  for  the  present,  be  taken  in  a  comparative  and  modified  sense, 
the  '*  Sabin  Process  "  specimens  in  all  the  classes  showed  much  the 
best;  so  far  as  these  experiments  go,  in  fact,  the  plates  of  commercially 
pure  aluminum  appeared  to  have  been  perfectly  protected  by  the 
japanning,  the  appearance  of  the  plates  containing  alloys  being  less 
perfect.  Generally  speaking,  the  purer  the  metal,  the  more  perfect 
the  protection,  which  may  be  attributable  to  the  fact  that  the  alloys 
are  means  of  producing  electrolytic  action. 

The  spar  varnish  specimens  showed,  at  the  time,  the  next  best  re- 
sults, and  these,  too,  were  in  a  measure  proportional  to  the  purities  of 
the  plates.  Recently  the  writer  examined  again  a  number  of  the  same 
plates  and  verified  the  above  conclusions,  which  had  been  reached  by 
him  at  the  time  of  first  taking  the  plates  out  of  the  water.  He  found, 
on  the  whole,  that  the  ''Durable  Coating "  showed  very  much  better, 
relatively,  than  it  had,  and  seemed  to  divide  honors  with  the  spar 
varnish.  As  the  latter  had  at  first  appeared  to  cling  more  tenaciously 
to  the  surface  of  the  metal,  the  suggestion  is  made  that  a  combination 
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of  separate  coats  of  spar  yamish  and  **  Durable  Metal  Coating  '*  might  Mr.  Crowell. 
prove  more  efficacious  than  either  alone. 

Perfect  continuity,  inertness  and  durability  are  the  essentials, 
and  the  writer  is  of  the  opinion,  which  would  probably  be  shared  by 
any  one  examining  the  varnished  plates,  that  if  the  varnish  coat  be 
applied  directly  to  the  metal  before  corrosion  occurs,  and,  after  hard- 
ening, be  covered  with  the  *  *  Durable  Metal  Coating,  **  the  beet  result  at- 
tainable under  ordinary  conditions  with  the  substances  experimented 
on  could  probably  be  had.  But  this  is  not  intended  to  convey  the 
idea  of  superiority  to  the  Japan  coating  baked  on.  It  is  only  a  state- 
ment of  the  writer's  judgment,  based  on  these  experiments,  as  to  the 
best  results  to  be  expected  where  the  surface  is  such  that  baking  can- 
not be  resorted  to. 

Having  had  occasion,  about  a  year  ago,  to  study  the  subject  of  pile 
protection  against  the  teredo  in  connection  with  a  series  of  wharves 
built  under  his  direction  in  the  harbor  of  Charleston,  exposed  to  sea 
water  which  is  often  in  violent  motion,  the  writer  requested  the  author 
to  furnish  two  examples  of  coatings  for  experiment.  The  coatings 
were  not  to  be  applied  to  the  piles  directly,  but  to  sheet-iron  pipes 
encircling  the  piles.  Two  test  pipes  were  formed  of  common  Ameri- 
can sheet  iron  with  riveted  seams,  the  latter  being  not  intended  to  be 
water-tight;  one  of  the  pipes  was  treated  with  the  **  Sabin  Process," 
and  the  other  with  the  '* Durable  Metal  Coating."  In  each  pipe  a 
short  section  of  an  ordinary  yellow-pine  pile  was  placed  concentrically, 
with  an  annular  space  of  about  2  ins.  all  around  it,  which  was  filled 
with  sand.  The  pile  section  was  cut  a  trifle  shorter  than  the  pipe,  so 
that  two  sheet-iron  discs  nailed  to  the  ends  of  the  pile  section  confined 
the  sand  tightly.  The  object  of  using  the  sand  in  the  experiment 
was  simply  to  reproduce  the  exact  conditions  under  which  it  was  pro- 
posed to  apply  the  pipe  covering,  provided  the  desired  coating  could 
be  found.  The  discs  were  purposely  left  uncoated  in  order  to  render 
the  test  as  severe  as  possible,  it  being  assumed  that  their  corrosion  in 
contact  with  the  edges  of  the  pipe  might  superinduce  the  speedy  cor- 
rosion of  the  latter  and  that  the  effect  would  extend  throughout  the 
pipe.  The  specimens  were  then  immersed  in  sea  water  in  Charleston 
Harbor  for  a  period  of  three  months,  being  pulled  up  and  examined 
from  time  to  time,  but,  apart  from  that,  kept  constantly  submerged. 
The  first  two  months,  January  and  February,  were  comparatively 
cold.  It  was  reported  to  the  writer  that  no  signs  of  corrosion  or  de- 
terioration of  the  coatings  were  visible  up  to  March  1st.  March  was 
warm.  Early  in  April  he  had  an  opportunity  to  examine  them  per- 
sonally for  the  first  time.  Both  specimens  were  found  to  be  .com- 
pletely disrupted  in  that  the  coatings  were  loosened  from  the  iron,  and 
the  iron  was  exposed  to  the  full  action  of  the  water,  while  both  coat- 
ings were  useless  for  further  experiment,  the  baked  one  appearing  to 
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Mr.  Crowell.  be  in  a  worse  condition,  if  anything,  than  the  other,  for  it  conld  be 
detached  in  thin  laminse,  like  mica,  in  snccessiTe  layers  over  the  whole 
pipe;  whereas,  the  other  specimen,  while  wholly  gone  in  places,  leaving 
the  metal  bare,  yet  continued  to  cling  in  others,  thongh  soft  and  ap- 
parently liable  to  be  washed  off. 

The  experiment  just  described  leads  to  two  conclusions:  first, 
that  the  temperature  of  the  sea  water  is  an  important  factor  in  cor- 
rosion; and  second,  that  the  character  of  the  metal  surface  has  much 
to  do  with  the  efficiency  of  the  coating,  the  latter  being  more  of  a  de- 
duction than  a  conclusion,  except  when  taken  in  connection  with  the 
experiments  described  in  the  paper. 

The  writer  is  pleased  to  learn  from  the  author  that  the  investigations 
are  to  be  continued,  and  in  warmer  waters,  where,  too,  pure  sea  water 
can  be  found,  the  water  in  the  East  River  at  the  Navy  Yard  furnishing 
only  special  conditions  of  reaction.  It  may  be  that  the  effect  of 
normal  sea  water  may  not  prove  as  severe  as  the  latter,  but  it  is  the 
writer's  opinion  that  it  will  be  more  so. 

Mr.  Hobson.  B.  P.  HoBsoN,  Esq.*^ — The  valuable  experiments  described  in  the 
paper  have  a  two-fold  interest,  as  bearing  upon  the  problem  of  pre- 
venting the  corrosion  of  steel  and  the  problem  of  preventing  the  cor- 
rosion of  aluminum  in  sea  water.  The  two  problems,  at  the  present 
stage,  are  essentially  distinct.  The  one  relating  to  steel  has  an  indus- 
trial importance  commensurate  with  the  cost  of  maintenance  of  the  bulk 
of  the  world's  shipping,  commensurate  almost  with  the  vast  value  of 
the  shipping  itself,  affecting  intimately  the  length  of  life  of  a  vessel. 
But  it  is  an  older  problem,  and  has  been  the  subject  of  long  and  tire- 
less research  and  experiment.  The  diversity  of  results,  however, 
shows  the  problem  to  be  still  far  from  solution,  a  fact,  indeed,  uni- 
versally recognized,  and  leaving  open  an  important  field  for  further 
research.  The  experiments  in  question  introduce  into  the  ranks  of 
preventives  the  varnishes  and  enamels  described  and  the  process  of 
baking.  Their  behavior  in  general  appears  to  be  excellent,  particularly 
in  regard  to  adhesion  and  impermeability,  most  marked  in  the  test 
plates  subjected  to  the  baking  process. 

Besistance  to  the  attachment  of  marine  growths  appears  not  to  have 
formed  part  of  the  subject  of  investigation.  It  would  be  interesting 
in  the  additional  experiments  referred  to  if  this  feature  were  em- 
braced, conditions  being  such  that  the  plates  would  be  covered  with 
the  usual  marine  growths.  It  would  further  be  of  interest  to  know 
the  extent  of  the  practicability  of  application  of  the  promising  baking 
process,  whether  it  is  necessarily  restricted  to  small  work,  the  pro- 
cess being  applied  after  assembling.  It  would  also  be  interesting 
to  know  the  limitations  imposed  by  cost  for  this  process  and  for  the 
varnishes  in  question,  and  also  in  what  manner  the  baking  process 
*  Naval  Conatructor,  U.  8.  Navy. 
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seonres  its  superior  results,  whether  impermeability  is  reinoed,  while  Mr.  Hobson. 
adhesion  is  increased. 

It  is  not  in  the  bearing  npon  the  problem  of  preventing  the  corro- 
sion of  steel,  however,  that  the  experiments  have  their  greatest  in- 
terest. Steel  is  already  in  general  use  for  hnll  construction,  and  will 
continue  in  general  use.  The  question  of  painting  is  only  incidental, 
however  important  the  incident;  it  is  governed,  and  will  continue  to 
be  governed,  by  the  factors,  maximum  efficiency  and  minimum  cost. 
The  question  of  comparative  results  of  different  compositions  is 
important,  but  it  is  not  paramount. 

With  aluminum,  however,  the  case  is  different.  Its  very  use  for 
marine  purposes  hangs  on  the  practicability  of  preventing  corrosion. 
It  is  not,  at  the  present  moment,  so  much  a  question  of  comparative 
processes,  as  one  of  the  availability  of  any  process. 

When  it  is  borne  in  mind  that  the  natural  field  for  aluminum  is 
marine  construction,  where  lightness  is  a  capital  requirement,  par- 
ticularly in  naval  construction,  where  economy  of  weight  has  a  vital 
relation  to  military  qualities  ;  when  it  is  remembered  that  in  small 
construction,  in  the  hulls  of  small  craft,  notably  the  types  of  torpedo 
boats  and  in  hull  fittings  of  all  classes,  the  question  of  strength  is 
secondary  in  determining  the  scantlings,  the  requirements  of  stiffiiess 
and  the  safeguard  against  penetration  determining  the  limit  long 
before  the  limit  imposed  by  strength  is  reached,  where,  indeed,  alumi- 
num construction  would  realize  the  enormous  saving  of  more  than  40% 
over  steel,  with  aluminum,  too,  of  ready  commercial  production  and  . 
reasonable  cost ;  when'  these  facts  are  borne  in  mind,  and  it  is  then 
considered  that  aluminum  is  barred  from  this  wide  and  fertile  field  by 
the  sole  fact  of  its  corrosion  by  salt  water  and  salt  air,  some  apprecia- 
tion can  be  had  of  the  importance  of  research  and  experiment  in  the 
direction  of  finding  preventives. 

Moreover,  the  serious  condition  which  the  first  aluminum  tor- 
pedo boat,  built  by  Yarrow  for  the  French  government,  was  found 
to  be  in  after  a  winter's  neglect,  the  abandonment  in  consequence  of 
the  purpose  of  the  French  government  to  build  of  aluminum  the  five 
consorts  of  the  first,  all  to  be  carried  on  the  deck  of  the  Foudre,  and 
other  torpedo  boats  of  a  similar  type,  these  and  other  adverse  inci- 
dents have  given  aluminum  a  serious  setback  abroad,  while  in  the 
United  States,  similar  unf  avoiable  results  in  fittings,  such  as  stanchion 
sockets,  air  port  shutters,  etc.,  on  the  torpedo  boats  built  for  the 
Maine,  have  confirmed  the  conclusion  arrived  at  abroad,  and  aluminum 
is  under  a  pronounced  cloud  of  disfavor. 

A  careful  examination  of  the  facts  will  show  that  the  general  con- 
clusion and  impression  are  not  warranted,  though  the  action  taken  in 
the  cases  in  question  were  probably  expedient  under  the  circum- 
stances.    The  conclusion  is  in  no  sense  final.     Indeed,  a  comparison 
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Mr.  Hobflon.  of  the  rosnlts  obtained  by  the  very  limited  scientific  research  for  the 
prevention  of  corrosion  of  aluminum,  with  the  results  of  the  long, 
laborious  and  zealously  pursued  researches  for  the  prevention  of  the 
corrosion  of  iron  and  steel  in  sea  water,  is  wholly  favorable  to  alumi- 
num. The  conflicting  reports  from  different  sources  show  the  present 
stage  to  be  still  essentially  experimental,  and  to  pass  unfavorably 
upon  aluminum  now  would  be  to  condemn  without  trial. 

At  the  present  moment  a  practical  preventive  of  inadmissible 
corrosion  has  not  been  found,  and,  indeed,  the  adoption  of  aluminum 
would  be  unwise;  but,  as  surely  as  day  follows  night,  aluminum  is  to 
conquer  a  wide  realm  in  marine  construction.  The  experiments  de- 
scribed are,  then,  of  special  value  and  interest  at  the  present  time  of 
reaction. 

Through  the  courtesy  of  the  author,  the  writer  had  an  opportunity 
of  examining  the  test  plates.  He  has  also  had  occasion  to  examine 
the  corrosion  of  aluminum  in  the  yacht  Defender,* 

In  connection  with  the  present  and  future  experiments,  the  follow- 
ing observations  and  suggestions  present  themselves: 

Alloys. — The  prominent  result  of  the  experiments  is  that  which 
shows  that  the  corrosion  increases  as  the  amount  of  alloy  increases, 
and  that  copper,  as  the  alloy,  particularly  accentuates  the  oorroaion. 
This  result  is  striking  in  the  comparison  of  the  excellent  results  of 
Series  in,  where  the  alloy  was  simply  2%  of  the  commercial  im- 
purities, with  the  unfavorable  results  of  Series  n,  where  the  same 
.  amount  of  alloy,  2%y  was  copper.  The  interest  in  this  feature  is 
special,  for  it  requires  an  alloy  to  develop  the  best  conditions  for 
strength,  while  among  the  alloys  suited  to  this  purpose,  copper  is 
prominent,  but  is  by  no  means  exclusive.  Moreover,  it  was  a  6% 
copper  alloy  that  was  chosen  on  account  of  its  high  strength  for 
the  Yarrow  torpedo  boat,  and  it  was  from  this  most  unfavorable  alloy, 
exposed  to  most  unfavorable  conditions  in  Cherbourg  Harbor,  that 
the  adverse  conclusions  referred  to  above  were  drawn. 

It  IS  evident  that  with  two  metals  so  widely  removed  in  the  electro- 
chemical scale,  the  alloy  of  copper  and  aluminum  contains  within  itself 
strong  elements  of  galvanic  action.  Special  interest  would  attach  to 
the  determining  of  the  state  of  the  copper  in  the  alloy,  and  the  inti- 
mate action  that  takes  place,  while  it  is  evident  that  the  alloy  for 
marine  purposes  should  be  sought  in  metals  not  so  far  down  the  electro- 
chemical scale. 

Coatings. — The  experiments,  it  is  noticed,  are  restricted  to  varnish 
and  enamel  preparations.  The  favorable  results  indicate  a  field  for 
these  preparations  for  the  preservation  of  fittings,  if  not  for  hulls. 

*  See  report  made  to  the  Natj  Department  on  her  method  of  conetraotion.  This  report, 
together  with  notes  on  the  upe  of  alnminam  in  naval  oonstmction,  has  been  published  by 
the  United  BUtes  Naval  Institute. 
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Interest  would  attach  to  comparative  tests  of  these  preparations  and  Mr.  Hobson. 
those  nsed  on  ships'  bottoms,  also  with  special  preparations  thus 
far  made  and  that  may  be  prepared  especiallj  for  aluminum.  A 
feature  that  suggests  itself  from  these  experiments  is  that  the  insu- 
lating qualities,  as  well  as  the  porosity  or  permeability,  may  enter  to 
affect  results,  and  there  would  be  interest  in  determining  them  in  ex- 
periments to  be  made  for  comparative  results.  The  generally  unfovor- 
able  results  with  the  baking  process  would  indicate  that  the  process 
increases  the  permeability,  while  the  increase  of  adhesion  counts  for 
but  little  when  galvanic  action  starts  'beneath.  Interest  also  would 
attach  to  determining  whether  the  paints  themselves,  or  any  of  their 
components,  enter  into  the  phenomena. 

Gondiiions, — The  close  proximity  of  plates  of  different  alloys  which 
varied  widely  in  their  galvanic  action,  affected,  in  all  probability,  the 
results  in  the  individual  cases.  As  far  as  practicable,  while  still  insur- 
ing the  same  conditions,  plates  of  different  alloys  should  be  separated 
far  enough  not  to  affect  each  other.  Even  those  of  the  same  alloy, 
having  the  different  coatings,  should  be  arranged  so  as  to  affect  each 
other  as  little  as  possible. 

An  analysis  should  be  made  as  near  as  can  be  of  the  mean  sample 
water  of  immersion,  to  determine  the  special  agents,  if  any,  that  are 
present. 

If  practicable,  sets  of  similar  plates  and  coatings  should  be  tested 
in  different  waters,  and  analyses  of  the  water  made  in  each  case. 

Both  coated  and  uncoated  plates,  of  the  same  and  different  alloys, 
should  be  immersed  in  vessels  with  sea  water  of  sample  kinds,  and 
analyses,  qualitative  and  quantitative,  made  as  follows: 

Of  the  materials  of  the  plates  before  and  after  immersion;  of  the 
water  before  and  after  immersion;  of  the  protecting  coatings,  where 
used,  before  and  after  immersion.  These  tests  should  be  made  pro- 
gressively, analyses  being  made  at  regular  intervals. 

In  addition,  the  tests  should  extend  to  determining  the  insulating 
properties  of  the  coatings,  and  their  permeability  or  porosity,  in  dif- 
ferent thicknesses. 

The  object  of  the  experiments  outlined  is  apparent.  They  contem> 
plate,  while  determining  comparative  qualities  of  different  alloys  and 
different  preparations,  to  determine  the  phenomena  that  take  place, 
and  to  find  each  element  that  enters  and  the  role  and  relative  degree  of 
importance  of  each. 

The  writer  has  endeavored  to  have  tests  made  by  the  chemist  at  the 
Navy  Yard,  New  York,  of  corrosion  taken  from  the  Defender,  and  also 
of  a  sample  furnished  by  the  author  of  a  corroded  plate,  together  with 
the  water  in  which  the  corrosion  took  place  in  a  closed  vessel,  with  a 
view  of  determining  as  far  as  the  limited  conditions  permitted,  what 
were  the  insoluble  parts  and  what  were  the  soluble  products,  and  the 
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Mr.  Hobflon.  parts  they  played  in  the  phenomena.  A  sequence  of  nnnsnal  pressure 
of  nrgent  onrrent  work  has  prevented  the  completion  of  these  analy- 
ses, and  the  resnlts  thus  far  are  nnoonclosive. 

There  is  no  doubt,  however,  that  the  scientific  method  of  solving 
the  important  problem  of  preventing  the  corrosion  of  alominnm  by 
sea  water  is  to  determine  first  the  exact  and  intimate  nature  of  the 
phenomena  that  take  place,  and  then  to  proceed,  with  the  knowledge 
thus  gained  as  a  basis,  to  find  the  means  of  prevention.  The  method 
is  laborious,  but  the  end  sought  offers  large  rewards. 
Mr.  HastingB.  L.  M.  HASTINGS,  Esq.* — As  a  part  of  the  extensive  addition  to  the 
Cambridge  Water-Works  begun  in  1894,  about  28  317  ft.  of  pipe,  40 
ins.  in  internal  diameter,  was  laid.  A  part  of  this  pipe,  8  992  ft., 
formed  the  force  main  from  the  pumps  to  the  reservoir,  and  14  924. 7^ 
ft.  was  laid  as  a  supply  main  connecting  the  reservoir  with  the  center 
of  the  distribution  system.  This  pipe  was  made  of  soft  steel  A  in* 
thick,  in  sheets  about  7  ft.  wide,  and  of  a  length  equal  to  the  circum- 
ference of  the  pipe.  These  sheets  were  riveted  up  in  the  usual 
manner,  four  sheets  together,  making  a  section  about  28  ft.  long. 
Each  section  was  then  coated  with  a  preparation  referred  to  in 
the  paper  as  the  Sabin  coating.  The  pipe  was  manufactured  and 
coated  in  the  city,  and  was  then  transported  on  wagons  to  the  trench 
for  laying.  The  coating  bore  the  abuse  incident  to  teaming  well,  the 
injured  portions  being  painted  with  two  coats  of  what  is  now  called 
** Durable  Metal  Coating." 

In  order  to  determine  practically  what  effect  water  and  the  soil 
had  on  the  material  of  the  pipe,  and  also  the  value  of  the  coating  as 
a  protective  agent,  a  number  of  cast-iron,  steel  and  wrought-iron  plates 
were  prepared  for  testing. 

The  plates  were  from  6  to  10  ins.  square;  the  cast  one  about  1  in. 
thick,  the  plate  iron  and  steel  f^  in.  thick.  Twelve  of  the  plates  were 
uncoated,  twelve  were  given  one  coat  of  the  Sabin  coating,  and  four 
steel  plates  were  given  two  coats  of  the  same  material.  The  reason 
why  two  coats  were  used  on  some  of  the  plates  was  that  in  dipping 
and  baking  the  plates,  owing  to  their  small  size,  the  coating  material 
seemed  to  drain  off,  leaving  a  very  thin  coating  on  the  plate,  and  the 
two  coats  represented  much  more  nearly  the  average  coating  as  it  was 
obtained  on  the  pipe. 

The  plates  were  first  carefully  weighed  by  the  sealer  of  weights 
and  measures  on  his  standard  scales.  Fourteen  of  the  plates  were  then 
placed  in  the  water  at  a  gate  chamber  in  the  draught  conduit  leading 
to  the  pumping  engines,  so  that  when  the  pumps  were  in  action,  a 
constant  stream  of  water  was  passing  by  the  plates>  thus  subjecting 
them  to  the  same  infiuence  as  the  interior  of  a  pipe.  The  water  taken 
through  the  conduit  is  a  mixture  of  brook  and  pond  water,  of  a  fairly 

*  City  Engioeer,  Cambridge,  Man. 
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Trial  Tests  of  Unphotbctted  akd  Pboteoted  Metal  Umdeb  Vabious  Mr.  Hastings. 
Ck>NDinoNS,  AT  Cambbidoe,  Mass. 


Kind  of 
metal. 


Iron., 


Steele. 


Oattiron, 


Iron.. 


Steel. 


Oaetiron. 


SteeL.. 


Coating. 


Uncoatod... 


Single  coat. 


Double  ooat. 


Situation 
of  pipe.* 

Original 
weight. 

Water  (6). 

Ibe 

4 

.OS.  dr. 
16     1 

"     («). 

4 

6    U 

Sand  (7). 

4 

16    14 

Td^t 

4 
4 

6  10 

7  11 

"   (10). 

4 

6      0 

Sand. 

OUy 

Watttr  (1). 

4 
4 
90 

6      « 
9      8 
3      8 

••    CO. 

19 

6      8 

Sand    (8). 

19 

10    18 

Oay    (4). 

19 

.18    10 

Water..... 

4 

14    11 

Sand 

4 
4 

9      6 
9      4 

CUy 

4 

18    11 

Water.... 

5 

11    11 

"    .... 

Sjnd. 

2»y 

Water.... 

6 

4 

19 

18     a 
11      0 
6      8 
2    IS 

Sand 

Clay 

19 
20 

4      6 

8    a 

Water  (11) 
«« 

Sand,..'.;*. 

9 
6 

7 

11    18 
6      6 

a  la 

Clay 

6 

8    10 

Weiffbt  when 
examined. 


lbs.  oz.  dr. 
6     14 


6     4 
8     8 


4      6     8 


6  19 

9  8 

6  0 

9  8 

0  4 

19    18  8 


4 

4 

90 

19 

90 


Percentage 
of  increase. 


1.6 

8.1 

2.0 

0.80 
1.1 

9.1 

0.64 
0.4 

1 

0.96 
1.7 


Badly  tnberonlated 

and  rusted;  worst 

of  lot. 
Badly  tnberonlated 

and  rusty. 
Very  rusty;   sand 

adhered  to  plate. 
Rusty. 
Bns^  and  tuber- 

culated,  but  not 

as  badly  as  iron. 
Busty  and   tuber- 

oulated. 
Much  rust. 
Somewhat  rusty. 
Badly  rusted  and 

tuberoulated. 
Badly  rusted  and 

tuberoulated. 
Badly  rusted;  sand 

adhered  to  plate. 
Somewhat  rusty. 

In  good  condition; 
no  rust. 

Good  condition. 

Plairlygood  condi- 
tion; some  rust 
spots. 

Qood  condition; 
UtUe  rust. 

Fairly  good;  some 
littte  rust. 

FSirlygood. 

Fairly  good. 

Fairly  good. 

Fairly  good;  liUle 
rust. 

Oood  condition. 

Oood. 

In  good  condition. 

Qoo6  condition. 

Very  good  condi- 
tion; bright  and 
clean. 

Very  good. 


*  The  figures  in  parentheses  refer  to  the  numbers  of  the  plates  shown  in  Plate  X. 
soft  quality,  and  containing  comparatiyely  little  aoid.     Seven  of  the 
plates  were  bniied  in  a  sandy  soil,  and  seven  plates  were  placed  in  a 
clay  soil,  all  about  4  ft.  below  the  surface  of  the  gpround. 

The  plates  were  placed  in  position  September  14th,  1895,  and  were 
taken  out  for  examination  October  8th,  1896.  Those  which  were 
covered  with  two  coats  of  the  material  showed  practically  no  change 
in  appearance,  being  free  from  rust,  and  retaining  in  some  degree 
their  luster  or  glossy  appearance.  The  plates  which  had  one  coat  did 
not  look  quite  as  well  as  those  with  two  coats;  slight  indications  of 
rust  appeared  on  some.     The  plates  which  were  not  coated  at  all 
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Mr.  Hastlngt.  presented  a  very  different  appearance,  all  being  heavily  coated  with 
rust.  Those  placed  in  the  water  had  numerous  bunches  of  rust  or 
solid  tubercles  on  both  sides.  The  plates  buried  in  soil  had  more  or 
less  sand  or  clay  adhering  to  the  plates  with  the  rust. 

These  plates  were  carefully  reweighed  by  the  same  man  on  the 
same  scales,  and  showed  quite  an  appreciable  gain  in  weight.  The 
tabular  statement  on  page  505  shows  more  in  detail  the  facts  concern- 
ing each  plate,  as  far  as  the  experiment  has  been  carried. 

While  it  is  impossible  to  describe  in  detail  the  appearance  of  every 
plate,  the  results  of  this  test  may  be  fairly  summed  up  as  follows: 

Metal  covered  with  a  coating  of  sufficient  thickness  was  well  pro- 
tected from  action  of  water.  The  thinner  coating  did  not  prove  so 
efficient  a  protection,  while  unprotected  metal,  subject  to  the  same 
influences,  suffered  considerably  from  oxidation  and  action  of  the 
water,  the  plate  iron  being  affected  the  most,  steel  plate  to  a  lees 
degree,  and  the  cast  iron  the  least  of  all. 
Mr.Sabiii.  A.  H.  Sabin,  Assoo.  M.  Am.  Soc.  C.  E. — Various  questions  have 
been  addressed  to  the  author  which  seem  to  require  an  explanation  of 
certain  points  connected  with  these  tests.  One  is,  why  were  these 
three  resins,  Manilla,  Kauri  and  Zanzibar,  selected  from  the  many 
sorts  in  use?  All  these  resins  are  of  vegetable  origin,  being  exudations 
from  trees ;  in  no  case,  however,  are  these  coniferous,  so  far  as  the 
author  can  learn.  There  are  a  feW  kinds  of  varnish  resins  which  are 
used  in  the  condition  in  which  they  are  taken  from  the  living  tree  ; 
these  are  called  recent  resins,  in  distinction  from  fossil  resins.  The 
most  largely  used  of  these  is  Manilla,  hence  this  was  taken  as  a  repre- 
sentative of  this  class.  Next  there  is  a  class  of  fossil  resins  of  com- 
paratively recent  origin,  which  are  dug  out  of  the  earth,  but  were  pro- 
duced by  trees  of  species  still  living.  The  resin  which  exudes  from 
these  trees  is  useless  while  fresh,  but  after  it  has  lain  in  the  earth  a 
sufficient  time,  perhaps  for  centuries  (nobody  knows  how  long),  it  be- 
comes hard  and  valuable.  Of  this  sort  the  most  common  and  typical 
is  Kauri.  Finally  there  arc  fossil  resins  so  old  that  the  trees  them- 
selves aave  become  extinct,  and  of  these  the  hardest  and  best  known 
is  Zanzibar. 

There  seems  to  be  somewhat  prevalent  an  impression  that  these  in- 
vestigations were  undertaken  with  the  idea  of  discovering  a  paint  for 
ships'  bottoms.  This  is  a  misapprehension,  for  the  primary  object  is 
entirely  different.  There  is  much  use,  in  the  first  place,  for  a  coating 
for  steel  and  other  metals  which  will  protect  them  from  sea  water  and 
the  moist  air  near  the  sea,  such  as  bridges  and  piers,  and  metal  pipes 
and  other  fittings,  both  on  ships  and  shore  ;  and  in  a  much  broader 
and  more  general  way  the  author  would  point  out  that  by  immersion 
in  sea  water,  especially  when  highly  charged  with  sewage  (as  in  this 
case)  there  is  an  opportunity  of  subjecting  these  coatings  to  extremely 
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severe  conditions,  vrMoh  allow  differentiation  between  them  after  a  Mr.  Sabin. 
oomparatively  short  test  as  thoroughly  as  after  a  test  of  several  years 
in  ordinary  use,  with  the  certainty  that  all  are  subjected  to  the  same 
conditions.  This  is  well  illustrated  by  the  fact  that  the  plate  with  the 
red  lead  coating  showed  so  great  deterioration  of  the  latter  that  it  had 
practically  lost  its  value.  Now,  this  was  pure  red  lead  and  pure  oil, 
and  three  coats  were  applied  in  a  more  thorough  and  careful  manner 
than  is  possible  in  ordinary  work,  and  to  a  cleaned  and  bright  surface. 
This  plate  would  have  been  in  good  condition  after  a  very  long  time  if 
it  had  been  exposed  to  pure  country  air,  but  the  coating  was  practi- 
cally destroyed  during  this  test.  This  leads  the  author  to  remark  on 
Mr.  Crowell's  statement  that  all  but  two  of  the  coatings  tried  proved 
practically  useless,  which  is  by  no  means  correct  if  it  is  considered 
that  while  they  may  be  so  for  such  an  extremely  severe  exposure, 
though  the  author  is  not  prepared  to  admit  quite  as  much  as  that, 
some  of  them  showed  so  much  permanence  as  to  encourage  their  use, 
not  under  water,  but  where  they  would  be  exposed  to  the  moist  and 
salt  sea  air,  with,  perhaps,  occasional  wetting,  conditions  which  ordi- 
nary paints  certainly  do  not  stand  well.  He  is  sure  that  when  the  re- 
sults obtained  in  this  way  are  analyzed  they  are  valuable.  For 
example,  the  ribs,  deck  beams  and  fittings  of  yachts  might  be,  even  if 
of  aluminum,  protected  in  this  way. 

In  regard  to  the  tests  on  sheet  iron  described  by  Mr.  Growell,  it 
may  be  stated  that  one  of  the  conditions,  made  necessary  on  account 
of  cost,  was  that  ordinary  sheet  iron  should  be  used.  As  is  well  known, 
this  is  covered  with  several  thicknesses  of  black  scale,  which  is  inten- 
tionally rolled  in  by  the  makers,  and  as  it  is  much  thicker  on  one  side 
than  on  the  other,  it  is  impossible  to  remove  it  by  pickling.  As  soon  as 
the  sea  water  obtained  access  to  this  scale  it  rapidly  dissolved  it,  the 
chemical  action  going  on  between  the  oxide  and  the  saline  constitu- 
ents of  the  sea  water  causing  a  mechanical  disruption  of  the  coating, 
which  was  no  longer  of  any  value.  The  baked  coating  came  off  in 
flakes,  which  remained  elastic  and  continuous.  The  author  does  not 
know  how  to  protect  ordinary  sheet  iron  under  such  circumstances, 
but  he  thinks  if  steel  plates  or  beams,  which  have  comparatively  little 
scale,  and  that  removable,  were  properly  treated,  the  result  would  be 
satisfactory.  He  is  now  able  to  produce  intentionally  such  effects  as 
were  shown  by  the  baked  coating,  and  to  peel  off  films  which  show 
under  the  microscope  a  continuous  backing  of  iron  oxide,  which  may 
then  be  dissolved  off  by  acid,  leaving  the  film  clean  on  both  sides.  This 
illustrates  the  importance  of  having  a  clean  metal  surface  to  paint  on, 
a  matter  which  cannot  be  too  persistently  reiterated. 

The  brown  coating  referred  to  by  Mr.  Sherrerd  could  hardly  have 
been  magnetic  oxide,  because,  in  the  first  place,  magnetic  oxide  is 
black,  and  secondly,  ordinary  ferric  oxide  is  not  changed  by  heating 
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Mr.  Bapin.  at  300<^  Fahr.  The  anthor  is  inolined  to  think  that  it  might  have 
been  a  film  of  asphalt  left  on  the  surface,  which  always  shows  a 
brown  color,  but  this  is  only  a  suggestion,  as  he  did  not  see  it. 

The  questions  of  Mr.  Stiles  as  to  whether  the  baking  of  the  coat- 
ing effects  chemical  union  among  the  constituents  is  of  much  interest 
The  speaker  has  no  doubt  that  it  does.  For  example,  the  '^  pipe  coat- 
ing" material,  before  baking,  is  readily  soluble  in  turpentine;  after 
thorough  baking,  it  is  not  softened  by  prolonged  dig^tion  in  hot  tur- 
pentine. It  is  known  that  chemical  union  occurs  during  manufacture, 
and  its  completion  during  baking  doubtless  aids  to  make  it  permanent. 
This,  in  part,  answers  one  of  Mr.  Hobson^s  questions.  There  is  no 
doubt  that  baking  does  increase  both  adhesion  and  impermeability, 
provided  the  coating  is  composed  of  materials  which  are  capable  of 
combination,  and  that  the  product  is  an  elastic  and  not  a  brittle  sub- 
stance. This  latter  may  be  said  to  be  in  fact  the  result  aimed  at  in  all 
these  experiments;  to  get  a  film  which  is  insoluble  and  unattacked  by 
any  chemical  agency  liable  to  be  brought  against  it,  and  tough  and 
elastic,  to  resist  mechanical  injury  or  handling. 

The  increase  of  adhesion  is  probably  due  in  part  to  the  more  com- 
plete removal  of  the  air  film  between  the  surface  of  the  metal  and  the 
coating,  and  this  is  one  reason  why  a  slow-drying  coating  is  better 
than  a  quick  one,  a  fact  generally  conceded.  Mr.  Hobson's  conclu- 
sion that  baking  lessens  permeability,  the  author  does  not  agree  with. 
While  he  admits  that  many  of  the  baked  coatings  were  unsatisfactory, 
it  only  shows,  from  his  point  of  view,  that  these  coatings  were  made 
of  materials  which  would  not  stand  the  greatly  increased  chemical 
action  produced  by  baking,  and  emphasizes  the  fact,  preyioualy  real- 
ized by  him,  that  making  a  suitable  composition  to  be  applied  by  bak- 
ing, so  as  to  get  mechanical  toughness  and  elasticity,  combined  with 
chemical  inertness  and  permanence  in  the  finished  product,  is  the  most 
difficult  thing  yet  attempted  in  this  kind  of  work.  It  seems  to  him 
that  the  pipe-coating  material,  when  carefully  applied  to  a  good  sur- 
face, is  satisfactory;  but  none  of  the  light-colored  enamels  are  so. 

He  would  further  point  out  that  no  coating  can  be  made  which  wiU 
resist  severe  abrasion.  This  should  be  borne  in  mind,  especially  with 
reference  to  aluminum.  Suppose  a  coating  could  be  made  which 
would  adhere  as  well  as  the  zinc  does  in  first-class  galvanizing,  and 
suppose  the  coating  material  as  perfect  as  a  film  of  gold  or  platinum; 
this  would  be  generally  agreed  to  be  a  perfect  coating.  But  if «a  boat 
coated  thus  were  to  get  on  a  rock,  some  of  the  coating  would  be 
scraped  off.  So  it  will  be  with  anything  that  can  be  used,  and  it  is 
necessary  to  bear  these  things  in  mind  when  considering  the  subject. 
It  is  one  thing  to  paint  steel,  another  to  paint  iron  oxide,  another  to 
paint  dirt;  but  besides  all  that,  it  must  be  remembered  that  the  process 
is  not  making  the  metal  incapable  of  corrosion,  but  only  covering  it 
with  a  film  0.002  to  0.005  in.  in  thickness  of  an  inert  substance. 
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A  RESURVEY  OF  THE  WILLIAMSPORT  DIVISION 

OF  THE  PHH^ADELPHIA  AND  READ- 

ING  RAILROAD.* 


By  Gboboe  D.  Smtdeb,  Assoc.  M.  Am.  Soc.  C.  E. 


ABSTRACT. 

In  1890  the  author  was  retained  by  the  Philadelphia  and  Beading 
Railroad  Company  to  make  a  survey  of  its  line  between  Port  Clinton 
and  Newberry  Junction,  a  distance  of  125  miles.  From  Port  Clinton 
to  Sunbury  the  road  has  heavy  grades  and  sharp  curves,  while  from 
Sunbury  to  the  end  of  the  division  the  grades  are  light  and  the  curves 
easy. 

The  survey  was  made  to  establish  a  working  center  line  and  to  in- 
troduce transition  curves  where  practicable.  All  physical  features  of 
the  ground  within  a  short  distance  on  each  side  of  the  center  line  were 
located,  and  data  obtained  for  establishing  the  right-of-way  and  prop- 
erty lines.  A  complete  line  of  levels  was  to  be  run  over  the  road,  and 
working  grades  established  for  the  track,  but  as  the  survey  was  not 
completed,  this  work  was  not  finished.  *  From  the  data  obtained  by 
the  survey,  maps  and  profiles  of  the  line  were  prepared  on  which  were 

*  The  paper  of  wbich  thia  ia  an  abstract  was  accepted  by  the  Committee  on  Publication 
for  filing  in  the  Library  of  the  Society,  where  it  may  be  examined.  Further  Information 
concerning  Ita  contents  may  be  obtained  by  application  to  the  Secretary. 
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to  be  reoorded  all  snbseqnent  changes  in  tracks,  alignment  and  right- 
of-way.     This  work,  like  the  leveling,  has  never  been  finished. 

In  running  the  center  line  the  tangents  were  established  first.  If 
the  point  of  intersection  was  accessible,  the  intersection  angle  and  the 
external  secant  were  measured.  With  these  data  the  degree  of  the 
curve  was  obtained  which  would  fit  between  the  two  tangents  and 
strike  the  apex  of  the  curve.  If  an  error  of  one  to  five  minutes  was 
allowable  in  the  degree  of  curvature  the  latter  was  obtained  on  the 
slide  rule  by  the  formula  R  =  external  secant  -f  tan.  |  /tan.  i  /,  where 
B  is  the  radius,  and  /the  intersection  angle.  This  formula  is  readily 
solved  by  the  slide  rule,  which  was  employed  largely  in  the  compu- 
tations made  during  the  survey. 

It  was  found  inadvisable  to  run  the  tangents  to  an  intersection 
where  the  ground  was  broken,  uncleared  or  steep,  as  the  measure- 
ments on  the  comparatively  level  roadbed  were  more  accurate.  In 
such  cases  the  degpree  of  the  curve  was  obtained  by  holding  a  tape 
against  the  inside  of  the  outer  rail  at  points  62  ft.  apart.  The  length 
in  inches  of  the  ordinate  to  the  rail  at  the  middle  of  the  chord  gave 
the  curvature  at  that  point  in  degrees.  The  mean  of  several  measure- 
ments was  assumed  to  be  the  degree  of  the  curve.  The  location  of  the 
P.  C.  was  then  judged  by  the  eye  and  a  trial  curve  run,  without  put- 
ting in  any  stakes,  to  the  end  of  the  curve  or  until  the  trial  line  left 
the  roadbed.  In  the  latter  case  the  distance  B,  from  the  trial  line  to 
the  proposed  center  line  at  the  last  station  was  measured,  and  the  dis- 
tance, S,  necessary  to  shift  the  P.  C.  was  obtained  by  the  formula 
S  =  I)  -^  sin.  A ,  A  being  the  total  angle  to  the  last  station.  By  means 
of  the  slide  rule,  this  shift  can  be  ascertained  readily,  as  well  as  the 
amount  it  will  throw  the  line  from  the  trial  curve  at  each  station.  In 
this  manner  a  new  P.  C.  can  be  obtained  and  the  curve  run  around  to 
the  next  tangent. 

When  the  degree  of  curvature  found  by  means  of  the  62  ft.  chord 
proved  to  be  in  error,  the  trial  curve  was  generally  inside  or  outside 
the  track  at  its  apex.  Sometimes  it  was  found  that  both  the  trial 
P.  C.  was  incorrectly  located  and  the  degree  of  the  trial  curve  was 
wrong.  The  data  for  changing  the  degree  of  the  curve  and  shifting  the 
P.  C.  were  furnished  by  simple  computations  on  the  slide  rule. 
Having  run  the  trial  curve  for  eight  stations,  say,  the  slide  rule  was 
set  as  explained  previously  for  a  shift  of  the  P.  C.  to  make  the  eighth 
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trial  station  strike  the  center  line;  the  same  setting  also  gave  the  dis- 
tance this  shift  would  moye  the  fonrth  or  middle  trial  station.  The 
difference  between  this  distance  and  the  distance  the  fonrth  trial  sta- 
tion had  diverged  from  the  center  line  gave  the  amoant  of  change  in 
the  external  secant  necessary  to  make  the  curve  fit  the  track.  The 
degree  of  the  new  curve  was  then  found  by  the  slide  rule.  To  find 
how  far  this  new  degree  of  curve  would  diverge  from  the  trial  curve 
and  the  track,  the  formula  0  —  in?  D  was  used,  in  which  0  is  the 
offset  from  the  tangent  or  from  one  curve  to  another,  n  is  the  number 
of  100-ft.  stations,  and  Z>  is  the  degpree  of  the  curve,  or  the  difference 
in  degree  of  two  curves.  This  formula  furnishes  the  data  necessary 
to  complete  the  location,  and  is  particularly  well  adapted  to  the  slide 
rule. 

Transition  curves  were  run  by  means  of  Froude*s  formula* 
0  =  X-  -^  24  J?,  in  which  0  is  the  main  offset  from  the  circular  curve 
to  the  tangent,  L  is  the  length  of  the  transition  curve,  and  R  is  the 
radius  of  the  circular  curve.  By  substituting  6780  -4-  D  for  i?, 
the  formula  becomes  0  =^1}  B  -^  137520,  where  I)  is  the  deg^ree  of  the 
curve.  This  curve  is  practically  a  cubic  parabola  having  .properties 
which  enable  all  the  computations  involved  in  using  itto  be  made  on 
the  slide  rule.  The  transition  curve  bisects  the  main  offset  at  the 
P.  C,  and  is  itself  bisected  by  the  ofbet  line  at  this  point.  The  off- 
sets to  the  transition  curve  from  the  tangent  or  the  circular  curve  are 
as  the  cubes  of  the  distances,  and  the  deflection  angles  to  points  on 
the  transition  curve  are  as  the  squares  of  the  distances. 

In  the  field,  a  simple  curve  which  would  fit  the  track  was  first 
found,  and  the  offset  was  either  assumed  or  calculated  on  the  slide 
rule  from  an  assumed  length.  If  the  tangents  wereoffsetted  and  the 
same  degree  of  curvature  used  as  before,  it  would  throw  the  whole  curve 
toward  the  center  a  distance  about  equal  to  the  offset.  As  this  would 
generally  throw  the  track  off  the  road-bed,  the  usual  practice  was  to 
sharpen  the  curve  enough  to  make  its  apex  strike  the  same  place  as 
before.  To  offset  this  the  external  secant  of  the  new  curve  was  re- 
duced by  an  amount  equal  to  0  tan.  i  7,  /  being  the  intersection  angle 
of  the  tangents.  This  distance  was  ascertained  on  the  slide  rule. 
From  the  point  of  the  transition  curve  to  the  P.  0. ,  the  offsets  to  the 
transition  curve  were  set  off  from  the  tangent.  The  transit  was  then 
*  See  Baokine'e  "  CItU  Eoglneeriog,"  p.  653. 
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placed  over  the  P.  0.  and  the  remainiiig  points  of  the  transition  cnrve 
located  by  offsets  from  main  cnrve,  the  same  offsets  as  before  being* 
nsed,  bnt  in  an  inverse  order  and  an  opposite  direction. 

The  intermediate  points  on  the  transition  curve  can  also  be  set  bv 
deflection  angles.  The  total  angle  between  the  tangents  at  the  be- 
ginning and  end  of  the  cnrve  is  equal  to  the  total  angle  for  the  circular 
arc  it  replaces,  and  is  obtained  by  multiplying  the  degree  of  the 
circular  curve  by  half  the  length  of  the  transition  curve.  One-third 
of  this  product  is  the  deflection  angle  from  the  original  tangent  to  the 
point  where  the  transition  and  circular  curves  join.  As  the  inter- 
mediate angles  are  as  the  squares  of  the  distances,  they  are  obtained 
readily  on  the  slide  rule.  The  offset  method  was  generally  found  pre- 
ferable, except  where  the  transition  curve  is  quite  long.  The  same 
principles  were  applied  in  running  one  of  these  curves  between  two 
circular  arcs. 

The  advantages  of  this  method  are  as  follows:  The  engineer  is  not 
limited  to  a  certain  number  of  curves  with  flxed  lengths  and  offsets,  as 
in  methods  where  tables  are  used,  but  practically  any  length  of 
transition  curve  can  be  used  with  any  degree  of  curve.  The  calcula- 
tions are  all  simple,  and  can  be  performed  readily  on  the  slide  rule. 
The  method  of  staking  out  and  running  the  curve  does  not  differ 
materially  from  ordinary  curve  work,  and  any  transitman  can  learn 
the  principles  on  which  the  method  is  based.  It  does  not  require 
complicated  methods  of  plotting  and  keeping  fleld  notes.  On  original 
location,  it  adds  nothing  to  the  cost  of  the  field  work,  as  the  transi- 
tion curve  need  not  be  run,  but  merely  provided  for  by  making  the 
necessary  offsets  at  each  P.  C.  and  P.  T. ,  leaving  the  curve  to  be  run 
in  whenever  necessary  during  construction,  which  will  not  be  generally 
until  track  is  to  be  laid.  It  will  be  found  in  numerous  oases  to  facili- 
tate location,  because  a  long  curve  need  not  be  rerun  merely  because  it 
does  not  quite  strike  the  terminal  tangent,  as  any  slight  deviation  will 
merely  make  the  offset  of  the  transition  curve  correspondingly  greater 
or  less. 

Engineers  who  have  been  engaged  on  rerunning  old  locations  know 
that  the  time  spent  by  a  party  thus  employed  in  actually  marking  the 
center  line  is  but  a  small  part  of  their  working  hours,  and  that  much 
of  their  time  is  spent  waiting  for  the  man  in  charge  to  make  the 
necessary  calculations.     To  reduce  to  a  minimum  the  delay  caused 
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by  these  numerous  computations,  the  author  began  the  use  of  the 
slide  rule.  It  was  first  employed  in  checking  results,  and,  as  con- 
fidence in  it  increased  and  a  knowledge  of  its  possibilities  and  limita- 
tions was  obtained,  some  calculations  were  undertaken  on  it  alone, 
and  finally  practically  all  of  them,  with  the  result  that  the  party  had 
little  idle  time. 

The  plotting  was  done  very  carefully.  The  maps  were  drawn  on  a 
scale  of  1  in.  to  50  ft.,  one-half  mile  being  on  each  sheet.  A  longi- 
tudinal section  of  each  bridge  was  shown,  on  which  the  general 
dimensions  of  the  structure  and  its  members  were  marked.  The 
adjustment  of  the  right  of  way  was  very  difficult.  The  land  was  of 
slight  value  when  the  road  was  built,  and  little  care  was  taken  in 
drawing  up  the  deeds.  Many  of  them  merely  granted  a  right  of  way 
so  many  rods  wide  through  a  certain  property  in  a  certain  township. 
As  many  of  the  deeds  were  drawn  up  in  1830,  and  there  had  been 
numerous  changes  in  the  ownership  of  adjoining  properties  since 
then,  the  titles  of  nearly  all  the  real  estate  along  the  line  had  to  be 
traced  back  from  forty  to  sixty  years.  All  information  relating  to  the 
right  of  way  was  tabulated  on  separate  sheets,  and  a  reference  number 
on  each  separate  purchase  on  the  map  showed  on  which  sheet  this 
information  could  be  found.  Index  maps  on  a  scale  of  1  in.  to  2  000 
ft.  were  also  prepared,  as  well  as  sketch  maps  of  each  train  dis- 
patcher's district.  On  the  latter  were  indicated  the  main  track, 
branches  and  all  sidings,  showing  the  number  of  cars  each  would 
hold. 

The  paper  is  accompanied  by  fifteen  drawings,  two  photographs 
and  an  appendix  giving  slide  rule  settings  applicable  to  field  calcula- 
tions on  a  railway  survey. 
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THE  PROPER  PROFILE  FOR  RESISTING  WAVE 

ACTION.* 


By  BoBBBT  Flbtcheb,  Assoc.  Am.  Soc.  C.  E. 


ABSTRACT. 

In  the  correspondence  contributed  by  the  author  to  the  paperf  by 
Theodore  Cooper,  M.  Am.  Soc.  C*  E.,  entitled  ''Some  General  Notes 
on  Ocean  Waves  and  "Wave  Force,"  attention  was  drawn  to  the  theory 
of  waves  advanced  in  1831  by  Col.  A.  R.  fimy.  The  most  novel  feature 
of  this  theory  assumes  the  existence  under  certain  conditions  of  a 
bottom  wave  caused  by  the  oscillatory  waves  nearer  the  surface.  This 
bottom  wave  is  a  true  wave  of  translation,  which  has  little  or  nothing 
of  an  oscillatory  character,  and  must  exert  horizontal  energy  nearly 
in  proportion  to  its  mass  and  the  square  of  its  horizontal  velocity. 
The  present  paper  is  a  continuation  of  the  correspondence  referred  to, 
and  discusses  the  best  profile  for  resisting  wave  action. 

One  of  the  most  common  modes  of  failure  of  sea  walls  with  vertical 
front  is  the  undermining  of  the  foundations,  or  the  wearing  away  and 
breaking  up  of  the  lower  courses.     Nearly  every  writer  upon  the  sub- 

*Tbe  paper  of  which  ibis  ie  an  abstract  was  accepted  by  the  Oommittee  on  Pnblication 
for  fllinff  in  the  Library  of  tbe  Society,  where  it  may  be  examined.  Further  information 
concerning  its  contents  may  be  obtained  by  application  to  the  Secretary. 

t  See  p.  161. 
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ject  makes  mention  of  the  common  failure  at  the  foot  of  the  works. 
This  is  often  said  to  be  caused  by  the  ^*  undertow,"  or  the  suction  and 
downward  motion  of  the  water  at  the  wall. 

Bankinei«  proposes  to  moderate  the  undermining  action  by  forming 
the  face  of  the  wall  into  steps,  *<  so  as  to  interrupt  the  yertical  descent 
of  the  waters."  Stevenson's  experiments  on  a  stepped  wall  show  that 
on  such  a  profile  the  force  of  the  waves  may  be  increased  six  times. 
If  such  construction  is  sufficiently  massive,  with  joints  absolutely  im- 
penetrable by  water  or  air,  it  may  offer  an  efficient  check  ;  but  with 
the  usual  imperfections  in  such  work,  it  would  appear  that  the  wave 
of  translation  has  simply  more  points  of  attack*  and  that  the  destruc- 
tion of  the  lower  courses  is  likely  to  be  rather  hastened  than  retarded. 

fimy  advocated  a  profile  which  shall  present  no  sudden  obstacle 
to  the  rapidly  moving  bottom  wave,  but  shall  deflect  it  from  its 
horizontal  movement,  and  compel  it  to  expend  its  energy  in  raising 
itself  and  the  superincumbent  weight  of  water.  While  the  cycloid 
was  proposed  as  specially  suitable,  the  form  is  not  of  chief  importance, 
provided  the  curve  is  tangent  to  the  bottom  and  of  a  radius  sufficient 
to  promote  gradual  deflection  of  the  largest  bottom  waves. 

£my  rebuilt  the  sea  defences  of  St.  Jean  de  Luz,  at  the  head  of  the 
Bay  of  Biscay,  by  a  long  incline.  A  former  expensive  breakwater 
there,  built  of  concrete  and  stone,  with  an  average  front  slope  of  one 
vertical  to  three  horizontal,  and  with  a  footing  of  heavy  stones  con- 
fined by  piles  just  below  low-tide  level,  was  completely  destroyed, 
chiefly  on  account  of  this  provision.  These  rocks,  some*  of  which 
weighed  ^i  tons  each,  acted  as  missiles,  impelled  by  the  furious  bot- 
tom waves,  and  made  the  destruction  far  more  rapid  and  complete  by 
a  veritable  bombardment. 

The  use  of  heavy  material  and  steeper  slopes  is  perhaps  the  most 
common  way  of  opposing  wave  action.  Bock  is  dumped  into  the  sea 
and  allowed  to  find  its  place.  Admirably  adapted  to  some  localities, 
where  large  stone  is  plenty  and  where  the  wave  energy  is  not  great 
enough  to  move  the  stones,  this  system  is  generally  used;  but  such 
works  are  often  very  expensive,  require  years  of  repairing  before  any 
degree  of  permanency  is  secured,  and  may  be  broken  up  again  by  the 
next  great  storm.  The  use  of  small  stones  in  such  cases  invites  failure. 
Half  a  century  ago  the  Plymouth  breakwater  had  changed  its  form 

^*  IUnkine'8  "OiTil  EDglneerlng,"  p.  761. 
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three  times,  and  each  time  its  base  was  extended  and  sectional  area  in- 
creased. At  Cberbonrg  the  same  thing  had  happened,  and  the  break- 
water was  said  to  have  a  base  350  ft.  wide. 

In  some  reports  of  the  Corps  of  Engineers,  U.  S.  Army,  the  ques- 
tion of  foundation  is  dismissed  with  the  statement  that  anything 
capable  of  bearing  the  weight  of  the  upper  part  will  do  up  to  within 
15  ft.  of  low  water,  because  there  is  little  action  below  that  depth. 
This  reasoning  has  led  to  the  use  of  small  material  for  the  lower  slope 
and  to  reserving  the  heavy  blocks  for  the  upper  slope.  The  facts  are 
that  on  most  breakwaters  built  of  pierres  perdues  not  reaching  far  above 
sea  level,  the  material  from  the  seaward  slope  is  carried  over  to  the 
harbor  side  by  the  waves.  For  example,  at  Plymouth  stones  weighing 
from  3  to  8  tons  each,  firmly  fixed  in  the  pavement  of  the  seaward 
slope,  were  torn  up  and  projected  over  the  breakwater  into  the  sound. 
At  Delaware,  before  the  completion  of  the  breakwater,  a  stone 
weighing  7  tons  was  moved  18  ft.  from  the  outside  to  the  inside  of 
the  ice-breaker,  and  200  tons  of  heavy  stones,  which  had  been  well 
wedged  together,  were  swept  over  to  the  inner  side. 

Vertical  walls  have  been  built  on  large  mounds  of  stone,  to  prevent 
the  passage  of  material  from  the  outside  to  the  inside,  but  it  is  evident 
that  they  may  be  subjected  to  heavy  bombardment,  and  are  never 
quite  safe  from  settlement  if  the  loose  stones  of  the  foundation  are 
displaced.  £my  designed  walls  with  a  curved  face  tangent  to  the 
bottom  and  having  sufficient  radius  to  deflect  the  largest  waves. 

Although  these  walls  had. existed  but  ten  years  at  the  date  of  his 
book  on  waves,  they  had  proved  much  more  durable  than  the  old- 
style  walls. 

Emy  was  not  the  first  to  propose  the  curved  front.  Franz  G^rst- 
ner,  of  Bohemia,  had  recommended  it  previously,  and,  later,  English 
engineers  have  decided  in  favor  of  it,  and  the  Proceedings  of  the 
Institution  of  Civil  Engineers  contain  many  discussions  as  to  the 
merits  of  vertical,  inclined  and  curved  profiles. 

For  works  designed  primarily  for  other  purposes  than  to  hold  the 
sea  in  check,  as  seawalls,  lighthouses,  etc.,  J.  Scott  Bussell  held 
the  concave  profile  to  be  unquestionably  the  best  form,  for  it  approxi- 
mates to  the  line  of  least  resistance.  Works  rising  above  the  surface 
of  the  sea,  and  designed  to  stop  the  waves  so  as  to  produce  com- 
parative calm,  should  exert  a  uniform  action.     To  accomplish  this. 
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he  says:  ''The  cycloid  is  the  approximate  form,  and  especially  so 
-when  the  materials  are  weak  and  not  abundant.*'  If  there  is  a  profile 
which  will  enable  weak  materials  to  do  the  work  of  strong,  the  question 
may  well  be  raised  whether  it  is  good  practice  to  nse  any  other  form. 

Mr.  Russell  urged  objections,  of  which  a  chief  one  is  the  fact  that 
the  water  is  forced  up  higher  than  is  the  case  with  a  vertical  wall,  and 
that  the  parapet  is  more  likely  to  be  torn  off,  but  this  distinguishing 
feature  would  seem  to  be  an  advantage,  for  the  force  which  raises  the 
water  would  have  been  expended  upon  the  wall  itself.  The  parapet, 
if  built  smooth  with  no  projections,  will  suffer  no  great  impact,  and 
may  be  curved  slightly  forward  so  as  to  throw  the  water  seaward. 
Another  objection  is  that  the  pressure  is  thrown  higher  up  the  wall, 
but  it  would  seem  that  this  is  preferable  to  lower  action  on  vertical 
walls,  which  destroys  the  foundation  and  causes  the  failure  of  a  large 
part  of  the  work. 

Having  referred  to  Mr.  Russell  as  an  advocate  of  the  cyoloidal 
profile,  it  must  be  said  that  he  considered  it  useless  and  injurious  for 
certain  kinds  of  waves  which  he  believed  to  exist.  Bethought  that 
the  rollers  which  occur  at  the  Cape  of  Good  Hope  and  other  places, 
and  the  common  ground  swells,  have  a  forward  motion  en  masse^  the 
whole  depth  of  water  rushing  forward  and  then  receding.  This  agrees 
with  the  observations  of  Sir  John  Coode  at  the  harbor  of  Colombo, 
who  stated  that  water  is  forced  up  120  ft.  above  sea  level  by  waves 
which  are  only  15  ft.  high  at  the  moment  they  strike  the  rock.  He 
believed  that  during  the  occurrence  of  the  heavy  monsoon  swell,  it 
was  the  swell  itself,  not  a  broken  sea,  which  came  in  with  a  great  roll. 
On  the  other  hand,  these  swells  in  mid-ocean  do  not  have  any  per- 
ceptible motion  of  translation,  but  are  taken  as  the  true  type  of  a 
wave  undulation. 

That  these  immense  swells  really  entrain  very  large  masses  of 
water,  is  likely;  if  so,  the  bottom  waves  may  become  so  large  as 
to  constitute  the  greater  part  of  the  whole  wave,  and,  in  shallow 
water,  operate  to  impart  to  nearly  the  whole  mass  of  the  entire  wave 
an  energy  horizontally  directed.  Mr.  Russell  would  use  a  long  re- 
versed curve,  concave  above  and  convex  below,  to  resist  such  action. 
The  abrupt  rise  at  the  bottom  would  destroy  much  of  the  momentum 
of  the  bottom  wave,  but  it  would  be  subject  to  a  large  share  of  the 
shock  that  destroys  the  footing  of  vertical  walls. 


Digitized  by  VjOOQIC 


518  FLBTCHBR  ON   RESISTING  WAVE  ACTION. 

At  Aberdeen  the  pier  head  was  first  oonstmoted  as  a  vertical  wall 
in  shoal  water,  but,  ** the  foundations  being  insecure,"  it  fell  more 
than  once  from  the  **  constant  percussion  of  the  undertow."  **The 
oycloidal  form  was  then  adopted,  by  which  a  gradual  resistance  was 
offered  to  the  force  of  the  waves,  and  the  head  has  stood  for  half  a 
century  "  (reported  in  1860). 

Concave  walls  have  been  built  near  Edinburgh  which  have  had 
varying  success,  and  have  been  pointed  to  as  throwing  doubt  on  the 
practicability  of  that  design.  Nothing  can  be  proved  conclusively 
by  them,  because  they  were  built  of  very  light  materials,  and  had 
other  defective  features.  Still,  compared  with  the  massive  vertical 
walls  in  the  neighborhood,  costing  many  times  as  much,  they  have 
done  good  service.  The  south  pier  at  Whitehaven,  built  with  a  curved 
face  and  an  apron  of  large  stones  founded  upon  sand,  has  resisted 
many  great  storms.  Mr.  Scott  Russell  cited  this  case  as  gratifying  to 
him  because  of  its  success,  although  only  an  approximation  to  his 
recommended  profile. 

Lighthouse  builders  have  made  use  of  the  concave  profile  because 
of  its  great  stability,  and,  although  not  designed  primarily  to  deflect 
waves  of  translation,  the  action  at  Eddystone  and  at  other  lighthouses 
shows  fine  examples  of  the  manner  in  which  it  deflects  and  directs  the 
energy  of  the  waves  vertically  instead  of  allowing  them  to  act  hori- 
zontally against  the  structure. 

Among  modem  French  engineers  the  curved  profile  is  not  held  in 
general  favor.  Some  four  years  ago  the  author  addressed  an  inquiry 
to  M.  Guillemain,  Director  of  the  National  School  of  Bridges  and 
Roads  of  France.  The  latter  quoted  the  following  opinion  of  M. 
Laroche,  Engineer  in  Chief: 

*^  Experience  appears  to  justify  curved  fronts  in  a  certain  number 
of  particular  cases,  and  for  special  works  exposed  to  less  violent 
waves  which  have  been  broken  by  their  passage  over  the  incline  of 
long  submarine  beaches  of  gentle  slope;  also,  a  curved  front  at  the 
summit  of  slopes  of  shifting  beaches  for  defence. 

**  Per  contra,  practice  seems  to  have  shown  that  for  great  jetties  ex- 
posed to  violent  seas,  the  curved  form  of  exterior  front  does  not 
palliate  the  shock  of  the  waves,  at  least  during  the  continuance  of 
real  tempests. 

**In  fact,  during  a  gale,  the  billows  do  not  approach  a  jetty  under 
the  hypothetical  conditions  upon  which  some  have  reasoned.  It  is 
no  longer  a  layer  of  water  which  glides  upon  the  slope  of  the  sub- 
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stmotnre,  as  does  tke  billow  which  exhausts  itself  upon  a  beaoh  of 
gentle  slope;  it  is  an  enormons  mass  of  water,  a  veritable  liquid  hil- 
lock, of  which  the  ridge,  mounting  above  the  sea,  precipitates  itself 
with  a  crash  upon  the  work,  and  strikes  almost  at  the  same  instant 
the  whole  height  from  the  parapet  to  the  top  of  the  substructure. 
Under  these  conditions  it  is  conceivable  that  a  curvature  of  the  front, 
a  curve  always  rather  slight  at  best,  can  have  only  a  small  influence 
upon  the  violence  of  the  shock  of  the  billow. 

**  Indeed,  jetties  with  a  curved  front  require,  in  order  to  insure  the 
stability  of  the  parapet,  a  cube  of  masonry  quite  as  considerable  as 
jetties  with  a  straight  front,  and  ,the  billows  surmount  as  well  the 
'  former  as  the  latter,  while  the  tempest  lasttt.  So  that  curved  fronts 
appear  to  have  advantages  only  in  tractable  weather,  that  is  to  say, 
when  one  can  conveniently  exempt  one's  self  from  having  recourse  to 
a  disposition  which  leads  always  to  costly  requirements  in  execution. 

**The  theory  of  curved  fronts  requires  quite  a  sharp  angle  at  the 
base  of  the  superstructure,  so  that  the  wave  may  reach  it  without 
shock,  and  this  condition  had  been  at  first  observed  at  St.  Jean  de 
Luz;  but  this  thin  part,  lacking  in  solidity,  was  repeatedly  broken 
and  destroyed.  It  has  become  necessary  to  commence  the  curve  im- 
mediately above  the  blocks  of  the  substructure,  and  to  give  at  the 
base  of  the  superstructure  a  vertical  front  of  2  m.  height. 

**  Finally,  and  within  the  limits  which  permit  us  to  formulate  an 
opinion  of  by  no  means  general  application  upon  questions  so  com- 
plex, so  controverted,  and  where,  moreover,  local  and  special  circum- 
stances play  so  important  a  part,  we  can  state  that  the  form  of  the 
exterior  front  of  the  superstructure  of  a  jetty  is  indifferent  from  the 
point  of  view  of  the  resistance  of  the  work  during  tempests.  It  is  ex- 
pedient, then,  in  most  cases  to  adopt  the  more  simple  and  more  easily 
realized  form,  namely  the  plane  front." 

M.  Guillemain  adds:  *<The  opinion  of  M.  Laroche  is  that  of  the 
greater  number  of  French  engineers,  and  all  breakwaters  which  have 
boen  recently  built  in  France  and  in  Algeria,  with  rare  exceptions, 
have  received  plane  fronts  rather  than  curved. " 

It  appears  certain,  however,  that  the  curved  profile  has,  by  actual 
comparative  trials,  proved  more  efficient  and  permanent  than  the  plane 
front  in  some  situations;  and  that  it  should  be  used  under  those  con- 
ditions which  are  favorable  to  its  application.  For  example,  on  rock 
bottom  at  or  not  far  below  low-water  level,  the  tangential  junction  of 
the  curved  toe  with  the  rock  may  be  properly  made,  and  if  the  lowest 
courses  are  dowelled  and  clamped  together  and  the  joints  of  the  entire 
front  made  water-tight  as  low  down  as  possible,  a  much  smaller  cross - 
section  would  be  required  because  of  the  relief  from  direct  impact 
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afforded  by  the  deflecting  enrye  where  the  waves  are  not  too  severe. 
Other»fayorable  conditions  and  dispositions  will  be  recognized  bj  the 
experienced  engineer. 

It  is  hardly  conceivable  that  there  is  any  ease  where  the  body  of  the 
sea  comes  upon  a  work  en  mattse,  with  a  common  horizontal  velocity 
thronghout,  excepting  that  of  the  earthquake  wave,  which,  fortunately, 
is  not  common,  and  which  man  should  not  expect  to  oppose  success- 
fully by  any  work  which  he  has  the  means  to  build.  This  is  a  great 
sway,  backward  and  forward,  like  that  produced  in  a  tub  of  water 
which  is  tilted.  The  tidal  bore  is  not  to  be  classed  as  a  wave  to  be  re- 
sisted by  a  breakwater. 

The  history  of  jetties  and  breakwaters  is  largely  one  of  ftdlures, 
costly  and  often  repeated.  Too  much  has  been  done  in  many  places 
without  a  sufficient  study  of  past  experience,  or  an  adequate  idea  of 
the  enormous  energy  and  the  mode  of  action  of  storm  waves.  Witness 
on  a  very  small  scale  the  utterly  inadequate  means  and  methods  of 
shore  protection  adopted  at  some  seaside  resorts,  as  Long  Branch 
and  Coney  Island,  where,  if  it  is  true  that  sufficient  works  would  be 
too  costly,  it  is  no  less  true  that  there  should  be  enough  appreciation 
of  the  task  to  deter  from  such  futile  endeavors. 

Nevertheless  the  judgment  of  the  engineer  must  be  largely  guided 
by  a  knowledge  of  such  failures,  and  it  is  to  be  regretted  that  the  record 
of  iailures  and  damages  to  such  works  is  not  more  complete,  especially 
as  relating  to]  jetties  and  breakwaters  on  American  coasts  and  lake 
ports. 

The  standard  type  of  breakwater  adopted  by  the  Corps  of  flngineers, 
U.  S.  A. ,  for  the  harbors  of  the  Great  Lakes  is  a  timber  crib  of  rect- 
angular cross-section,  tilled  with  stone  and  resting  usually  on  a  broad 
base  of  random  stone  which  the  waves  have  compacted  into  a  more  or 
less  stable  profile.  While  generally  doing  good  service  for  that  type 
of  construction,  which  is  approved  as  usually  the  best  within  the 
means  available  for  construction  and  maintenance,  these  works  have 
not  proved  altogether  satisfactory,  having  been  repeatedly  destroyed 
at  certain  points  in  various  harbors.  While  the  writer  would  not 
presume  to  make  direct  criticism  of  the  system  so  long  adhered  to  by 
distinguished  engineers,  he  considers  it  a  fair  question  whether  the 
principle  of  the  curved  profile  is  not  especially  applicable  in  such  ex- 
posures as  are  found  on  the  Great  Lakes.    Cribwork  has  been  and  may 
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readily  be  built  with  a  curved  front  and  the  face  protected  by  planking 
below  low  water  and  as  far  above  as  desired.  Snch  a  mass  is  pectiliarly 
subject  to  the  disintegrating  action  of  water  pressure  transmitted 
through  all  the  interstices,  and  it  would  seem  that  the  double-planked 
concave  front  would  give  such  deflection  to  the  storm  wave  as  would 
greatly  mitigate  the  shock. 

Mr.  W.  B.  Kinipple  calls  attention*  to  the  great  value  of  monolithic 
work  of  concrete  for  breakwaters.  His  experience  of  thirty  years  has 
convinced  him  that  such  construction,  carried  down  even  to  the  bed  of 
foundation,  and  including  all  the  substructure  by  a  process  of  injec- 
tion and  **  stock-ramming  "  of  cement  -  grout,  embodies  the  true 
principle,  by  avoiding  all  the  difficulties  of  joints,  dowelling,  clamp- 
ing, dovetailing,  and  the  inherent  weakness  of  a  substructure  of 
separate  fragments,  where  the  conditions  are  especially  suitable  for 
destructive  action  of  violent  waves.  He  has  successfully  reconstructed 
and  extended  important  works  by  this  system,  and  claims  greater  effi- 
ciency, durability  and  less  cost  than  for  any  form  of  jointed  structure. 
It  is  needless  to  add  that  concrete  is  particularly  well  adapted  to  the 
execution  of  a  curved  profile. 

*  See  Eng(fmrimg,  Vole.  1  and  UU. 
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MEMOIRS  OF    DECEASED   MEMBERS. 

ALEXANDER  DALLAS  BACHE,  Hon.  M.  Am.  See.  C.  E.* 


Died  Febbuabt  17th,  1867. 


Alexander  Dallas  Bache,  born  at  Philadelphia,  Jnlj  19th,  1806,  was 
the  grandson  of  Richard  Bache,  Postmaster-General  of  the  United 
States  from  1776  to  1782,  and  a  great-grandson  of  Benjamin  Franklin. 
He  was  educated  in  a  Philadelphia  school  and  at  the  United  States 
Military  Academy  at  West  Point.  He  was  graduated  at  the  head  of 
his  class,  one  of  unusual  ability,  from  the  latter  institution  in  1825, 
and  remained  there  for  one  year  as  an  assistant  professor.  Subse- 
quently he  was  assigned  to  duty  at  Newport,  R.  I.,  under  Colonel 
Joseph  G.  Totten,  Hon.  M.  Am.  Soc.  C.  E.,  and  while  there  married 
Miss  Nancy  Clarke  Fowler. 

Leaving  the  army  he  went  to  Philadelphia  as  Professor  of  Natural 
Philosophy  and  Chemistry  in  the  University  of  Pennsylvania,  and 
then  began  a  career  as  physicist  and  astronomer  which  soon  brought 
him  an  international  reputation.  At  that  time  the  Franklin  Institute 
had  not  been  established  very  long,  and  he  took  an  active  part  in  the 
work  which  raised  it  to  a  prominent  standing  among  scientific  associa- 
tions. He  was  also  interested  in  the  American  Philosophical  Society. 
In  addition  to  the  work  connected  with  these  societies  and  with  the 
university,  he  was  engaged  in  conducting  investigations  at  his  private 
observatory,  where  he  determined  for  the  first  time  in  this  country  the 
periods  of  the  daily  variation  of  the  magnetic  needle,  and  by  another 
series  of  observations  the  connection  of  the  fitful  variations  of  the  di- 
rection of  the  magnetic  force  with  the  appearance  of  the  aurora 
borealis.  In  1836  he  was  elected  President  of  the  Board  of  Trustees 
of  Girard  College,  and  went  abroad  for  the  school  to  investigate  Euro- 
pean educational  methods.  This  position  he  resigned  six  years  later, 
as  well  as  his  connection  with  the  free  public  school  system  of  Phila* 
delplua,  and  the  High  School  of  that  city,  which  he  had  organized. 

Although  Prof.  Bache's  investigations  in  subjects  connected  with 
terrestrial  magnetism  had  been  of  value  to  engineers,  he  was  brought 
into  more  intimate  relations  with  them  in  1843,  when  he  succeeded 
Mr.  F.  R.  Hassler  as  Superintendent  of  the  United  States  Coast  Sur- 
vey. What  he  accomplished  in  this  ofiSice  is  indicated  in  a  general 
way  by  the  following  extracts  from  a  resolution  passed  on  February 
18th,  1867,  at  a  meeting  of  his  former  assistants  : 

**  Whatever  of  excellence  there  may  be  in  the  extended  system  of 
operations  now  carried  on  by  the  coast  survey  on  every  portion  of  our 

*  Memoir  prep&red  from  information  famished  by  A.  T.  Moinuui,  M.  Am.  Soc  C.  B.,  and 
from  pupera  ou  file  at  the  House  of  the  Society. 
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coast  is  due  to  Prof.  Baohe.  He  came  to  the  charge  of  the  work  at  a 
time  when  its  operations  were  conducted  upon  a  small  scale  and  re- 
stricted to  a  limited  portion  of  the  coast.  In  a  wonderfully  short 
space  of  time  he  succeeded  in  winning  the  confidence  of  his  official 
superior,  and  in  securing  the  consent  of  Congress  to  a  gradual  enlarg- 
ment  of  the  work  to  its  present  scale.  He  cfdled  to  his  assistance  men 
of  thought  and  men  of  action  from  civil  life,  and  from  the  army  and 
navy,  and  with  a  rare  felicity,  discerning  and  applying  the  special 
aptitudes  of  each  individual,  he  wrought  out  from  discordant  material 
a  harmonious  whole. 

*'  He  combined  high  administrative  ability  with  vi^or  and  energy  in 
execution.  While  allowing  and  inviting  free  criticism  of  his  plans 
during  their  inception,  he  exacted  a  rigorous  accountability  from  the 
officers  intrusted  with  their  execution.  Discipline  under  his  admin- 
istration was  none  the  less  real  that  it  was  not  apparent. 

**Prof.  Bache  was  eminently  just.  The  Coast  Survey  reports — 
those  monuments  of  his  fame — are  full  of  evidence  of  the  scrupulous 
care  with  which  every  officer  serving  under  him  received  proper  credit 
for  his  labors.  His  quick  and  ready  appreciation  of  merit  in  every  de- 
partment of  scientific  inquiry  and  action,  whether  theoretic  or  prac- 
tical, has  been  felt  through  the  entire  country,  and  has  been  of  lasting 
benefit.  To  his  fostering  care  and  aid  we  owe  the  present  perfection 
of  the  telegraphic  method  of  obtaining  longitude  which  recently 
achieved  its  crowning  triumph  in  Jbhe  determination  by  the  Coast  Sur- 
vey of  the  precise  difference  of  longitude  between  any  two  points  in 
Europe  and  America,  through  the  Atlantic  cable." 
Prof.  Joseph  Henry  said,  in  his  eulogy  of  him  : 
"When  Prof.  Bache  took  charge  of  the  Survey  it  was  still  almost  in  its 
incipient  stage,  subjected  to  misapprehension,  assailed  by  unjust  preju- 
dice, and  liable,  during  any  session  of  Congress,  to  be  suspended  or 
abolished.  When  he  died,  it  had  conquered  prejudice,  silenced  oppo- 
sition, and  become  established  on  a  firm  foundation  as  one  of  the  per- 
manent bureaus  of  the  executive  government." 

His  unusual  administrative  ability  has  been  referred  to  particu- 
larly by  most  of  his  biographers.  Prof.  Fairman  Rogers  wrote*  that  he 
loved  to  put  the  machinery  of  his  office  together,  wind  it  up,  and  then 
dismissing  it  all  from  his  mind,  hear  the  report  at  the  desigpaated  time, 
when  he  would  take  up  the  thread  of  the  matter  just  where  he  had 
left  it  last,  as  if  he  had  thought  of  nothing  else  during  the  interval. 
**  He  understood  thoroughly  the  way  of  doing  nothing  for  himself  that 
could  be  done  for  him  by  others,  and  thus  reserved  his  time  and  powers 
for  that  work  which  he  alone  could  do. "  Nevertheless,  his  early  train- 
ing in  the  details  of  observations  was  so  thorough  that  interpolated 
figures  are  reported  to  have  rarely  escaped  his  notice,  and  his  ability 
to  tell  an  observer  that  on  such  a  night  he  had  omitted  to  examine  the 
level  of  his  instrument  was  little  short  of  marvelous. 

The  Coast  Survey  was  only  one  department  of  government  work 
with  which  he  was  connected,  for  he  was  also,  at  one  time  or  another, 
Superintendent  of  Weights  and  Measures,  Lighthouse  Commissioner 
and  member  of  the  Lighthouse  Board,  Begent  of  the  Smithsonian  In- 
stitute, and  a  Vice-President  of  the  United  States  Sanitary  Commis- 
*  Journal  of  the  Frankllu  iDBtltxite,  May,  1869. 
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sion.  The  American  AsBooiation  for  the  Advancement  of  Science  was 
founded  largely  through  his  influence,  as  was  the  National  Academy  of 
Science,  and  he  was  a  president  of  both  these  organizations,  as  well  as 
the  American  Philosophical  Society.  Foreign  scientists  recognized 
the  importance  of  his  work  at  an  early  period  of  his  career,  and  he  re- 
ceived many  honors  from  European  associations.  His  published 
works  are  many,  and  a  list  of  them,  outside  of  his  official  reports, 
would  be  too  voluminous  to  print  here. 

At  the  request  of  the  Governor  of  Pennsylvania,  although  over- 
whelmed with  other  public  labors,  he  planned  lines  of  defensies  for 
Philadelphia  during  the  civil  war,  and,  to  a  certain  extent,  personally 
superintended  their  construction.  Unaccustomed  for  many  years  to 
direct  exposure  to  the  sun,  this  work  proved  too  much  for  his  physical 
strength,  and  brought  on  the  first  indications  of  that  malady  which 
terminated  his  life. 

Prof.  Bache  died  at  Newport,  R.  I.,  February  17th,.  1S67,  and  was 
buried  in  the  Congressional  Cemetery  at  Washington. 

He  was  elected  an  Honorary  Member  of  the  American  Society  of 
Civil  Engineers  on  March  2d,  1853. 


EMILE  MALI^ZIEUX,  Hon.  M.  Am.  Soc  0.  E.« 


Died  May  20th,  1885. 


femile  Mal^zieux  was  bom  at  St.  Quentin,  France,  June  8th,  1822. 
He  entered  the  £!cole  Poly  technique  in  1841,  and  afterward  the  £cole 
des  Ponts  et  Chauss^s,  fropi  which  he  graduated  in  1846,  with  next  to 
the  highest  honors  in  the  class. 

After  a  short  tour  in  England,  he  was  placed  in  charge  of  a  division, 
first  of  construction  and  later  of  maintenance,  of  the  canal  from  the 
Mame  to  the  Bhdne,  in  the  Departments  of  the  Marne,  the  Mease  and 
the  Meurthe.  He  held  this  post  for  twelve  years,  serving  also  during 
a  part  of  this  time  on  the  construction  of  a  portion  of  the  railway  from 
Paris  to  Strasburg,  ^thin  the  Department  of  the  Meuse. 

In  1859  he  was  assigned  to  duty  in  Paris  in  connection  with  the 
construction  of  the  Belt  Line  Railway,  a  position  he  held  for  ten  years. 
Toward  the  end  of  the  next  year  he  was  also  in  charge  of  the  canalization 
of  the  Mame,  in  the  Department  of  the  Seine,  including  the  construc- 
tion of  the  St.  Maurice  Canal  and  the  Joinville  Dam.  At  the  Paris 
Exposition  of  1867  he  received  a  gold  medal  for  the  type  of  metal  lock 
gates  introduced  by  him  on  the  St.  Maurice  Canal. 

In  1868  Mr.  Mal^zieux  was  appointed  to  a  professorship  at  the  £oole 
des  Ponts  et  Chauss^es,  and  was  given  the  course  in  interior  navigation, 
*  Memoir  prepared  ftom  papers  on  file  at  the  Houae  of  the  Societj. 
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which  he  retained  until  1877.  His  knowledge  of  public  works  led  to 
his  being  sent  in  1870  to  this  oouAtry  to  examine  the  works  of  Amer- 
ican engineers.  Here  he  collected  a  large  amount  of  data,  which  was 
subsequently  employed  in  the  preparation  of  his  two- volume  report, 
entitled  **  Travaux  publics  en  Am^rique,  en  1870."  This  was  so  satis- 
factory that  the  author  was  sent  three  years  later  on  a  similar  mission 
to  England,  which  resulted  in  the  publication  of  another  valuable 
report.  These  labors  were  not  allowed  to  interfere  with  his  regular 
work  as  a  teacher,  and,  indeed,  hia  original  course  was  supplemented 
in  1871  by  another  on  general  methods  of  construction. 

Early  in  1877,  his  connection  with  the  school  was  closed,  and  he 
was  unanimously  elected  Secretary  of  the  General  Council  of  the  Engi- 
neering Corps  (Fonts  et  Chauss^es),  where  he  served  with  distinction 
until  1882.  Then  his  health,  feeble  for  several  years,  broke  down,  and 
he  was  given  an  indefinite  furlough  in  which  to  recover.  This  enforced 
rest,  although  fully  earned  by  continuous  service  since  1846,  proved 
irksome  to  such  an  active  man,  and  he  applied  for  reinstatement. 
This  was  granted  him,  and  his  subsequent  work  showed  no  diminution 
in  excellence.  His  death  occurred  suddenly  on  May  20th,  1885,  his 
rank  in  his  corps  at  the  time  being  that  of  Inspector-General  of  the 
Second  Grade. 

Mr.  Mal^zieux  w&s  elected  an  Honorary  Member  of  the  American 
Society  of  Civil  Engineers  on  November  dd,  1880.  He  was  made  a 
chevalier  of  the  Legion  of  Honor  in  1856,  and  an  officer  in  1874.  He 
was  also  a  member  of  the  American  Philosophical  Society  of  Philadel- 
phia and  the  Academic  Society  of  St.  Quentin. 


GENERAL  JOSEPH  G.  TOTTEN,  Hon.  M.  Am.  Soc.  C.  E.« 


Died  ApRiii  22d,  1864. 


General  Totten  was  born  in  New  Haven,  Conn.,  on  August  23d, 
1788,  and  graduated  at  West  Point  as  2d  Lieutenant  of  Engineers  on 
July  1st,  1805.  Besigning  in  1806,  he  served  as  Secretary  to  Captain 
Jared  Mansfield,  then  Surveyor-General  of  Ohio  and  of  the  Northwest 
Territory.  He  re-entered  the  Corps  of  Engineers  as  2d  Lieutenant, 
February  23d,  1808,  and  then  served  in  that  corps  until  the  end  of  his  life. 

The  war  of  1812  furnished  full  opportunity  for  the  display  of  his 
ability.  He  was  assigned  as  Chief  Engineer  to  the  army  under  Gen- 
eral Van  Bensselaer,  and  was  engaged  in  the  battle  of  Queenstown  in 
1812.  He  was  then  transferred  to  the  Army  of  the  North  as  Chief 
Engineer  under  General  Dearborn,  and  was  engaged  in  the  capture  of 
Fort  George.  In  1814  he  became  Chief  Engineer  of  the  army  on  Lake 
Champlain  under  Generals  Izard  and  Macomb,  and  was  engaged  at  the 
*  Memoir  prepftred  by  a«n.  0.  B.  Cometook,  li.  Am.  Soc.  0.  B. 
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battle  of  Plattsburg,  a  place  which  he  had  fortified.  PrevioiiBly 
brevetted  Major,  he  was  brevetted  Lieatenant-Colonel  for  gallant  con- 
duct at  Plattsburg. 

From  1817  to  1819  he  was  the  Saperintonding  Engineer  of  fortifica- 
tions at  Bonse*8  Point,  N.  Y.,  and  then  became  a  member  of  the  Board 
of  Engineers  charged  to  prepare  plans  for  defensive  works  for  the  sea 
coast  of  the  United  States.  Its  members  were  then  General  Bernard 
and  Lieutenant- Colonel  Totten.  General  Bernard  was  an  able  officer 
of  the  French  Corps  du  Genie,  who  was  Assistant  Engrineer  in  our 
service  from  1816  until  1831,  when  he  returned  to  France,  and  subse- 
quently became  Minister  of  War.  Although  naval  officers  were  some- 
times associated  with  the  Board  of  Engineers,  as  also  the  resident 
engineers  of  local  defences,  it  was  on  those  two,  mainly,  that  the  plan- 
ning of  the  defensive  works  on  our  seaboard  devolved,  and  a  large 
part  of  the  work  was  done  by  General  Totten. 

The  system  was  prepared  and  was  largely  executed  in  a  period 
when  a  42-pounder  was  one  of  the  heaviest  g^ns  on  shipboard,  and 
when  all  naval  guns  were  behind  wooden  walls.  It  consisted  in  de- 
fending our  harbors  by  a  number  of  guns  which  should  be  more  than 
a  match  for  any  probable  naval  attack,  these  guns  being  of  power 
equal  to  those  in  the  English  and  other  foreign  navies,  and  placed  be- 
hind masonry  walls  which  were  impenetrable  to  the  naval  fire  of  the 
day,  or  behind  other  effective  cover.  In  similar  foreign  defences  and 
in  the  earlier  ones  of  this  period  built  by  us,  the  embrasures  were 
large,  and  the  gunners  were  seriously  exposed  to  small  projectiles. 
General  Totten  devised  in  the  latter  part  of  the  period  a  shutter  em- 
brasure lined  with  masses  of  wrought  iron  which  largely  reduced  the 
embrasure  opening,  and  correspondingly  diminished  the  exposure  of 
the  gunners.  It  was  an  improvement  of  the  highest  value,  and  in 
1855-60,  when  the  plans  of  defence  had  been  carried  far  toward  com- 
pletion, our  system  had  no  superior  in  the  world,  and  the  credit  there- 
for was  largely  due  to  General  Totten,  But  at  that  time,  with  the 
gradual  introduction  of  rifled  guns  of  large  caliber,  and  with  the 
possible  use  of  armor  on  shipboard,  the  naval  vessels  of  the  world, 
with  their  wooden  walls,  became  things  of  the  past,  and  sea-coast 
defences  had  to  change  to  meet  the  new  navy. 

From  1838  until  his  death  Genei;al  Totten  worked  unremittingly  at 
the  duty  laid  upon  him  of  adequately  defending  the  coast  of  the  United 
States.  No  question  was  too  large  to  be  considered,  no  detail  too  small 
to  be  examined  by  him.  His  letters  were  filled  with  drawings  fro^  his 
own  hand,  and,  in  their  terseness,  clearness  and  precision,  were  models 
for  others. 

From  1825  to  1833  he  was  Superintending  Engineer  of  the  construc- 
tion of  one  of  the  largest  defences  in  the  United  States,  namely,  Fort 
Adams,  B.  I.     In  1838  he  became  Colonel  and  Chief  Engineer,  U.  8. 
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Army,  and  thereafter  his  station  was  in  Washington.  With  this 
change  his  duties  changed  so  as  to  embrace  the  whole  United  States. 
They  were  so  performed  as  to  gain  the  admiration  of  all  save  nnsom- 
pulons  superiors  who  could  not  bend  him  to  their  schemes. 

In  the  war  with  Mexico,  General  Scott,  who  had  the  highest  opinion 
of  his  ability,  made  him  his  Chief  Engineer  during  the  siege  of  Vera 
Cruz,  and  he  was  brevetted  Brigadier-General  for  gallant  and  merito- 
rious conduct  at  the  siege. 

In  1862  he  was  member  of  a  commission  to  report  on  the  defensive 
works  at  Washington  and  Alexandria. 

In  1863  he  was  made  Brigadier-General;  on  April  21st,  1864,  was 
brevetted  Major-General,  and  on  April  22d,  1864,  his  useful  and  noble 
life  ended. 

From  1846  until  his  death  he  was  a  Regent  of  the  Smithsonian  In- 
stitution ;  a  corporator  and  member  of  the  National  Academy  of 
Sciences  from  March  3d,  1863;  and  a  Member  of  the  Light-House 
Board  from  its  organization  in  1852. 

He  devoted  to  his  country's  service  great  ability,  unswerving  hon- 
esty and  unremitting  labor.  Gifted  by  nature  with  an  even,  well- 
balanced  mind,  he  was  a  courteous  gentleman,  and,  what  is  deeper,  he 
was  a  good,  kind-hearted  man. 

General  Totten  was  elected  an  Honorary  Member  of  the  American 
Society  of  Civil  Engineers  March  2d,  1853: 


SQUIRE  WHIPPLE,  Hon.  M.  Am.  Soc.  C.  E.* 


Died  Mabch  15th,  1888. 


Squire  Whipple,  the  son  of  James  and  Electa  Johnson  Whipple, 
was  bom  in  Hard  wick,  Mass.,  on  September  16th,  1804.  His  father 
was  a  farmer  and  later  the  owner  of  a  small  cotton  mill,  and  the  son 
spent  the  earlier  period  of  his  life  in  work  connected  with  the  farm 
and  the  mill.  For  about  six  months  in  each  year  he  attended  the  district 
schools  of  Hard  wick  until  he  was  thirteen  years  of  age,  at  which  period, 
or  in  1817,  his  father  removed  to  Otsego  (3ounty,  N.  Y,  and  the  son 
again  assisted  him  in  farming.  After  teaching  school  for  a  time  Squire 
Whipple  attended  the  academical  schools  of  his  neighborhood,  and  in 
1829  he  entered  the  senior  class  of  Union  College,  at  Schenectady, 
N.  Y.,  and  was  graduated  one  year  later,  with  the  degree  of  A.  B.,  from 
that  institution. 

His  early  connection  with  the  machine  shops  of  his  father's  mill  at 
Hardwick  had  assisted  in  developing  a  natural  inclination  towards 
mechanical  pursuits  and  had  to  a  certain  extent  guided  him  in  his 
*  Memoir  prepared  by  D.  MoN.  SuniTer,  M.  Am.  Soo.  0.  E. 
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studies.  The  oonstruction  of  the  Erie  Canal  and  other  public  works 
nearby  induced  him  later  to  enter  the  new  and  then  very  vaguely  de- 
fined field  of  civil  engineering,  and,  upon  leaving  Union  College  in 
1830,  he  sought  occupation  of  this  character.  He  first  found  work  as 
a  rodman,  and  later  as  leveler,  upon  the  Baltimore  and  Ohio  Railroad; 
but  his  service  with  that  company  seems  to  have  been  short,  and  he 
was  chiefly  occupied  for  some  years  under  Holmes  Hutchinson,  late 
of  Utica,  N.  Y. ,  in  fixing  the  boundaries  of  land  necessary  for  the  con- 
struction and  maintenance  of  parts  of  the  Erie  Canal,  and  in  surveys 
and  estimates  for  the  enlargement  of  this  waterway.  In  1836-37,  he 
was  for  a  short  time  resident  engineer  on  the  Eastern  Division  of  the 
New  York  and  Erie  Railway,  under  the  late  Edwin  F.  Johnston,  as 
chief  engineer;  but  work  was  soon  suspended  upon  this  enterprise  and 
he  was  out  of  employment.  With  the  exception  of  five  or  six  surveys 
and  reports  upon  projected  railways  and  canals,  submitted  between 
1837  and  1860,  the  list  here  mentioned  constitutes  about  all  of  the  ex- 
perience of  Mr.  Whipple  in  general  field  practice. 

In  the  intervals  of  enforced  leisure  Mr.  Whipple  turned  his  atten- 
tion to  the  manufacture  of  engineering  field  instruments ;  and  about 
25  leveling  instruments  and  several  fully  equipped  transits  were  made 
by  him  at  this  time.  In  1840  he  brought  out  his  first  invention  of  any 
note  in  the  iorm  of  a  scale  for  weighing  canal  boats  of  from  200  to  300 
tons.  He  made  a  model  and  later  built  the  first  enlarged  weighing 
lock  scale  ever  constructed  upon  the  Erie  Canal.  This  scale  worked 
satisfactorily  and  served  as  a  model  for  others  built  by  Mr.  Whipple 
and  those  following  his  designs. 

Mr.  Whipple's  first  patent  for  an  iron  truss  bridge  was  taken  out 
on  April  24th,  1841,  and,  while  this  was  not  for  a  pin-connected  truss, 
it  possessed  some  of  the  features  of  the  present  practice  in  bridge  de- 
sign. As  well  as  can  be  learned  from  the  meager  drawings  and  speci- 
fications then  submitted  for  United  States  patents,  this  bridge  may  be 
described  as  follows  :  The  top  chord  was  a  cast-iron  arch,  of  channel 
section,  widening  in  plan  from  the  center  towards  the  ends,  built  in 
sections  **  from  10  to  20  ft.  long,*'  and  with  the  several  parts  united  at 
the  panel  points  by  a  kind  of  socket  joint  with  a  pin  passing  through 
both  parts  of  the  arch.  The  bottom  chord  was  made  of  round  rods, 
apparently  connected  at  the  foot  of  each  vertical  to  a  channel-shaped 
casting,  which  served  as  a  transverse  floor-beam,  and  secured  by  nuts 
inside  this  channel.  The  verticals  were  round  iron  rods,  somewhat 
vaguely  described  as  acting  ''as  both  ties  and  posts,"  and  the  diagonal 
system  in  each  panel  was  made  of  rods,  or  **  braces  of  cast  iron,*' 
placed  in  pairs.  According  to  the  drawing,  these  diagonal  rods  were 
secured  by  nuts  to  the  top  chord  and  to  the  transverse  floor-beam  be- 
fore described.  Mr.  Whipple  built  a  number  of  these  bridges,  with 
spans  ranging  from  70  to  100  ft.,  over  the  Erie  Canal,  and  of  the  fifty 
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iron  bridges  erected  in  the  United  States  prior  to  1850  these  stmetnres 
constituted  the  large  majority. 

Abont  1852,  Mr.  Whipple  designed  and  built  several  short  and  un- 
important iron  railway  bridges  upon  the  New  York  and  Erie  Railway; 
but  though  they  successfully  withstood  severe  tests  and  were  in  use 
for  some  months,  they  were  removed  owing  to  a  panic  caused  by  the 
failure  of  another  iron  bridge  on  the  same  line,  of  different  design  and 
proportions.  But  in  1852-53  he  constructed  a  Whipple  trapezoidal 
iron  railway  bridge,  of  146-ft.  clear  span,  upon  the  Rensselaer  and  Sara- 
toga Railroad,  near  West  Troy,  N.  Y.  This  is  claimed  to  be  the  first 
iron  bridge  built  with  inclined  end -posts,  and  the  type  was  afterwards 
well  known  as  the  Whipple  truss.  It  successfully  withstood  the 
gradual  increase  in  the  weight  of  rolling  stock  until  1882,  when  it  was 
taken  down  and  replaced  by  a  double-track  structure  of  modem  design. 

From  an  illustrated  description  of  this  bridge,  written  by  Squire 
Whipple  himself  and  published  in  Engineering  News  of  April  7th,  1883, 
the  following  brief  abstract  is  made  :  This  bridge  had  parallel  top  and 
bottom  chords,  inclined  end  posts  and  a  double  intersection  diagonal 
system,  with  the  compression  members  made  of  cast-iron.  The  bot- 
tom chord  was  constructed  of  iron  links  of  various  diameters  con- 
necting over  cast-iron  trunnions  forming  a  part  of  the  cast  post-shoe. 
The  top  chord  was  constructed  of  hollow  cast-iron  cylinders  abutting 
on  a  round  pin  above  the  post;  and  this  pin  rested  upon  a  semicircular 
groove  in  an  extension  of  the  post  and  also  secured  the  tops  of  the 
diagonal  members,  which  were  provided  with  an  eye  for  this  purpose. 
The  lower  ends  of  the  diagonals  passed  through  the  cast  post-shoe  and 
were  secured  there  and  adjusted  by  nuts.  The  posts  were  tapering 
hollow  castings,  in  four  sections,  bolted  together  by  flanged  joints  and 
trussed  at  the  center  to  guard  against  buckling  and  to  compensate  for 
an  opening  left  in  the  center  of  the  post  for  the  passage  of  the  diagon- 
als. While  this  bridge  might  be  said  to  be  pin-connected  above,  the 
bottom  connection  was  made  by  the  cast-iron  trunnions  before  men- 
tioned, which  were  from  7  to  9  ins.  long  and  3  ins.  in  vertical 
thickness,  and  rounded  off  at  both  ends  to  fit  the  links.  This  bridge 
was  built  upon  a  skew,  with  an  angle  of  44^,  and  it  was  onginally  sub- 
mitted to  a  test  of  150  tons  of  railway  iron,  distributed,  and  the  pass- 
age of  a  40-ton  locomotive  drawing  a  train  of  loaded  freight  cars  cover- 
ing the  bridge.  It  was  proportioned  for  a  rolling  load  of  1  ton  per 
foot  only,  and  was  probably  the  lightest  iron  railway  bridge  of  like 
span  ever  constructed,  for  the  metal  in  it  is  said  to  have  weighed  only 
75  000  lbs..  43  000  lbs.  of  this  being  cast  iron. 

Eiarly  in  1847  Mr.  Whipple  published  a  brief  but  practical  treatise 
upon  bridge  designing;  and  in  1869  he  issued  a  continuation  of  this 
work,  for  which  he  set  the  type,  made  the  woodcuts  and  printed  off 
the  sheets  on  a  small  hand-press  at  his  own  home.  This  original 
treatise  is  noticeable  for  the  general  soundness  of  his  reasoning,  and 
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as  being  one  of  the  very  earliest  attempts  to  handle  the  problems  of 
bridge  design  and  proportions  upon  well-digested  scientific  principles. 
The  full  title  of  the  book,  as  printed  by  H.  H.  Curtiss,  of  Utica,  N. 
Y.,  was:  "A  Work  upon  Bridge  Building,  Consisting  of  Two  Essays, 
the  One  Elementary  and  General,  the  Other  giving  Original  Plans  and 
Practical  Details  for  Iron  and  Wooden  Bridges."  In  this  treatise  Mr. 
Whipple  pointed  out  and  illustrated  the  fundamental  law  of  framed 
structures  and  gave  rules  and  formulas  for  determining  the  exact 
amount  of  stress  brought  upon  the  several  members  of  a  trass  or 
bridge.  He  also  discussed  the  relative  economy  of  various  arrange- 
ments of  members,  and,  in  fact,  forecast  much  that  is  now  actual  prac- 
tice. Mr.  Whipple  claimed  no  originality  for  the  use  of  diagonal  mem- 
bers between  parallel  chords;  but  he  appears  to  have  been  the  first  to 
use  pins  in  a  truss  of  this  character  and  to  adopt  the  inclined  end  post, 
now  in  such  common  use. 

In  1872  he  published  an  enlarged  edition  of  his  book  on  bridge 
building,  and  a  fourth  edition  was  put  out  in  1883,  including  in  this 
list  of  editions  that  of  1869,  printed  by  himself.  In  1866  he  also  pub- 
lished, at  Albany,  N.  Y.,  a  pamphlet  entitled  "  The  Doctrine  of  Central 
Forces,  Illustrated  Without  the  Use  of  the  Calculus. " 

Among  his  other  inventions  was  a  lifting  draw-bridge,  designed  by 
him  in  1873  to  meet  various  difficult  conditions  found  in  carrying 
streets  across  the  Erie  Canal.  The  chief  feature  of  this  bridge  was  a 
counter-balanced  floor  suspended  to  an  elevated  trussed  structure 
spanning  the  canal.  When  space  was  required  for  the  passage  of  boats 
this  floor  was  lifted  by  gears  and  shafting,  sufficiently  to  allow  the 
boats  to  pass  beneath.  He  built  one  of  these  lift  bridges  in  Utica, 
over  the  Erie  Canal,  and  it  is  believed  to  be  still  in  use. 

Personally,  Mr.  Whipple  was  of  a  retiring  disposition,  preferring 
the  quiet  of  his  study  and  mechanical  experiments  to  the  society  of  any 
except  his  few  most  intimate  friends.  To  the  latter  he  was  always 
genial  and  entertaining.  From  his  youth  upward  he  had  an  inveter- 
ate aversion  to  violence  of  any  kind,  and  especially  as  this  violence 
was  exhibited  towards  the  dumb  creation.  For  this  reason  he  had 
always  abstained  from  animal  food,  except  such  as  is  produced  in  the 
dairy,  and  he  published,  in  1847,  a  small  pamphlet  called  the  "Way 
to  Happiness,"  in  which  he  ably  defended  his  position  and  his  pecu- 
liar diet.  He  claimed  that  his  practice  was  in  the  interest  of  good 
health,  rational  economy  and  sound  morality,  and  the  fact  that  he  was 
the  last  of  a  family  of  ten  children  and  lived  to  a  sturdy  old  age  him- 
self would  seem  to  indicate  that  he  found  some  virtue  in  his  peculiar 
methods  and  views. 

Squire  Whipple  was  elected  an  Honorary  Member  of  the  American 
Society  of  Civil  Engineers,  on  May  6th,  1868.  He  died  at  his  home  in 
Albany,  N.  Y.,  on  March  15th,  1888,  in  his  eighty- fourth  year,  leaving 
a  widow  but  no  children. 
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WILLIAM  MILNOR  ROBERTS,  PastPresldent  Am.  Soc.  C.  E."" 


Died  Jitly  14th,  1881. 


William  Milnor  Roberts  was  of  Welsh  descent.  His  family  were 
members  of  the  Society  of  Friends,  who  came  to  America  with  Will- 
iam Penn.  They  resided  in  PhiJadelphia,  and  a  grandfather  and  an 
uncle  served  as  mayors  of  that  city.  His  father's  name  was  Thomas 
Pascal  Roberts.  His  inother  was  Mary  Louise  Baker,  and  he,  their 
eldest  son,  was  bom  February  12th,  1810.  He  was  educated  at  one  of 
the  schools  of  the  Society  of  Friends,  taking  also  two  terms  of  a  spec- 
ial course  in  mathematics  under  Professor  Joseph  Roberts.  He  then 
became  a  pupil  of  the  first  school  established  by  the  Franklin  Institute, 
and  there  was  taught  architectural  drawing  by  John  Haviland,  a  well- 
known  architect  of  that  period. 

In  the  spring  of  1825,  when  hardly  past  his  fifteenth  birthday,  he 
was  made  a  member  of  the  engineering  corps  engaged  in  the  con- 
struction of  the  Union  Canal  of  Pennsylyania.  From  that  moment  up 
to  the  day  of  his  death,  in  July,  1881,  his  life  was  one  of  continued 
activity  and  of  devotion  to  his  profession.  During  those  sixty-six 
years  he  saw,  and  in  fact  was  a  very  important  factor  in,  the  wonderful 
development  of  public  works,  which  was  guided  and  directed  by  the 
civil  engmeers  of  America.  When  he  began  his  eng^eering  service  in 
1825,  there  was  no  railroad  in  operation  in  that  country.  The  improve- 
ment of  means  of  transportation  by  water  was  in  active  progress.  The 
Erie  Canal  in  New  York,  begun  in  1817,  was  completed  from  BufEalo 
to  the  Hudson  in  October,  1825.  The  State  of  Pennsylvania  had  de- 
termined by  legislative  act  to  adopt  and  prosecute  a  canal  system.  The 
Chief  Eng^eer  who  gave  a  position  to  William  Milnor  Roberts  was 
Mr.  Canvass  White,  who  had  been  one  of  the  engineers  of  the  State  of 
New  York  in  the  location  and  construction  of  the  Erie  Canal,  and  who 
first  introduced  the  use  of  hydraulic  cement  in  the  construction  of  its 
masonry,  having  discovered  in  1818  a  stone  in  central  New  York  from 
which  it  was  made.  The  chief  of  the  party  in  which  the  young  man 
served  was  Mr.  Sylvester  Welch,  a  severe  disciplinarian  and  accom- 
plished eng^eer.  The  devotion  and  energy  of  the  young  assistant 
commended  him  both  to  Mr.  White  and  Mr.  Welch,  and  their  opinion 
of  him  was  shown  by  his  rapid  promotion  to  positions  of  responsibility. 
Mr.  Roberts  was  really  for  a  number  of  years  both  pupil  of  and  assist- 
ant to  Mr.  Welch.  In  1826  he  was  rodman  with  Mr.  White  in  a  sur- 
vey made  across  the  Allegheny  Mountains  with  special  reference  to  the 
construction  of  a  macadamized  road  to  connect  the  water  transporta- 
tion on  the  eastern  and  western  slopes.  In  1827  he  was  sent  by  Mr. 
*  Memoir  prepared  by  John  Bogsrt,  M.  Am.  Soo.  0.  E. 
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White  as  a  young  assistant  upon  the  survey  and  construction  of  the 
Lehigh  Canal,  and  here  he  made  his  first  acquaintance  with  a  railroad 
at  the  inclined  planes  at  Mauch  Chunk.  He  aided  Mr.  White  in  making 
improvements  at  those  planes,  and  thus  took  part  in  the  construction 
and  operation  of  one  of  the  earliest  railroads  in  the  United  States.  He 
was  one  of  the  passengers  on  the  first  trip  of  the  first  passenger  car 
actually  run  on  rails  in  this  country. 

He  continued  his  service  on  the  Lehigh  River  and  Canal  improve- 
ment until  1831,  when  he  was  appointed  Senior  Assistant  Engineer 
under  Mr.  Sylvester  Welch,  Chief  Engineer  of  the  proposed  Allegheny 
Portage  Railroad.  Surveys  and  plans  for  this  road  had  been  made  in 
1829  and  1830  by  Mr.  Moncure  Robinson  and  by  Col.  Long,  both  in- 
cluding eleven  planes,  although  not  on  the  same  location.  Mr. 
Roberts  suggested  to  Mr.  Welch  ten  planes,  all  straight  and  with 
inclinations  of  from  7i  to  10^  per  cent.  He  superintended  the  oon- 
struction  of  the  five  on  the  eastern  slope,  and  of  three  on  the  western 
slope.  In  1832  he  rode  with  Chief  fkigineer  Welch  across  the  country 
on  horseback,  and  visited  the  inclined  planes  on  the  Morns  Canal,  and 
those  on  the  Carbondale  and  Honesdale  Railroad.  He  spent  much 
time  during  that  year  also  upon  the  Western  Division  of  the  Pennsyl- 
vania Canal,  directing  repairs  made  necessary  by  the  great  flood  of 
February,  1832.  On  November  21st,  1883,  the  Allegheny  Portage 
Railroad  was  finished,  and  a  train  of  cars,  drawn  by  horses  on  the 
levels,  was  passed  over  all  the  planes.  It  was  opened  to  the  public 
in  1834.  Any  persons  who  chose  could  put  cars  upon  it,  and  haul 
them  on  the  levels  with  their  own  horses.  Mr.  Roberts  was  given  the 
general  charge  and  management  of  the  running  of  the  road,  and  oon- 
tinned  in  this  position  until  January,  1835,  when  he  resigned  and  was 
appointed  Chief  Engineer  of  the  Lancaster  and  Harrisburg  Railroad. 

This  closed  the  first  ten  years  of  the  engineering  life  of  Mr. 
Roberts.  At  the  age  of  twenty-five  he  had  become  the  chief  engineer 
of  an  important  railroad  enterprise  presenting  novel  problems  of 
location  and  construction,  and  with  very  little  in  the  whole  country 
to  serve  as  model  or  gtiide.  There  must  have  been  great  promise  in 
the  young  man  to  lead  to  his  selection  for  such  responsibilities.  Li 
fact,  he  had  already  developed  the  characteristics  and  qualifications 
which  showed  so  clearly  in  his  subsequent  career.  The  history  of 
that  career  will  be  concisely  sketched  directly. 

Mr.  Roberts  did  not  have  the  education  of  the  technical  school;  in 
fact,  technical  schools  did  not  then  exist.  When  he  was  young,  there 
were  no  libraries  of  engineering  information.  The  records  of  ex- 
perience and  the  deductions  from  such  records  were  in  private  note- 
books, and  in  correspondence  with  the  very  limited  number  of  active 
engineers.  Specialism  was  not  thought  of.  The  varied  questions 
which  arose  could  not  be  referred — they  must  be  answered  at  once. 
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No  men  oonld  succeed  under  snch  circnmstances  except  those 
specially  fitted  for  the  task.  Mr.  Roberts  was  a  very  close  and 
minute  observer  of  physical  facts  related  to  eng^eering  problems. 
He  kept  voluminous  notes,  and  he  had  a  very  retentive  memory.  He 
had  a  special  aptitude  for  design,  and  an  appreciation  of  what  was 
essential  and  non-essential  in  each  particular  case.  He  had  much 
mechanical  ability,  and  could  draw  without  instruments  a  plan  which 
would  be  surprisingly  close  to  scale.  He  had  in  addition  untiring 
energy  and  extreme  devotion  to  the  work  of  the  moment.  His  diaries 
and  letters  and  the  statements  of  friends  who  were  associated  with 
him  are  full  of  the  stories  of  his  remarkable  capacity  for  work.  His 
frequent  trips  on  horseback  were  for  long  distances  and  at  great 
speed,  and  these  never  seemed  to  interfere  with  his  ability  for  the 
immediate  direction  of  affairs.  In  fact  his  life  was  of  unceasing 
activity,  not  only  in  his  younger  days,  but  up  to  the  very  last.  His 
physique  enabled  him  to  endure  great  fatigue.  He  was  of  moderate 
height,  never  corpulent,  but  of  a  wiry  and  muscular  frame.  In  his 
younger  days  he  was  very  fond  of  athletic  sports,  particularly  of 
skating,  in  which  he  was  very  skillful.  He  was  physically  strong  and 
personally  brave.  On  one  occasion,  at  the  risk  of  his  0^131  life,  he 
rescued  an  Indian  mother  and  child  who  had  fallen  into  Lake  Erie 
from  the  deck  of  a  steamer  on  which  he  was  a  passenger.  In  making 
a  reconnaissance  of  a  new  region,  riding  with  farmers  or  guides  familiar 
with  the  trails,  he  would  astonish  them  by  the  accuracy  of  his  esti- 
mates of  the  distances  traveled. 

He  p^mitied  nothing  to  interfere  with  professional  honesty  to  his 
duties.  In  two  particular  instances,  one  quite  early  in  his  charge  of 
important  work,  the  other  after  the  war,  he  tendered  his  resignation  of 
his  position,  when  an  attempt  was  made  to  influence  politically  his 
engineering  appointments. 

He  was  not  a  student  in  that  sense  of  the  word  which  is  defined  as  one 
given  to  the  study  of  books,  but  he  was  a  student  in  the  other  sense,  as 
one  g^ven  to  the  acquisition  of  knowledge.  His  writings  therefore  were 
generally  descriptions  of  actual  observations  and  expressions  of  opinion 
as  to  the  application  of  experience  to  new  problems.  He  seldom  de- 
veloped mathematical  theories,  and  he  expressed  at  times  doubts  as  to 
the  reliance  to  be  placed  upon  a  too  free  use  of  theoretical  formulas, 
particularly  in  cases  where  it  could  not  be  certainly  known  that  the  ex- 
isting conditions  were  the  same  as  those  from  which  the  formulas  were 
deduced.  The  story  of  his  professional  life  shows  that  he  had  a  very 
large  opportunity  to  study  the  problems  of  the  movement  and  action  of 
water.  He  was  engaged  in  the  improvement  of  many  important  rivers, 
among  them  the  Monongahelu,  Ohio,  Lehigh,  Juniata,  Kiskiminetas, 
Allegheny,  Big  Beaver,  Little  Beaver,  Des  Moines  and  Mississippi,  and 
he  had  been  during  early  life  in  the  engineering  corps  in  charge  of  the 
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exteusive  canal  works  of  Pennsjlvania.  In  a  letter  referring  to  the 
discussions  npon  the  vexed  questions  connected  with  the  improvement 
of  the  outlet  of  the  Mississippi  he  wrote: 

**The  nice  mathematical  theories  of  *  threads  of  water,'  'waves  of 
translation/  'radius  vector,*  etc.,  are  well  enough  in  their  proper 
places.  I  do  not  object  to  them;  but  if  a  man  has  all  of  these  and  anal- 
ogous things  at  his  finger  end,  and  has  not  practical  experience  in  the 
actual  operation  on  a  large  scale  of  water  in  rivers  and  canals,  his  judg- 
ment might  easily  be  at  fault  when  undertaking  to  plan  river  works  or 
to  criticise  river  plans.  Gravity  being  the  father  of  the  whole  thing, 
of  course,  he  looks  carefully  after  all  his  children.  It  is  curious  how 
simple  things  may  be  made  mysterious. " 

This  distrust  of  too  free  use  of  theory  did  not  prevent  him  from  be- 
^ng  a  welcome  associate  with  many  of  the  most  disting^uished  theoreti- 
cians in  the  practice  of  eng^eering  science.  His  wonderful  fund  of 
information,  his  knowledge  of  engineering  facts,  his  lucid  discussions, 
his  unfailing  good  nature,  and  his  excellently  educated  common  sense, 
made  him  always  a  reliable  and  successful  consulting  or  chief  engineer, 
and  a  valuable  member  of  many  important  commissions. 

Mr.  Roberts  was  Chief  Engineer  of  the  Lancaster  and  Harrisburg 
Bailroad  during  1835,  1836  and  1837.  He  located  it  with  a  maximum 
grade  of  39.6  ft.  per  mile,  grave  doubts  existing  as  to  the  capacity  of  a 
locomotive  to  haul  loads  on  a  steeper  grade.  At  that  time  grades  of  50 
ft.  per  riiUe  were  operated  in  England,  as  inclines  with  rope  traction. 
In  1836  he  was  made  Chief  Engineer  of  the  Cumberland  Valley  Rail- 
road, and  finished  the  construction  of  both  lines.  During  this  year  he 
visited  Alexandria,  Va.,  where  he  made  a  contract  for  two  locomotives; 
New  Castle,  Del.,  one  locomotive;  Norris  Works,  Philadelphia,  four 
locomotives;  and  Lowell,  where,  however,  he  could  not  secure  any 
locomotives  because  of  the  extent  of  previous  orders  for  other  roads. 
In  1837  he  built  the  combination  lattice-truss  bridge  crossing  the  Sus- 
quehanna at  Harrisburg,  with  a  double-track  railroad  on  top,  and  a 
double  carriage-way  and  footpaths  below.  In  1838,  1839  and  1840, 
while  still  Consulting  Engineer  for  the  above-mentioned  railroads,  he 
took  charge  as  Chief  Engineer  in  the  State  service,  of  the  extensions 
of  the  State  canals  of  Pennsylvania,  the  work  in  progress  extending 
from  Erie,  southerly,  to  Pittsburg,  and  thence  still  southerly  on  the 
Monongahela  to  the  Virginia  line,  the  latter  being  for  the  Monongahela 
Navigation  Company.  His  duties  carried  him  over  wide  tracts  of  coun- 
try which  he  generally  traversed  on  horseback,  keeping  three  horses 
in  service,  and  he  generally  rode  from  30  to  40  miles  a  day,  sometimes 
50,  and  once  68  miles.  During  1841  and  1842  he  was  engaged  on  the  en- 
largement of  the  Welland  Canal  in  Canada;  1843  and  1844,  the  Erie 
Canal  of  Pennsylvania;  1845  to  1848,  Chief  Engineer  and  Trustees' 
Agent  for  the  Sandy  and  Beaver  Canal  in  Ohio.  During  the  latter  year 
at  the  request  of  the  Legislature  of  Pennsylvania  he  recommended  a 
line  for  avoiding  the  Schuylkill  inclined  plane  near  Philadelphia, 
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which  was  adopted  and  built  substantially  upon  the  route  now  used 
by  the  Pennsylvania  Railroad.  In  1849  Mr.  Roberts  declined  the  Chief 
Engineership  of  the  first  projected  railroad  in  South  America,  to  accept 
that  of  the  Belief  ontaine  and  Indiana  Railroad  where  he  remained  until 
1851.  From  1862  to  1864  he  was  Chief  Engineer  of  the  Allegheny 
Valley  Railroad,  Consulting  Engineer  for  the  Atlantic  and  Mississippi 
Railroad,  contractor  for  the  construction  of  the  Iron  Mountain  Rail- 
road, and  Chairman  of  a  commission  of  three  appointed  by  the  Penn- 
sylvania Legislature  upon  the  reconstruction  of  the  Allegheny  Portage 
Railroad.  This  commission  recommended  the  abandonment  of  the 
inclined  planes  and  the  construction  of  a  railroad  with  maximum  grades 
of  75  ft.  per  mile,  which  plan  was  adopted  and  the  road  built  by  the 
State.  The  Pennsylvania  Railroad  had  previously  built  its  line  with 
grades  of  95  ft.  per  mile.  The  two  lines  were  within  sight  of  each  other, 
and  the  State  railroad  was  soon  after  bought  by  the  Pennsylvania. 

This  was  the  period  of  the  battle  of  the  railway  gauges,  and  for 
awhile  it  seemed  that  the  decision  would  be  in  favor  of  the  wider,  6 
ft.  or  more,  as  against  the  gauge  of  4  ft.  8^  ins.  While  Chief  Engi- 
neer of  the  Allegheny  Railroad,  which  was  to  connect  the  Pennsyl- 
vania and  New  York  systems,  Mr.  Roberts  strongly  advocated  the 
narrow  width.  The  officials  of  the  company  at  first  disagreed  with 
him,  and  the  ties  were  laid  for  the  wide  gauge,  but  when  the  rails  were 
placed  he  succeeded  in  securing  the  adoption  of  what  is  now  the 
standard  gauge. 

During  1855,  1856  and  1857  Mr.  Roberts  was  engaged  in  the  con- 
struction of  the  Keokuk,  Des  Moines  and  Minnesota  Railroad  and  the 
Keokuk,  Mt.  Pleasant  and  Muscatine  Railroad.  He  was  also  Consult- 
ing Engineer  for  the  Pittsburg  and  Erie  and  for  the  Terre  Haute,  Van- 
dalia  and  St.  Louis  roads.  In  December,  1857,  he  went  to  Brazil;  in 
May,  1868,  closed  the  contract  for  the  construction  of  the  Dom  Pedro 
Segunda  Railroad,  and  as  a  senior  member  of  a  firm  built  that  road. 
It  had  thirteen  tunnels  in  9  miles,  one,  7  200  ft.  long;  there  were  3 J 
miles  of  tunnel  in  9  miles  of  line.  Mr.  Roberts  was  in  Brazil  until  the 
latter  part  of  1865,  when  he  took  charge  of  the  surveys  for  the  Atlantic 
and  Great  Western  road,  completing  them  in  1866.  He  was  then  ap- 
pointed on  the  Commission  which  recommended  the  plans  for  the  im- 
provement of  the  Mississippi  River  at  Keokuk,  and  in  1866  was 
appointed  United  States  Civil  Engineer  in  charge  of  the  improvement 
of  navigation  of  the  Ohio  River,  continuing  in  this  position  till  1870. 
During  this  time,  while  on  leave,  he  was  in  1868  appointed,  at  the  sug- 
gestion of  Mr.  Eads,  Associate  Chief  Engineer  to  the  St.  Louis  and 
Illinois  Bridge  Company,  on  the  occasion  of  the  visit  of  Mr.  Eads  to 
Europe  on  account  of  the  serious  condition  of  his  health.  Mr.  Roberts 
continued  in  the  service  of  the  bridge  company  two  years.  He  was 
constantly  engaged  in  conjunction  with  the  other  engineers,  Messrs. 
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Flad  and  Pfeifer  and  Mr.  McComas,  the  General  Snperintendent,  in 
the  personal  direction  of  the  sinking  of  the  caissons  of  both  the  east 
and  west  piers,  a  work  of  novelty,  delicacy  and  danger. 

In  the  fall  of  1869  Mr.  Roberts  became  Chief  Engineer  of  the 
Northern  Pacific  Railroad  and  continued  in  that  position  nntil  his  de- 
parture' for  Brazil  in  1879.  During  this  period  he  made  extended  sur- 
veys and  examinations  along  the  various  parts  of  this  transcontinental 
route,  including  trips  over  the  western  mountain  passes.  In  addition 
to  this  service  he  made,  in  1873,  examinations  and  a  report  upon  the 
Marquette  and  Mackinaw,  and  upon  the  Minneapolis  and  St.  liouis 
Railroads.  In  1874  he  was  made  a  member  of  the  commission 
appointed  by  the  President  of  the  United  States  to  examine  and  report 
upon  the  proper  method  of  improving  the  mouth  of  the  Mississippi 
The  other  members  were  Gen.  H.  G.  Wright,  U.  S.  A. ;  Gen.  B.  S. 
Alexander,  U.  S.  A. ;  Gen.  C.  B.  Comstock,  U.  S.  A. ;  Prof.  Henry 
Mitchell,  U.  S.  Coast  Survey;  T.  E.  Sickles,  M.  Am.  Soc.  C.  E.,  and  H. 
D.  Whitcomb,  M.  Am.  Soc.  C.  E.  This  commission  visited  the  months 
of  various  European  rivers.  Their  report  was  made  January  14th,  1875. 
In  1874  he  also  reported  upon  the  water-works  of  Pittsburg.  In  1875 
he  was  a  member  of  a  commission  to  examine  and  report  upon  the 
Water  Supply  of  Philadelphia.  He  was  also  a  member  of  the  Advisory 
Commission  of  Engineers  upon  the  construction  of  the  South  Pass 
jetties  at  the  mouth  of  the  Mississippi  River.  This  board  met  first  on 
September  2d,  1875.  Its  members  were  Gen.  J.  G.  Barnard,  U.  S.  A ; 
Gen.  B.  S.  Alexander,  U.  S.  A. ;  Sir  Charles  A.  Hartley,  W.  Milnor 
Roberts,  T.  E.  Sickles,  M.  Am.  Soc.  C.  E. ;  Prof.  Henry  Mitchell,  U.  S. 
Coast  Survey,  and  H.  D.  Whitcomb,  M.  Am.  Soc.  C.  E.  This  board  made 
its  report  November  20th,  1875,  approving  the  works  in  progress. 

In  1878  he  was  in  Nova  Scotia  in  connection  with  the  location  of 
the  Nova  Scotia,  Nictaux  and  Atlantic  Railway.  In  September  of  that 
year  he  was  in  Washington  Territory,  and  crossed  the  Cascade  Moun- 
tains on  muleback.  In  December  he  concluded  a  contract  for  three 
years  with  the  government  of  Brazil  to  act  as  engineer  for  that  govern- 
ment on  any  public  works,  and  on  January  4th,  1879,  left  New  York 
for  Rio  de  Janeiro.  After  his  arrival  he  made  examinations  of  the 
port  of  Santos,  of  the  Sao  Francisco  River,  and  of  the  ports  of  Pemam- 
buco,  Fortaleza,  Maranhao,  Yitoria  and  Caravellas.  He  also  made  a 
report  on  the  water- works  of  Rio  de  Janeiro.  On  July  2d,  1881,  he 
started  to  make  an  examination  of  the  Rio  das  Yelhas.  He  was  com- 
pelled to  suspend  his  journey  on  the  7th  at  a  small  settlement  called 
Soledade  in  the  province  of  Minas  Geraes.  His  indisposition  developed 
into  typhoid  fever,  and  he  died  at  that  place  July  14th.  He  was  buried 
in  a  neighboring  cemetery,  but  was  afterwards  removed  and  buried 
in  Woodlands  Cemetery  in  Philadelphia,  Pa. 

Mr.  Roberts  was  highly  esteemed  in  Brazil,  and  especially  by  the 
engineers  of  that  country.     After  his  death  the  Engineers'  Club  of 
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Bio  de  Janeiro  sent  to  the  American  Society  of  Civil  Engineers  a  com- 
mnnication  expressing  its  personal  and  professional  regard  and  appreci- 
ation of  the  services  of  Mr.  Roberts,  and  its  regret  for  his  sudden  death. 
This  communication  was  accompanied  by  a  bound  volume  of  illustra- 
tions of  the  Dom  Pedro  Segpinda  Railroad,  which  Mr.  Roberts  began 
building  in  1858,  and  which  was  the  last  railroad  over  which  he  traveled. 
Mr.  Roberts  became  a  member  of  the  American  Society  of  Civil 
Engineers  September  21st,  1870.  He  was  elected  Director  in  Novem- 
ber, 1876;  was  Vice-President  November,  1878,  to  1876,  and  November, 

1877,  to  1878,  and  was  made  President  of  the  Society  November  6th, 

1878.  During  the  Exposition  at  Philadelphia  in  1876  he  was  Chairman 
of  the  Finance  Committee  of  the  Centennial  Commission  of  the  Society, 
and  devoted  much  time  to  the  work  of  that  commission.  A  number  of 
papers  and  discussions  by  him  have  been  published  in  the  TransncHonB, 

Mr.  Roberts  married  June,  1837,  Annie,  daughter  of  Chief  Justice 
John  B.  Gibson  of  Pennsylvania.  She  died  in  1857.  He  married 
again  in  November,  1868,  Adeline,  daughter  of  Mr.  Anthony  Beelen, 
of  Pittsburg,  who  survives  him.  He  had  six  children  by  his  first  wife, 
and  three  by  the  second. 

This  memoir  would  be  incomplete  without  a  reference  to  the  pecu- 
liar charm  of  the  personality  of  Mr.  Roberts.  He  was  eminently 
social.  He  was  always  bright,  hopeful,  full  of  anticipation  of  good 
results  from  his  earnest  work.  His  character  showed  clear,  straight- 
forward, charming.  In  troubled  seasons,  and  he  had  experiences  of 
them,  he  was  ever  looking  for  the  sunshine  soon  to  come. 

He  was  a  remarkably  rapid  and  voluminous  writer,  particularly 
enjoying  correspondence  with  friends.  Many  of  his  letters,  pages  in 
extent,  were  written  on  railway  trains,  or  in  the  evenings  of  days  which 
had  been  so  full  of  work  as  to  tire  out  all  his  companions.  These  let- 
ters were  witty,  cheerful,  full  of  kindly  thoughts,  and  also  full  of 
most  interesting  details  of  the  journey  or  the  professional  works  which 
had  been  seen  during  the  previous  days. 

He  was  a  most  genial  companion,  in  fact  he  was  the  cheery  life  of 
the  assemblages  of  which  he  was  a  part.  He  had  a  bright  sense  of 
humor,  and  a  constant  fund  of  stories  of  his  varied  experiences.  He 
was  always  very  dear  to  his  friends. 

His  professional  life  began  with  the  beginnings  of  American  engi- 
neering. He  took  part  in  the  earliest  canal  constructions,  and  in  those 
improvements  of  river  navigation  which  preceded  the  railway.  In  the 
fullness  of  his  experience  he  aided  in  the  most  important  develop- 
ment of  the  treatment  of  great  rivers  the  world  has  ever  known.  He 
was  one  of  those  brave  pioneers  who  built  the  first  railroads  of  our 
country;  and  before  the  end  of  his  life,  he  was  the  chief  engineer  of  a 
great  transcontinental  line.  With  all  his  achievements  and  experiences, 
he  was  always  unassuming,  genial,  courteous,  **a  true  and  kindly 
gentleman,  pure  and  modest.  *' 
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JOB  ABBOTT,  M.  Am.  Soc  G.  E.« 


Died  August  18th,  1896. 


Job  Abbott  was  born  at  Andover,  Mass.,  August  23d,  1845.  He 
attended  the  distriot  schools  and  Phillips  Academy  before  going  to 
Harvard,  where  he  studied  engineering  in  the  Lawrence  Scientific 
School.  After  graduating  in  1864,  he  was  connected  for  a  time  with 
the  Manchester  Locomotive  Works,  but  his  active  engineering  work 
began  when  he  was  appointed  Assistant  Engineer  on  the  Glen  Cove 
branch  of  the  Long  Island  Railroad.  This  engagement  was  a  short 
one,  and  on  its  termination  he  went  to  the  Pittsburg,  Ft.  Wayne  and 
Ohioago  Bailway  in  a  similar  capacity.  While  on  this  line  he  became 
interested  in  the  city  of  Canton,  O.,  a  large  part  of  which  he  laid  out, 
and  there  he  had  an  office  as  civil  and  mining  engineer  and  patent  ex- 
pert from  1866  to  1872.  During  this  time  he  studied  law  and  was 
admitted  to  the  Ohio  bar. 

While  practicing  patent  law  in  Canton  he  was  retained  on  certain 
matters  by  the  Wrought  Lron  Bridge  Company,  and  became  so  inter- 
ested in  these  affitirs  that  he  dropped  his  legal  practice  to  take  up 
engineering  again.  He  was  Vice-President  and  Chief  Engineer  of  the 
Wrought  L:on  Bridge  Company  from  1872  to  1880,  and  remained  a 
Director  antil  his  death.  During  this  time  he  built  some  bridges  in 
Canada,  and  believing  the  Canadian  business  to  have  a  bright  future, 
he  helped  organize  the  Toronto  Bridge  Company,  of  which  he  was 
President  and  Chief  Engineer  from  1880  to  1884.  The  business  in 
Toronto  soon  outgrew  the  capacity  of  the  shops  there,  and  Mr.  Abbott 
accordingly  helped  to  organize  the  Dominion  Bridge  Company  of 
Montreal,  of  which  he  was  President  and  Chief  Engineer  from  1884  to 
1888,  and  President  until  1890.  The  shops  of  both  these  companies 
were  designed,  erected  and  equipped  under  his  direction,  and  during 
his  connection  with  them  he  built  some  of  the  largest  bridges  in 
Canada.  In  1884  and  1885  he  designed  and  had  charge  of  the  477-ft 
steel  cantilever  bridge  at  St.  John,  N.  B, ;  in  1887,  a  steel  bridge  2  020  ft 
long  on  the  Fredericton  Bailway ;  in  1888,  the  superstructure  of  the  Cana- 
dian Pacific  bridge,  2  440  ft.  long,  at  Sault  Ste.  Marie;  in  1889,  the  Grand 
Narrows  steel  bridge,  1  716  ft.  long,  on  the  Dominion  Government  Bail- 
way  in  (yape  Breton,  N.  S.  In  1886  and  1887  he  also  had  charge  of 
building  the  superstructure  of  the  Lachine  Bridge,  3  660  ft.  long,  over 
the  St.  Lawrence  River  on  the  Canadian  Pacific  line. 

In  1889  he  found  he  was  working  too  hard,  and  gave  up  his  Mon- 
treal office  in  order  to  remove  to  New  York,  where  he  established  an 
office  as  consulting  engineer,  which  he  maintained  until  April,  1896. 

*  Memoir  prepared  from  ptpsrs  on  file  in  tlie  Honse  of  the  Society. 
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In  1889  and  1890  he  designed  and  had  charge  of  the  Ohio  River  Bridge 
at  Wheeling,  W.  Ya. ,  and  was  appointed  Chief  Engineer  of  the  Wheel- 
ing Bridge  and  Terminal  Railway  Company.  The  work  done  by  this 
company  was  very  heavy,  the  bridge  alone  being  a  double-track  struct - 
ore  2  097  ft.  long  with  a  525-ft.  channel  span. 

After  the  completion  of  the  Wheeling  works,  Mr.  Abbott  was 
retained  as  Consulting  Engineer  for  the  Bangor  and  Aroostook  Railroad 
in  Maine,  the  longest  line  built  in  New  England  since  the  Central 
Massachusetts  was  finished.  While  engaged  in  Maine  in  work  for  this 
road,  he  was  taken  ill  but  kept  at  his  labors  for  about  a  year,  when  he 
went  to  Andover  for  health  and  rest.  He  was  too  late,  howeveri  and 
after  a  trying  sickness  died  August  18th,  leaving  a  widow. 

Mr.  Abbott  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers,  April  1st,  1891. 


WILLIAM  ALBERT  ALLEN,  M.  Am.  See.  C.  E.* 


Died  March  21st,  1896. 


William  Albert  Allen  was  born  at  Bath,  Me.,  October  18th,  1862. 
He  graduated  in  1874  from  the  Maine  State  College,  where  he  studied 
civil  engineering,  and  a  year  later  entered  the  service  of  the  Maine 
Central  Railroad  Company  as  assistant  engineer.  At  that  time  the 
policy  the  management  of  this  company  was  rapidly  adopting  aimed 
at  the  construction  of  a  modern,  high-class  road-bed  with  good  iron 
bridges,  and  Mr.  Allen's  attainments  made  him  a  valuable  man  for 
such  work.  In  April,  1877,  he  was  made  Civil  Engineer  of  the  road, 
and  in  January,  1885,  was  promoted  to  the  position  of  Chief  Engineer, 
with  the  control  and  responsibility  that  the  title  implies.  In  1887  and 
1888  he  was  also  Chief  Engineer  of  the  Portland  Union  Railway  Station 
Company,  and  held  tte  office  from  the  commencement  of  the  work 
Until  the  completion  of  the  station,  train-shed  and  approaches. 

Mr.  Allen  lost  his  life  on  March  2l8t,  1896,  while  inspecting  work 
that  was  being  done  on  the  railway  bridge  between  Auburn  and  Lew- 
iston.  He  was  leaning  out  from  the  steps  of  a  car  to  observe  the  pro- 
gress of  the  work,  when  he  lost  his  hold  or  was  struck  by  a  telegraph  pole. 
He  fell  from  the  car  to  the  bridge,  from  which  he  dropped  into  the 
xiver  above  the  falls  at  this  place.  He  was  carried  over  the  falls  and 
his  body  was  not  recovered  until  some  weeks  later.  He  was  a  widower 
and  left  no  children. 

Mr.  Allen  was  elected  a  Member  of  the  American  Society  of  Civil 

Engineers,  May  6th,  1891. 

*  M0moiT  prepared  from  infonn>tlon  famished  by  Mr.  H.  0.  BoblneoD,  AssisUnt  Bngl- 
Deer  Maine  Oentral  Railroad,  and  from  papen  on  file  at  the  House  of  the  Society. 
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JAMES  BARNES,  M.  Am.  Soc.  C.  E.» 


Died  Febbuart  12th,  1869. 


General  James  Barnes,  a  prominent  engineer  and  railroad  con- 
traotor  before  the  Civil  War,  and  the  forty-fourth  Member  of  the 
American  Society  of  Civil  Engineers,  was  a  native  of  Massaohnsetts. 
He  was  graduated  in  1829  from  the  United  States  Military  Academy  at 
West  Point,  ranking  five  in  a  class  that  included,  among  others, 
Bobert  E.  Lee  and  Joseph  E.  Johnston,  against  whom  he  was  destined 
to  carry  out  later  those  principles  of  warfare  which  they  studied  as 
classmates.  After  graduation  he  was  appointed  to  the  artillery  branch, 
and  served  for  about  a  year  at  the  Academy  as  an  Assistant  Teacher. 
From  1830  to  1833  he  was  on  duty  at  Fort  McHenry,  Md. ;  Charleston, 
S.  C,  and  Fort  Monroe,  Ya.  Then  he  served  as  an  Assistant  Instructor 
of  Infantry  Tactics  at  West  Point  until  August,  1836,  when  he  resigned 
to  enter  upon  a  prosperous  career  as  engineer  and  contractor. 

From  1836  to  1842  he  was  Assistant  Engineer  of  the  Western  Rail- 
road, extending  from  Worcester,  Mass.,  to  Albany,  N.  Y.,  and  now  a 
part  of  the  Boston  and  Albany  Railroad,  and  from  1842  to  1848  he  was 
its  Chief  Engineer  and  Superintendent.  Then  he  went  south,  and 
from  1842  to  1848  was  Chief  Engineer  and  Superintendent  of  the  Sea- 
board and  Roanoke  Railroad  from  Norfolk,  Va.,  to  Wei  don,  N.  C.  It 
was  during  this  time  that  he  became  interested  in  contracting  as  a 
member  of  the  firm  of  Phelps,  Mattoon  and  Barnes,  of  Springfield, 
Mass.,  builders  of  the  Watertown  and  Rome  Railroad.  This  was  a 
very  successful  contract,  and  led  to  his  engaging  in  this  business  for  a 
number  of  years,  during  which  he  built  the  Sackett*s  Harbor  and 
Ellisburg  Railroad,  part  of  the  Buffalo,  Corning  and  New  York  Rail- 
road, the  Terre  Haute,  Alton  and  St.  Louis  Railpoad  and  the  Potsdam 
and  Watertown  Railroad.  During  1853  and  1854,  he  resided  in  Russia, 
where  he  was  retained  by  the  Russian  Government  as  Consulting  Engi- 
neer of  the  railway  from  St.  Petersburg  to  Moscow. 

On  the  outbreak  of  the  Civil  War,  General  Barnes  at  once  volun- 
teered, and  became  Colonel  of  the  18th  Massachusetts  Infantry  in 
July,  1861.  He  served  with  distinction  in  the  operations  of  the  Army 
of  the  Potomac,  and  was  in  command  of  a  division  at  the  battle  of 
Gettysburg,  in  which  he  was  wounded.  During  the  latter  part  of 
1863  he  was  in  command  of  the  defences  of  Norfolk  and  Portsmouth, 
Ya. ,  and  then  spent  six  months  on  court  martial  duty.     He  was  in 


*  Memoir  prepared  firom  an  article  in  the  **  Biographical  Begleter  of  the  Qiadiiates  of  the 
U.  8.  Military  Academy,"  by  Oen.  O.  W.  Onllom,  and  l^m  information  famished  by  John 
8.  Bamee,  Bmi. 
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oommand  of  the  military  prison  at  Point  Lookout,  Md.,  and  of  the  St. 
Mary*8  District  until  the  middle  of  1865,  when  he  was  placed  on  wait- 
ing orders.  On  March  13th,  18?5,  he  was  brevetted  Major-Gteneral  of 
Volunteers  for  meritorious  services  during  the  Rebellion,  and  on  Janu- 
ary 15th,  1866,  he  was  mustered  out  of  service. 

In  1868  he  was  a  member  of  a  special  United  States  Commission  to 
examine  and  report  on  the  road  and  telegraph  line  of  the  Union  Pacific 
Bailroad  Company. 

He  was  a  hard  student  all  his  life,  a  good  Greek  and  Latin  scholar, 
and  able  to  speak  and  write  German,  French,  Spanish  and  Russian 
fluently.  His  business  methods  were  careful  and  exact,  and  his  per- 
sonal attributes  endeared  him  to  all  who  knew  him  intimately. 

General  Barnes  died  at  Springfield,  Mass.,  February  12th,  1869,  at 
the  age  of  sixty-three  years.  He  was  elected  a  Member  of  the  American 
Society  of  Civil  Engineers  March  18th,  1853. 


HENRT  ISAAC  BLISS,  M.  Am.  Soc.  C.  E.* 


Died  July  10th,  1896. 


Henry  Isaac  Bliss  was  born  at  Hartford,  Conn.,  January  8th,  1830. 
He  entered  Yale  College  in  1848,  but  previous  to  that  time  had  studied 
engineering,  and  had  some  practical  experience.  After  graduating 
from  the  college  in  1853,  he  went  at  once  to  Wisconsin  and  became 
connected  with  the  construction  of  the  Milwaukee  and  Fond  du  Lac 
Railroad,  afterward  the  La  Crosse  and  Milwaukee  Railroad,  and  now 
part  of  the  Chicago,  Milwaukee  and  St.  Paul  system.  In  the  fall  of 
1854  he  returned  to  Connecticut,  and  was  engaged  near  Middletown 
on  the  construction  of  the  Boston  and  New  York  Air  Line  Railroad 
until  work  was  suspended  in  1855.  Then  he  returned  to  Wisconsin 
and  made  a  survey  of  the  La  Crosse  and  Milwaukee  Railroad  from  La 
Crosse  to  the  Wisconsin  River. 

In  the  spring  of  1856  he  settled  in  La  Crosse,  which  remained  his 
home  up  to  the  time  of  his  death.  He  at  once  became  engaged  in 
engineering  and  the  real  estate  business,  and  made  a  number  of  rail- 
way surveys.  From  1860  to  1884  he  was  City  Engineer  of  La  Crosse, 
and  during  this  time  laid  out  much  of  the  city  as  it  now  stands,  and 
built  the  municipal  water-works  plant.  He  was  elected  a  Member  of 
the  American  Society  of  Civil  Engineers  on  September  5th,  1883.  Mr. 
Bliss  was  in  feeble  health  for  some  time  previous  to  his  death  on  July 
10th,  1896.     He  leaves  a  widow  and  married  daughter. 

*  Memoir  prep&red  ttom  papers  on  file  at  Uia  Hoiue  of  the  Society. 
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HENRY  D.  BLUNDEN,  M.  Am.  Soe.  C.  E.* 


Died  January  7th,  1889. 


Henry  D.  Blunden  was  born  at  Poling,  England,  April  8tb,  1849. 
He  was  educated  at  Brighton  and  London,  England,  and  at  the  age  of 
16  years  was  articled  to  John  Lawson,  C.  E.,  for  a  term  of  four  years. 
Dnring  1869  and  1870  he  was  employed  as  Contractor's  Engineer  on  the 
constmction  of  the  Mansfield  and  Southwell  Branch  of  the  Midland 
Railway,  England.  From  August,  1870,  to  July,  1872,  he  was  Assistant 
Engineer  on  the  Kansas  Pacific  Railway,  making  preliminary  surveys 
and  locating  new  towns ;  from  July,  1872,  to  July,  1878,  Assistant  En- 
gineer on  the  Leavenworth,  Lawrence  and  Ckdveston  Railway,  making 
preliminary  sprveys  and  building  machine  shops;  from  July,  1873, 
to  1882,  Assistant  Engineer  on  the  New  York,  Lake  Erie  and  Western 
Road.  During  1882  and  1883  he  was  Road  Master  on  the  Eastern  Di- 
vision of  the  Erie  Road,  and  on  September  13th,  1883,  he  was  appointed 
Engineer  of  Maintenance  of  Way  of  the  same  road,  holding  this  position 
until  1886.  During  1887  and  1888  he  was  Assistant  Engineer  at  the 
Union  Bridge  Company's  shops  at  Athens.  Pa.,  and  was  also  during  this 
time  Superintendent  of  Bridges  on  the  Pennsylvania  and  New  York 
Railway,  and  the  Geneva,  Ithaca  and  Sayre  Railway.  His  death  oc- 
curred January  7th,  1889. 

Mr.  Blunden  was  elected  a  Junior  of  the  American  Society  of  Civil 
Engineers  on  January  5th,  1876,  and  a  Member  on  February  4th,  1880. 


ROBERT  BRIGGS,  M.  Am.  Soe.  G.  E-f 


Died  July  24th,  1882. 


Robert  Briggs  was  a  native  of  Boston,  Mass. ,  being  bom  in  that 
city  on  June  18th,  1822.  His  early  education  was  obtained  in  the  Boston 
public  schools,  and,  while  there,  his  aptitude  for  mathematics,  which 
was  afterwards  one  of  his  marked  characteristics,  was  noticeable.  His 
engineering  training  began  at  the  age  of  seventeen,  in  the  offioe  of 
Alexander  Parris,  a  local  engineer  and  architect,  where  he  remained 
for  several  years.  His  subsequent  career  was  remarkable  for  the  wide 
range  of  engagements  it  embraced.  He  designed  and  erected  indus- 
trial plants  of  great  size,  and  afterwards  operated  them,  turning  out  a 

«  Memoir  prepared  by  W.  B.  Coffin,  M.  Am.  Soo.  O.  B. 

t  Memoir  prepared  f^m  information  fnmiahed  by  Henry  G.  Morris,  M.  Am.  Soe,  0.  B.* 
and  papen  on  file  at  the  Honae  of  the  Society. 
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great  variety  of  products,  ranging  from  tubes  to  pumping  engines. 
His  practice  as  civil  engineer  was  equally  broad.  In  addition  to  the 
professional  attainments  which  enabled  him  to  carry  on  these  works 
with  marked  success,  he  was  a  clear  and  ready  writer  on  technical  and 
scientific  subjects,  the  author  of  several  papers  before  engineering  so- 
cieties, and  the  editor,  for  a  time,  of  a  well-known  scientific  journal. 
The  surprising  thing  is,  that,  with  such  versatility  and  such  success  in 
practical  charge  of  important  work,  he  was  never  a  strong  man,  and 
was  frequently  invalided  and  prevented  from  putting  into  full  play  the 
unusual  gifts  he  possessed. 

From  1844  to  1847  Mr.  Briggs  was  not  engaged  in  engineering  work, 
but  in  the  latter  year  he  worked  for  a  few  months  on  a  railway  line  in 
Massachusetts.  Then  he  became  Constructing  Engineer  of  the  Glen- 
don  Boiling  Mill,  an  important  establishment  then  in  course  of  con- 
struction at  East  Boston,  and  thus  acquired  his  first  taste  of  a  branch 
of  work  in  which  he  was  destined  to  achieve  a  marked  success  in  later 
years.  When  the  mill  was  finished,  he  opened  an  office  in  Boston  as  a 
Consulting  Engineer.  This  proved  unprofitable,  and  he  soon  entered 
the  service  of  Walworth  &  Nason,  of  Boston,  with  whom  the  applica- 
tion of  steam  to  the  warming  of  buildings  in  this  country  may  be  said 
to  have  originated.  Mr.  Briggs  took  a  deep  interest  in  this  subject 
and  in  ventilation,  and  wrote  several  valuable  papers  on  the  subject, 
one  of  which  was  published  in  Volume  X  of  Transactions  of  this 
Society.  He  took  charge  of  the  construction  of  the  tube  works  of 
Walworth  k  Nason,  and,  when  it  was  finished,  served  as  its  Superintend- 
ent for  some  time. 

His  restless  nature  compelled  him  to  seek  another  field  of  work  be- 
fore long,  and  in  1852  he  became  Superintending  Engineer  of  the  firm 
of  Bird  &  Weld,  later  the  Phoenix  Iron  Works,  at  Trenton,  N.  J.  After 
a  year  in  this  place  he  moved  to  Mount  Savage,  Md.,  to  become  Super- 
intendent of  a  rolling  mill  there,  for  a  period  of  six  months.  Then  he 
went  to  Troy,  N.  Y.,  as  Superintendent  of  the  Bensselaer  Rolling  Mill, 
a  position  he  held  for  a  year.  After  this  experience  in  mechanical  en- 
gineering, he  turned  his  attention  to  civil  engineering  and  architecture 
again,  as  Assistant  Engineer  under  General  M.  C.  Meigs.  He  was  en- 
gaged on  the  construction  of  the  Washington  aqueduct,  the  dome  of 
the  Capitol  at  Washington,  and  the  heating  and  ventilating  systems  of 
the  halls  of  Congress.  In  connection  with  the  last  work  he  made  an 
investigation  into  the  proportions  of  rotary  fans,  the  results  of  which 
were  subsequently  embodied  in  a  paper  presented  to  the  Institution  of 
Civil  Engineers,  and  given  the  Watt  medal  and  Telford  premium  of 
that  society. 

In  1857  he  became  a  member  of  the  firm  of  Nason,  Dodge  k  Briggs, 
of  New  York,  but  thb  connection  was  brief,  for  in  1860  he  went  to 
Philadelphia  as  Superintendent  and  Engineer  of  the  Pascal  Iron  Works 
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of  Morris,  Tasker  &  Companj.  This  position  was  the  longest  he  ever 
held.  The  works  were  then  comparativelj  disorganized,  and  his  first 
labor  was  to  bring  them  into  a  good  condition  for  the  mannfactore  of 
pipe,  fittings,  pipe-outting  machinery,  gas  works  appliances,  and  the 
other  specialties  of  the  company.  When  this  was  done,  he  system- 
atized all  these  products,  placing  this  part  of  the  business  on  an  ex- 
cellent footing,  and  designed  and  built  new  additions  to  the  works. 

One  of  the  novel  features  introduced  by  Mr.  Briggs  in  the  construc- 
tion of  gas  holders  was  the  flat-top  holder  without  interior  trussing. 
The  first  structure  of  this  type  was  built  by  him  for  Le  wist  on, 
Me.  This  method  of  construction,  now  recognized  as  being  correct, 
was  strenuously  opposed  and  ridiculed  at  the  time  by  many  engineers 
and  prominent  builders  of  gas  holders. 

In  1866  he  visited  Europe  for  the  company  and  made  the  acquaint- 
ance of  many  foreign  engineers,  especially  in  England,  where  his  wide 
knowledge  of  American  engineering  works  made  him  a  welcome  visitor 
in  professional  circles.  When  his  connection  with  the  Pascal  Iron 
Works  was  terminated  in  1869,  he  revisited  England  and  increased  his 
knowledge  of  English  practice  and  widened  the  circle  of  friends  he 
made  on  his  previous  stay  in  that  country. 

Early  in  1871,  he  became  Engineer  and  Superintendent  of  the  South- 
wark  Foundry,  then  owned  by  Henry  G.  Morris,  M.  Am.  Soc.  C.  R 
Here  he  designed  and  built  many  large  pieces  of  machinery,  including 
a  pumping  engine  for  the  city  of  Lowell,  Mass.,  which  had  a  remark- 
ably good  duty  for  that  time,  sugar  machinery,  gas  apparatus,  blast 
furnace  fittings,  boilers,  engines  and  similar  heavy  work.  He  de- 
signed and  built  a  large  foundry  during  his  connection  with  Mr.  Mor- 
ris, and  a  30-ton  traveling  power  crane.  He  remained  in  this  position 
until  the  closure  of  the  works  in  1875  on  account  of  the  disturbance  of 
the  iron  market  at  that  time. 

After  a  long  illness  which  attacked  him  in  1875,  Mr.  Briggs  made  a 
short  trip  to  England,  returning  to  this  country  the  next  year  to  be- 
come editor  of  the  Journal  of  the  Franklin  Institute,  a  post  for  which 
his  wide  experience  and  readiness  as  a  writer  made  him  particularly 
fitted.  His  work  was  well  performed,  but  he  wearied  of  it  in  a  few 
years,  and  in  1878  opened  an  office  in  Philadelphia  as  a  consulting  engi- 
neer. This  was  not  very  profitable  to  him,  but  gave  him  time  to  pre- 
pare a  number  of  valuable  articles  on  technical  subjects. 

In  1880,  he  became  Consulting  Assistant  to  Col.  William  Ludlow, 
who  was  then  in  charge  of  river  and  harbor  improvement  in  the  vicin- 
ity of  Philadelphia.  He  also  retained  his  private  practice,  and  was 
particularly  interested  in  matters  pertaining  to  heating  and  ventilating. 

His  health,  never  strong,  began  to  fail  noticeably  in  a  short  time, 
and  late  in  1881,  after  a  brief  visit  to  England,  symptoms  of  paralysis 
appeared.     He  continued  to  work  until  April,  1882,  when  his  physician 
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made  him  desist  and  go  to  his  mother's  home  in  Dedham,  Mass. 
His  vitality  was  too  exhausted,-  however,  for  him  to  recover,  and  he 
died  there  of  paralysis  on  Joly  24,  1882,  after  a  long  and  painful 
sickness. 

The  professional  attainments  of  Mr.  Briggs  have  been  described  as 
follows  by  Mr.  Henry  B.  Towne,  an  intimate  acquaintance. 

**  One  of  his  most  notable  traits  was  the  comprehensive  scope  of 
his  knowledge,  which  covered  almost  the  entire  neld  of  engineering, 
both  civil  and  mechanical,  and  included  much  also  of  metallurgy,, 
chemistry,  architecture  and  the  applied  sciences.  On  almost  any  topic 
under  these  man^  heads  he  could  discourse  as  a  master  with  a  minute- 
ness and  familiarity  astonishing  to  any  but  those  who  knew  what  an 
extraordinary  range  was  covered  by  his  own  personal  experience  in  con- 
nection with  mechanical  and  industrial  operations,  and  who  knew  also 
how  far  these  were  supplemented  bv  professional  study  and  reading, 
continued  uninterruptedly  during  tne  forty  years  of  kis  business  life. 
Added  to  these  were  advantages  of  a  good  early  education  and  excep- 
tional aptitude  for  mathematics,  in  which  he  excelled,  and  a  very 
retentive  memory." 

Personally,  Mr.  Briggs  had  an  even,  quiet  disposition,  and  a  re- 
markable faculty  for  making  and  retaining  friendships. 

He  was  elected  a  Member  of  the  American  Society  of  Civil  Engineera 
on  October  19th,  1870. 


ROBERT  LINAH  COBB,  M.  Am.  Soc  C.  E.* 


Died  June  2d,  1895. 


Bobert  Linah  Cobb  was  bom  at  Cumberland  Iron  Works,  Tenn.  ^ 
on  March  5th,  1840.  He  was  educated  in  the  local  schools  and  at 
Stewart  College,  now  the  Southwestern  University,  and  after  the  come 
pletion  of  his  studies,  became  a  rodman  on  the  Memphis,  Clarksville 
and  Louisville  Bailroad,  now  part  of  the  Louisville  and  Nashvill- 
system.  ^e  soon  became  Assistant  Engineer  on  this  road,  and  in  1859 
and  1860  was  City  Engineer  of  Clarksville,  Tenn. 

On  the  outbreak  of  the  war  he  offered  his  services  to  the  Confed- 
eracy and  was  assigned  to  the  ordnance  department.  He  was  ordered 
to  Fort  Donelson,  and,  after  the  surrender  of  that  post,  reported  to 
(General  Johnson  at  Nashville.  Captain  Cobb  was  then  assigned  to  the 
engineering  department  and  ordered  to  Corinth.  The  service  he 
rendered  as  a  military  eng^ineer  was  characteristic  of  the  man,  alwaya 
faithful,  painstaking,  tireless  and  courageous.  He  was  never  taken 
prisoner,  and  served  continuously  until  the  close  of  the  war. 

«  Memoir  prepared  by  B.  0.  Lewia,  M.  Am.  Soo.  0.  B. 
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After  the  completion  of  this  experienoe,  he  became  Diyision  Engi- 
neer of  the  Memphis,  Clarksyille  and  LoniBTille  Railroad,  and  in  1867 
was  appointed  Chief  Engineer  of  the  Winchester  and  Alabama  Bail- 
road,  now  part  of  the  Lonisville  and  Nashyille  system.  Two  years 
later  he  became  Assistant  Engineer  of  the  Memphis  and  Ohio  Bailroad, 
from  which  he  went  in  1869  as  Division  Engineer  to  the  Memphis  and 
Little  Book  Bailroad,  where  he  remained  until  1872,  serving  part  of 
the  time  as  Acting  Chief  Engineer.  In  1873  he  conducted  mining  oper- 
ations at  Kellogg,  Ark. ,  and  later  in  Mexico,  but  returned  to  raOroad 
work  in  1876  as  a  member  of  the  engineering  staff  of  the  Little  Bock 
and  Fort  Smith  Bailway.  In  1881  and  1882  he  was  Chief  Engineer  of 
the  Texas  and  St.  Louis  Bailway,  now  the  St.  Louis,  Arkansas  and 
Texas.  The  next  four  years  were  spent  in  manufacturing  machinery 
at  little  Bock,  Ark.  In  1886  Captain  Cobb  was  appointed  Chief  Engi- 
neer of  the  Indiana,  Alabama  and  Texas  Bailroad,  and  upon  the  ab- 
sorption of  that  line  in  1887  by  the  Louisville  and  Nashville  Bailroad 
Company,  he  was  retained  by  the  latter  company  as  Chief  Engineer  of 
construction,  a  position  he  held  at  the  time  of  his  election  as  a  Member 
of  the  American  Society  of  Civil  Engineers  on  January  2d,  1890.  In 
this  year  he  was  appointed  Chief  Engineer  of  the  Clarksville  Mineral 
Bailroad,  and  in  1892  went  to  Ohio  as  the  Chief  Engineer  of  the 
Ohio  Southern  Bailroad.  Upon  the  completion  of  his  work  on  this 
line  he  removed  his  headquarters  to  Cleveland,  where,  in  the  winter  of 
1894,  he  had  an  attack  of  grip  from  which  he  never  recovered.  He 
returned  to  the  South  in  May,  1895,  and  died  on  June  2d  at  his  early 
home,  Clarksville. 

His  life's  work  speaks  for  him  professionally.  Personally  he  was 
at  once  a  loyal  friend  and  a  chivalrous  foe.  He  was  married  in  1877, 
and  was  left  a  widower  ten  years  later.     One  son  survives  him. 


ZERAH  GOLBCBN,  M.  Anu  Soo.  C  E.* 


Died  April  26th,  1870. 


More  than  a  generation  has  passed  away  since  the  brilliant  career 
of  Zerah  Colbum  closed  prematurely  in  the  snow-covered  orchard  at 
Belmont,  Mass.  It  is  somewhat  difficult,  after  the  lapse  of  six  and 
twenty  years  to  recall  with  accuracy  or  consecutiveness  the  details  of 
his  feverishly  busy  life,  and  still  more  difficult  to  find  authentic  reoorda, 

«  Memoir  prepftted  by  Jmum  Dredge,  Eeq. 
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which  are  more  Taluable  than  personal  reminisoenoe.  On  the  other 
hand,  viewed  in  the  perspeotiye  given  by  time,  the  errors  that  wrecked 
his  life  assnme  their  proper  proportions,  and  have  ceased  to  tarnish 
the  great  qualities  that  made  Zerah  Colbum  one  of  the  famons  en- 
gineers of  his  period.  The  cnrions  antobiography  of  the  earlier  Zerah 
Colbum,  published  in  1833,  throws  some  light  upon  the  status  of  his 
family.  With  two  exceptions  it  was  of  very  ordinary  stuff;  the  paternal 
grandfather  was  a  needy  unsuccessful  farmer  in  New  England;  his  wife 
a  woman  of  strong  intellect  and  sound  judgment,  who  kept  the  home 
together  and  brought  up  a  family,  while  he  was  seeking  fortune  in 
Europe  by  the  exhibition  of  the  extraordinary  powers  of  calculation 
possessed  by  one  of  his  children,  the  only  member  of  the  family  who 
was  fit  for  better  things  than  the  routine  of  farm  labor.  This  was  the 
first  Zerah  Colbum,  who  apparently  gained  more  celebrity  in  Europe 
than  in  his  native  country.  It  is  remarkable  that  the  wonderful  gift 
he  enjoyed  brought  him  so  poor  a  result;  in  quite  early  life  he  became 
a  minister  of  some  dissenting  denomination,  and  we  hear  no  more  of 
his  calculating  powers.  The  second  Zerah  Colburn,  the  subject  of 
this  sketch,  was  the  son  of  one  of  the  calculating  Zerah*s  brothers, 
who  lived  and  died  unknown.  The  younger  Zerah  was  bom  in  1832, 
shortly  after  his  uncle  had  become  a  preacher,  and  when  the  honors  of 
his  calculating  prowess  were  still  thick  upon  him.  Besides  the  name, 
Zerah  Colbum  inherited  a  vein  of  genius  from  his  uncle,  though  of  a 
different  nature  and  tending  to  a  more  useful  purpose.  The  farm 
which  was  his  birthplace  was  in  Saratoga,  N.  Y.  Here  his  earliest 
years  were  passed,  almost  devoid  of  education,  and  filled  with  monot- 
onous labor.  But  very  soon — probably  before  he  was  ten  years  old — 
his  extraordinary  force  of  character  and  precocious  development  had 
revealed  to  him  that  the  possibilities  of  a  great  f  ature  lay  before  him. 
Whence  came  the  strong  bent  towards  mechanics  is  as  deep  a  mystery 
as  the  source  from  which  his  uncle's  mathematical  powers  were  de- 
rived, but  it  forced  him  onward,  first  to  some  local  cotton  mill,  and 
afterward  to  the  shops  of  the  Concord  Railroad,  were  the  then  super- 
intendent, Mr.  Minot,  gave  him  his  first  chance,  by  which  he  profited 
so  well  that  he  speedily  became  a  person  of  some  importance  on  the 
railway. 

Colbum  must  have  stayed  some  years  with  Mr.  Minot,  probably 
three  or  four,  but  he  left  him  Iq  order  to  enter  the  Tredegar  Locomo- 
tive Works  at  Richmond,.  Ya.  •  I  believe,  indeed,  that  there  was  an 
intermediate  stage  in  his  career,  though  a  rather  brief  one.  This  was 
a  short  stay  at  some  locomotive  works  in  Boston,  during  which  time 
he  so  far  qualified  himself,  and  so  gained  the  confidence  of  capitalists, 
that  before  he  was  twenty-one  he  was  a  managing  partner  in  the 
Tredegar  Works.  That  he  should  have  traveled  so  fast  on  the  road  to 
success  was  indeed  marvelous.      He  was  without  education,  except 
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what  was  self-acquired;  he  had  no  influence  and  onjj  self-made  friends, 
and  the  lack  of  steadfastness  in  purpose,  which  proved  in  the  end  his 
ruin,  was  already  making  itself  felt.  But  he  possessed  unlimited  be- 
lief in  himself,  his  power  of  absorbing  and  retaining  knowledge  ap- 
peared unbounded,  he  possessed  an  apparently  inexhaustible  store  of 
physical  strength,  and  he  owned  these  qualities  to  such  a  degree  thai 
almost  to  the  close  of  his  life  they  more  than  counterbalanced  the  dis- 
advantages  of  circumstance  and  character. 

With  the  termination  of  his  connection  with  the  Bichmond  Loco- 
motive Works,  Colburn*s  practical  career  came  to  an  end,  and  when 
he  was  little  more  than  two  and  twenty  he  had  entered  on  the  new 
path  which  he  followed  more  or  less  fitfully  to  the  end  of  his  life.  Thia 
was  the  career  of  technical  journalism.  In  1851  the  engineering  pro- 
fession had  no  press  worthy  of  the  name,  and  Colburn  realized  that 
therein  there  was  a  great  future  for  him.  He  had  already  made  suc- 
cessful experiments  in  this  direction;  when  he  was  only  fourteen  or 
fifteen  years  of  age  he  had  written  and  published  (finding  the  means 
somehow,  as  he  always  contrived  to  do)  a  monthly  magazine  devoted 
to  engineering  subjects;  it  was  but  a  small,  poor  thing,  but  neverthe- 
less it  contained  the  germs  of  the  marvelous  engineering  press  of  to- 
day. This  publication,  under  the  name  of  Monthly  Mechanical  TracUy 
had  but  a  short  existence,  and  had  become  extinct  before  he  left  Mr. 
Minot,  about  1849.  Afterward  he  contributed  to  the  American  Rail- 
way Times  of  Boston,  and  later  to  the  American  Railway  Journal,  of 
which  he  was  for  some  time  assistant  editor.  But  these  efforts  were 
only  experimental,  and  in  1854  he  commenced  an  engineering  journal 
on  his  own  account  under  the  title  of  the  Railroad  Advocate,  This,  in 
the  course  of  a  short  time,  he  developed  into  a  relatively  great  suc- 
cess, so  much  was  it  impressed  with  the  genius  of  its  powerful  editor. 
But  it  was  impossible  for  Colburn  to  work  steadily  for  any  length  of 
time;  he  had  made  his  mark  as  an  original  thinker,  an  able  engineer 
and  a  powerful  journalist,  but,  having  achieved  these  things,  he  tired 
of  his  enterprise,  and  sold  it  to  Alexander  L.  Holley,  who  had  not  then 
risen  into  fame,  and  who  had  the  fancy  of  owning  and  editing  an  en- 
gineering paper.  The  venture  was  not  profitable,  except  for  Colburn, 
and  the  journal  dragged  on  a  languishing  existence  for  about  18  months, 
during  which  Colburn  was  a  frequent  contributor,  at  the  same  time 
attempting  the  utterly  uncongenial  and  unsuccessful  attempt  to  estab- 
lish himself  as  a  commercial  engineer. 

The  summer  of  1857  saw  him  in  Europe,  and  on  his  return  he  bought 
back  an  interest  in  the  Railroad  Adoocate,  changed  the  name  to  the 
Railway  Engineer,  and  conducted  it  with  Holley  for  a  year  longer, 
when  it  died.  He  had  returned  to  Europe  in  the  fall  of  1857  on  a 
special  mission,  the  work  and  pleasures  of  which  he  shared  with 
Holley;  at  this  time  Colburn  was  not  twenty-six  years  of  age,  Holley 
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being  a  little  his  senior.  These  two  brilliant  yoting  men  visited 
Europe  at  the  request  of  several  leading  American  railroads  with  the 
purpose  of  reporting  on  English  railway  practice.  The  visit  proved 
to  be  a  turning  point  in  Colbum's  life;  it  terminated — with  a  few 
fitful  exceptions— his  residence  in  the  United  States,  and  made  Eng- 
land his  future  home.  Betuming  to  America  in  the  fall  of  1857,  he 
and  Holley,  in  an  incredibly  short  time,  produced  what  was  for  a 
long  time  a  standard  book  on  European  railways.  In  1858  Golbum 
was  back  in  London,  and  during  the  summer  of  that  year  he  became 
editor  of  The  Engineer^  of  London,  a  journal  that  had  been  started 
and  feebly  conducted  for  a  few  years.  Colbum*s  energy,  skill  and 
brilliant  qualities  soon  impressed  themselves  on  the  paper  and  raised 
it  into  a  strong  position,  but  he  tired  of  the  work,  and  returning  to 
America  in  1860,  started  a  paper  in  Philadelphia  on  his  own  account, 
and  bearing  the  same  title.  The  Engineer.  After  five  months  this  was 
abandoned,  and  the  next  year  he  returned  to  London,  and  was  gladly 
received  ag^ain  as  editor  of  The  Engineer,  This  position  he  retained 
longer  than  any  other  during  his  life,  for  he  did  not  finally  quit  his 
active  work  as  its  editor  till  1864. 

Then  followed  a  period  of  general  engineering  practice  and  the  prep- 
aration for  the  final  venture  of  his  life,  the  establishment  of  Engineer- 
ing, The  first  number  of  this  journal  appeared  in  the  beginning  of 
January,  1866,  and  during  the  next  sixteen  months  almost  every  page 
bore  the  stamp  of  his  energy  and  genius.  With  the  opening  of  the  Paris 
Litemational  Exposition  of  1867  he  once  more,  and  for  the  last  time, 
fell  away  from  the  path  of  usefulness  and  work,  and  a  record  of  the  next 
four  years  would  be  but  a  melancholy  story,  relieved  by  occasional 
flashes  of  light,  sufficiently  brilliant,  however,  to  prove  that  his  great 
powers  remained  unaffected  to  the  last.  The  facts  may  be  stated  now 
after  so  many  years.  Colbum*s  besetting  weakness,  or  rather  his  in- 
curable disease,  was  one  before  which  many  full  of  talent,  like  De 
Quincy  and  Edgar  Allan  Poe,  had  fallen  before  his  time. 

During  the  brief  years  into  which  Colburn's  active  career  must  be 
compressed,  he  achieved  a  high  and  lasting  reputation,  and  it  may  in 
all  justice  be  claimed  for  him  that  he  was  the  creator  of  engineering 
journalism.  It  is  believed  that  the  following  list  of  his  life's  literary 
work  is  a  fairly  complete  one;  it  is  compiled  to  a  large  extent  from  his 
own  memoranda: 

1847. — Wrote  MoniJdy  Mechanical  Tracts,  published  at  Lowell. 
1848.— Wrote  The  Locomotive  Engine,  published  in  Boston. 
1851-53. — Was  contributor  to  the  Boston  American  Railway  Times, 
1852. — Was  contributor  to  the  Carpet  Bag. 

1853. — ^Became  assistant  editor  of  the  American  Railroad  Journal. 
1854. — Started,  as  editor  and  proprietor,  the  Railroad  Advocate. 
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1856. —Sold  the  Railroad  Advocate  to  A.  L.  HoUey  and  attempted  seTeral 
things,  contributing  at  the  same  time  to  the  Railroad  Advocate. 

1857.— Visited  Enrope,  and  on  his  return  bought  an  interest  in  the 
Railroad  Advocate. 

1857. — Second  visit  to  Europe;  this  time  with  Holley  to  report  on 
European  railway  practice. 

1858.— Published,  with  Holley,  **  The  Permanent  Way  and  Coal-Burn- 
ing Locomotiye  Boilers  of  European  Railways.*' 

1858.— Wrote  the  American  section  of  D.  K.  Clark's  book  on  **The 
Recent  Practice  in  the  Locomotive  Engine." 

1858. — Became  editor  of  The  Engineer,  London. 

1860. — ^Published  an  essay  on  **  Steam  Boiler  Explosions  "  (John  Weale 
&  Sons). 

1860. — Started,  as  editor  and  proprietor,  Tlie  Engineer,  Philadelphia. 

1861. — Became  editor  of  The  Engineer,  London,  for  the  second  time. 

1863.— Wrote  "An  Enquiry  into  the  Nature  of  Heat,"  published  by 
Spon. 

1863. — ^Wrote  paper  for  the  Institution  of  Civil  Engineers  *'0n 
American  Iron  Bridges. " 

1863. — ^Wrote  paper  for  the  London  Society  of  Engineers  "On  the 
Relation  Between  the  Safe  Load  and  the  Ultimate  Strength 
of  Iron." 

1864.— Published  **  Gas  Works  of  London  "  (Spon). 

1864. — ^Wrote  a  part  of  "  Locomotive  Engineering. "  (This  was  pub- 
lished by  Collins  &  Co.,  of  Glasgow,  but  was  not  dnished  by 
Colbum.) 

1864. — Resigned  the  editorship  of  The  Engineer. 

1864. — Read  a  paper,  **  A  Description  of  the  Harrison  Steam  Boiler," 
before  the  Institution  of  Mechanical  Engineers. 

1865. — ^During  this  year  Colbum  was  a  contributor  to  The  Engineer, 
and  he  wrote  and  read  the  following  papers:  *'0n  Certain 
Methods  of  Treating  Cast  Iron  in  the  Foundry  "  (Society  of 
Engineers);  **On  the  CHnning  of  Cotton,"  and  **On  the 
Manufacture  of  Encaustic  Tiles,  etc. ,  by  Machinery  "  (Society 
of  Arts). 

1866. — Founded  London  Engineering. 

1869. — Read  papers  **  On  American  Locomotives  and  Rolling  Stock  " 

before  the  Institution  of  Civil  Engineers;  and  a  second, "  On 

Anglo-French  Communications,"  before  the  Society  of  Arts. 

Zerah  Colbum  was  a  member  of  several  institutions,  among  others 

of  the  American  Society  of  Civil  Engineers,  of  the  London  Institution 

of  Civil  Engineers,  of  the  Institution  of  Mechanical  Engineers,  and  of 

the  Iron  and  Steel  Institute;  he  was  also  a  President  of  the  London 

Society  of  Engineers.      He  was  elected  a  Member  of  the  American 

Society  of  Civil  Engineers  on  January  5th,  1855. 
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ADDISON  CONNOR,  M.  Am.  Soo.  0.  E.* 


DiBD  Januaby  4th,  1891. 


Addison  Connor  was  bom  in  New  York  City  on  April  2d,  1847.  He 
was  a  graduate  of  Tnfts  College  and  of  the  Massachusetts  Institute 
of  Technology,  and  later  in  his  life  was  given  the  degree  of  M.  A.  by 
the  former  institution.  From  1871  to  1873  he  served  as  assistant  in 
the  office  of  a  Boston  engineer,  and  then  became  transitman  on  the 
works  for  an  additional  water  supply  for  the  city  of  Boston.  This 
position  he  held  for  seven  years,  when  he  became  an  assistant  to 
Clemens  Herschel,  M.  Am.  Soc.  C.  £.,  and  was  engaged  on  surveys 
and  tests  of  hydraulic  machinery  in  the  neighborhood  of  Holyoke, 
Mass. 

In  1881,  he  became  Resident  and  Assistant  Engineer  on  the  North- 
ern Pacific  Railroad,  and  built  the  company's  dock  at  Superior,  Wis., 
a  structure  1  000  ft.  long  and  166  ft.  wide.  He  was  then  transferred  to 
the  Missoula  Division  in  Western  Montana,  and  afterwards  to  the  Cas- 
cade Division.  When  work  on  this  railroad  was  suddenly  suspended 
in  1884,  he  came  east  and  entered  the  Department  of  Public  Works  of 
New  York  City  as  Assistant  Engineer.  Two  years  later  he  left  this 
position  to  go  to  Plattsmouth,  Neb.,  where  he  was  employed  by 
George  S.  Morison,  M.  Am.  Soc.  C.  E.,  on  surveys  of  the  Missouri 
River  at  that  place.  He  spent  about  seven  months  in  1886  and  1887 
at  Nebraska  City,  being  engaged  on  preliminary  surveys  for  the  rectifi- 
cation of  the  river  and  the  location  of  the  bridge  subsequently  built 
there.  He  left  Nebraska  City  early  in  June,  1877,  to  become  one  of 
the  assistant  eng^eers  on  the  Cairo  Bridge.  Shortly  before  the  com- 
pletion of  this  bridge  he  was  transferred  to  St.  Louis,  where  he  was 
engaged  on  some  city  work  in  connection  with  the  new  line  of  the  St. 
Louis,  Keokuk  and  Northwestern  Railroad  into  that  city.  On  the  com- 
pletion of  his  work  there,  he  left  Mr.  Morison *s  employ,  and  in  1890 
was  appointed  Assistant  Engineer  in  the  Department  of  Docks  of  New 
York  City,  where  he  remained  until  his  death,  which  occurred  January 
4th,  1891. 

Fidelity  to  duty  was  one  of  Mr.  Connor's  conspicuous  traits. 
Modest  and  unassuming,  although  well  equipped  in  his  profession,  the 
uniform  reliability  of  his  engineering  work  in  various  branches  had 
gained  for  him  the  implicit  confidence  of  those  who  employed  him  and 
who  will  remember  kindly  his  able  and  conscientious  collaboration. 

Mr.  Connor  was  elected  a  Member  of  the  American  Society  of  Civil 

Engineers  on  January  5th,  1887.    He  was  married  in  1876  to  Mary  E. 

Childs,  of  Framingham,  Mass.,  who  survived  him. 

*  Jfenwirr iirapMred  from  iofbanAtlon  fttnaished  by  George  S.  MorlBOD,  A.  Fteleyand 
WnA,  Brooks,  Members  Am.  Soo.  0.  B..  uxd  ttom  papers  on  file  al  the  House  of  the  Society. 
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ECKLEY  BRINTON  COXE,  M.  Am,  Soc.  C.  E.» 


DiBD  May  13th,  1895. 

Eckley  Brinton  Coxe,  born  at  Philadelphia  on  Jnne  4th,  1^39,  came 
of  a  family  long  identified  with  American  history.  In  the  last  decade 
of  the  seventeenth  century,  one  of  his  ancestors,  Dr.  Daniel  Coxe,  of 
Jjondon,  purchased  a  patent  granted  originally  by  Charles  I  and 
coyering  the  territory  between  the  Slst  and  d6th  parallels,  and  from 
the  Atlantic  to  the  Pacific,  which  was  exchanged  by  his  g^randchildren 
for  100  000  acres  in  New  York.  He  also  had  large  holdings  in  19ew 
Jersey,  and  did  much  to  build  up  trade  in  that  colony.  Dr.  Coxe 
spent  most  of  his  life  in  London,  but  his  son.  Col.  Daniel  Coxe,  lived 
in  America  from  1700  until  his  death  in  1739.  He  took  a  prominent 
part  in  local  political  matters,  and  was  a  Judge  of  the  New  Jersey  Su- 
preme Court.  His  son,  William  Coxe,  was  a  merchant  in  Burlington, 
N.  J.  The  son  of  William  Coxe,  Tench  Coxe,  was  a  well-known  figure 
in  public  afiairs  during  the  early  history  of  the  United  States.  He 
held  several  national  offices  and  devoted  much  time  to  encouraging  the 
growth  of  cotton,  and  it  was  to  his  recognition  of  the  value  of  the 
Pennsylvania  coal  beds  that  the  present  mercantile  position  of  the 
Coxe  family  is  largely  due.  He  formed  a  partnership  with  some  ac- 
quaintances and  acquired  some  of  this  coal  land.  His  son,  Judge 
Charles  Sidney  Coxe,  bent  most  of  his  energies  to  extending  and  uniting 
this  coal  property,  and  when  he  died,  in  1679,  the  great  estate  was  in 
an  excellent  condition,  financially  and  legally. 

Just  as  Judge  Coxe  had  his  life  work  laid  out  by  the  afiairs  left 
him  by  his  father,  so  did  his  children  find  their  labors  were  outlined 
"by  the  family  coal  properties.  Eckley  B.  Coxe,  one  of  these  sons, 
soon  became  prominent  as  their  technical  administrator,  and  his  en- 
gineering knowledge  and  experience  made  him  one  of  the  foremost 
mining  engineers  of  his  time. 

He  graduated  from  the  University  of  Pennsylvania  in  1858,  and  sub- 
sequently took  a  post-graduate  scientific  course  there.  His  early 
knowledge  of  practical  engineering  matters  was  acquired  during  the 
summers  spent  on  the  family  coal  lands,  where  he  was  often  a  member 
of  surveying  parties.  He  thus  became  acquainted  with  the  details  of 
mining  and  preparing  coal,  and  also  of  the  topographical  and  geolog- 
ical features  of  the  great  property,  so  that  when  he  b^^an  his 
technical  studies,  their  practical  import  was  apparent  to  him  from 
the  outset. 

His  progress  in  the  European  schools  was  excellent.  At  the  £cole 
Nationale  des  Mines  in  Paris,  where  he  remained  for  two  years,  he  is 
*  Memoir  prepared  flrom  papers  on  file  at  the  House  of  the  Society. 
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still  remembered,  and  bis  interest  in  tbat  institution  tbrougbout  bis 
life  -was  marked  by  many  donations  to  it.  At  Freiberg  be  became  well 
acquainted  witb  Prof.  Jnlins  Weisbacb,  and  publisbed  a  translation  of 
a  portion  of  tbe  latter*s  text-book  on  mecbanics,  wbicb  bas  long  been 
recognized  as  an  engineering  classic. 

In  1864,  be  returned  to  tbe  United  States.  He  was  tben  twenty- five 
years  of  age  and  possessed  of  a  wide  tbeoretical  knowledge  of  tbe  prin- 
ciples of  mining  engineering.  Tbe  great  coal  properties  of  tbe  family 
estate  were  tben  worked  in  part  under  leases  beld  by  large  operators, 
and  Mr.  Coxe  quietly  went  about  to  acquire  tbese  leases,  so  tbat  tbe 
entire  output  of  tbe  property  would  be  under  tbe  control  of  its  owners. 
Sucb  a  task  was  naturally  a  difficult  one,  but  it  was  gradually  ac- 
complisbed.  Tbe  Gross  Creek  Coal  Company,  of  wbicb  Mr.  Coxe  was 
president,  was  organized  to  manage  tbe  mining  operations.  Tbe  Dela- 
ware, Susqnebanna  and  Scbuylkill  Railroad  Company,  owned  by  tbe 
members  of  tbe  Cross  Creek  Company,  was  organized  to  give  tbe  col- 
lieries of  tbe  estate  an  independent  railway  connection  witb  tbe  Penn- 
sylvania, New  Jersey  Central,  Beading  and  Lebigb  Valley  systems,  so 
tbat  tbe  transportation  of  coal  to  tbe  seaboard  was  not  confined  to  a 
single  line.  A  selling  agency,  Coxe  Brotbers  &  Company,  was  incor- 
porated to  market  tbe  coal,  and  built  docks  at  Pertb  Amboy,  Buffialo, 
Milwaukee  and  Chicago.  Tbe  Coxe  Iron  Manufacturing  Company  was 
organized  to  carry  out  tbe  construction  and  repair  of  tbe  mining  and 
railway  macbinery  of  tbe  allied  companies,  and  also  took  large  outside 
contracts  for  macbinery. 

As  tbe  president  of  all  tbese  companies  Mr.  Coxe  was  naturally  a 
busy  man,  yet  be  found  time  to  give  personal  attention  to  many  otber 
matters.  Tbe  welfare  of  bis  employees  and  tbeir  families  engaged  bis 
attention  to  a  marked  degree,  and  insurance  funds,  scbools  and  otber 
evidences  of  bis  regard  for  bis  men  bave  been  frequently  described  by 
bis  biograpbers.  It  is  cbaracteristic  of  tbe  man  tbat  even  wben  labor 
troubles  were  in  progress,  and  be  was  tbe  victim  of  sympathetic  strikes, 
tbe  needy  families  of  tbe  men  wbo  were  out  found  relief  at  bis  bome. 
Wben  Franklin  B.  Gowen  was  engaged  in  putting  down  tbe  Molly 
Maguire  lawlessness,  Mr.  Coxe  was  bis  bearty  supporter  and  sbared  in 
bis  personal  danger  during  tbose  troublesome  times. 

Mr.  Coxe  was  a  Democrat  in  politics,  but  wbile  be  took  an  interest 
in  public  affairs,  be  was  not  personally  active.  He  was  elected  a  State 
Senator  at  one  time,  but  bad  conscientious  scruples  against  taking  tbe 
oatb  of  office,  and  did  not  occupy  bis  seat  until  re-elected  by^n  over- 
wbelming  majority. 

He  was  an  ardent  believer  in  fcecbnical  education  and  was  a  Trustee 
of  Lebigb  University  from  its  beginning.  In  one  of  bis  last  letters  be 
wrote  to  a  friend  tbat  be  was  living  for  two  tbings — tbis  university  and 
tbe  utilization  of  small  coal.     As  a  member  of  tbe  Pennsylvania  State 
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Commission  on  '*  Waste  of  Anthracite  Goal  "  and  of  the  Conunissionin 
charge  of  Second  Geological  Sorrej  of  Pennsylvania  he  did  much 
work,  and  aided  the  investigations  of  these  important  commissions  with 
a  lavish  expenditure  of  time,  money  and  privately  acquired  data.  In 
recent  years,  his  experiments  looking  towards  the  utilization  of  small 
coal  have  attracted  much  attention,  and  his  apparatus  for  preparing 
and  burning  it  have  been  described  frequently. 

Mr.  Coxe  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  February  7th,  1877.  He  was  one  of  the  founders  of  the 
American  Institute  of  Mining  Engineers,  and  was  actively  engaged  in 
its  management  during  twelve  ot  the  twenty-five  years  of  his  connection 
with  it,  which  terminated  only  at  his  deatli.  He  was  President  of  the 
Institute  in  1878  and  1879,  and  held  the  same  office  from  1892  to  1894  in 
the  American  Society  of  Mechanical  Engineers.  He  was  also  a  member 
of  a  large  number  of  other  scientific  and  social  clubs  in  this  country 
and  abroad. 

Mr.  Coxe  died  of  pneumonia  on  May  Idth,  1895,  after  a  short  sick- 
ness,  and  was  buried  in  a  little  churchyard  within  a  stone's  throw  of 
his  offices  in  Drifton.  His  wife,  an  invalid  for  many  years,  two 
brothers  and  a  sister,  survive  him. 


HORACE  LAFAYETTE  EATON,  M.  Am.  See.  0.  E.* 


Died  Novembbb  23d,  1895. 


Horace  LaFayette  Eaton  was  bom  in  Boston,  Mass.,  on  September 
6th,  1851.  In  1869  he  entered  the  office  of  the  City  Engineer  of  Boston 
as  rodman,  and  subsequently  became  transitman,  leveler  and  Assist- 
ant Engineer.  He  was  employed  at  one  time  or  another  on  all  branches 
of  work  done  under  the  direction  of  the  City  Engineer,*  both  in  the 
field  and  in  the  office,  so  that  when  he  was  elected  in  1887  to  the 
position  of  City  Engineer  of  Somerville,  he  was  well  qualified  for  his 
duties. 

Mr.  Eaton  had  the  reputation  of  being  a  very  careful  and  cautious 
engineer  and  a  man  of  strict  integrity.  All  of  his  plans  were  worked 
out  with  a  thorough  regard  for  every  detail.  In  the  execution  of  all 
the  public  work  constructed  under  his  supervision  he  required  honesty 
and  faithfulness,  and  no  work  which  was  not  up  to  the  standard  was 
accepted.  False  stories  were  ingeniously  circulated  by  Mr.  £aton*8 
enemies,  and  were  used  by  certain  cheap  politicians  who  wished  to 
control  the  office  for  their,  own  purposes,- and  finally  the  City 'Council 
*  Menoir  prep«red  by  Desmond  TitsOenld,  M.  Am.  Boo.  a  & 
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was  indnoed  to  order  an  inTestigation  into  the  afliurs  of  the  City 
Engineer's  office. 

The  first  hearing  had  been  held,  and  his  enemies  had  told  their 
stories,  all  of  which  were  printed  in  a  sensational  manner  by  the 
newspapers,  before  he  had  an  opportunity  to  make  any  defence.  Mr. 
Eaton,  already  oyerworked,  was  harassed  and  despondent.  The  false 
statements  made  in  public  so  worked  on  his  sensitiye  nature  that,  in  a 
fit  of  temporary  insanity,  he  took  his  own  life. 

The  act  came  as  a  terrible  shock  to  the  community.  The  people  of 
Somerville  were  sad  and  indignant,  and  requested  the  City  Council  to 
continue  the  inTestigation.  It  was  carried  on  after  his  death  in  a 
most  searching  manner,  the  result  being  that  Mr.  Eaton  was  com- 
pletely exonerated  from  every  charge,  and  those  making  the  false 
accusations  were  denounced  for  having  brought  them  against  an  inno- 
cent man  without  any  facts  on  which  to  base  them. 

Mr.  Eaton  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  February  Ist,  1898.     He  left  a  wife  and  two  children. 


JOHN  ROBERTS  GILUSS,  M.  Am.  See.  C.  E.* 


Ddbd  JtTLT  15th,  1870. 


John  Roberts  Qilliss  was  of  Maryland  ancestry,  and  was  bom  in 
Washington,  D.  C,  January  4th,  1842.  He  was  the  second  of  three 
sons  of  Capt.  James  M.  Gilliss,  U.  8.  N.,  who,  as  Lieut.  (Hlliss,  con- 
ducted a  U.  S.  naval  astronomical  expedition  to  the  southern  hemis- 
phere in  1849-52,  the  results  of  which  were  published  in  an  elaborate 
work  as  an  executive  document  of  the  83d  Congress,  and  who,  at  time 
of  his  death  in  1865,  was  in  charge  of  the  Naval  Observatory  at  Wash- 
ington. 

The  son,  John  R.  Gilliss,  had  an  unusually  precocious  intellect. 
His  brain  was  large  compared  with  his  body,  which  was  slight  and 
delicate,  although  his  appearance  and  bearing  were  in  advance  of  his 
years.  He  received  his  education  at  a  classical  school  in  Georgetown, 
D.  C,  graduating  at  the  early  age  of  fifteen,  when  his  teacher  told  his 
parents  he  could  take  him  no  farther  in  mathematics,  and  presented 
him  with  the  only  gold  medal  ever  given  in  the  school.  Being  very 
proficient  in  this  study,  he  was,  while  yet  a  boy,  a  useful  assistant  to 
his  father  in  astronomical  computations. 

In  1857  he  went  to  Peru  with  W.  W.  Evans,  M.  Am.  Soc.  C.  E., 
to  take  the  place  of  Rodman  on  a  railroad  then  being  constructed  under 
the  direction  of  that  noted  engineer.     In  a  short  time,  although  but 

«  Memoir  prepared  by  Q,  B.  Niohotoon,  M.  Am.  Soc.  0.  E. 
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sixteen  years  of  age,  he  was  promoted  to  the  charge  of  a  section  of  16 
miles  nnder  construction. 

Betnming  to  the  United  States,  he  entered  the  service  of  the  Ck>ast 
Sni'Yey  as  Aid,  and  afterwards  was  engaged  daring  the  greater  part  of 
the  Civil  War  as  a  civilian  assistant  in  the  Engineer  Department  of  the 
Army.  From  1863  to  July,  1865,  he  was  principal  Assistant  Engineer 
to  Lt.-Col.  J.  H.  Simpson,  Chief  Engineer  of  the  Department  of  the 
Ohio,  being  engaged  all  that  time  on  the  construction  of  fortifications 
in  Kentucky.  He  had  charge  of  the  completion  of  those  at  Camp 
Nelson,  and  designed  and  built  those  at  Frankfort  and  Louisville. 

At  the  close  of  the  Civil  War,  an  engineer  bureau  was  organized 
by  the  Secretary  of  the  Interior  to  take  charge  of  the  Government  in- 
terests in  the  Pacific  railroads,  and  conduct  the  work  of  a  number  of 
wagon  roads  in  the  territories  which  Congress  had  placed  in  care  of 
that  department.  Mr.  Gilliss  was  made  Principal  Assistant,  July, 
1865,  under  the  head  of  the  bureau,  Lt.-Col.  Simpson,  and  rendered 
valuable  aid  in  the  preparation  of  the  interesting  report  of  his  chief 
published  in  1865.  The  discussion  on  the  limiting  effect  of  grades  on 
railroads  found  in  that  report  was  conducted  by  Mr.  Gilliss  and  was 
one  of  the  earliest  contributions  to  that  subject  published. 

Desiring  further  experience  in  railroad  engineering,  he  took  a  posi' 
tion  in  August,  1866,  as  Assistant  to  L.  M.  Clements,  Besident  Engl 
neer  of  the  Central  Pacific  Bailroad,  in  the  Sierra  Nevadas,  the  work 
of  Mr.  Gilliss  being  principally  on  the  tunnels  of  that  section.  A  de- 
scription of  the  tunnels  of  the  Pacific  raDroads  is  found  in  a  paper  he 
read  before  the  Society  on  January  5th,  1870.* 

Having  finished  his  work  on  the  Central  Pacific  Railroad,  he  was 
employed  as  Eng^eer  in  charge  of  construction  on  the  Union  Pacific 
Eailroad,  between  Wasatch  and  Castle  Kock,  on  the  completion  of 
which  he  returned  to  New  York,  and  was  engaged  on  a  pneumatic  tun- 
nel project  in  that  city,  which  was  never  brought  to  a  successful  con- 
clusion. He  died  suddenly  of  apoplexy  of  the  brain  at  the  home  of 
his  mother  at  West  New  Brighton,  Staten  Island,  July  15th,  1870, 
aged  28  years. 

Mr.  Gilliss  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  June  2d,  1869,  and  a  Fellow  on  March  15th,  1870.  He 
was  versatile  in  his  talents;  it  is  not  out  of  place  to  say,  genius.  A 
man  of  fine  executive  ability,  he  had  the  happy  gift  of  commanding 
men  without  his  subordinates  realizing  they  were  commanded;  a 
charming  companion,  gentle  and  unobtrusive  in  manner,  but  never- 
theless dignified;  a  constant  reader  of  the  best  literature,  and,  while 
disclaiming  that  he  was  a  mathematician,  often  reading  works  of  pure 
mathematics  with  as  much  interest  as  others  would  fiction ;  and  not- 
withstanding his  mathematical  bent,  he  had  a  large  artistic  talent. 

His  early  death  prevented  his  name  from  acquiring  the  renown  as 
an  engineer  which  was  so  largely  promised. 

*  See  TransacUoni,  Vol.  I.  p.  163. 
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WILLIAM  HARRISON  GRANT,  M.  Am.  Soc.  €.  E.« 


Died  Ootobeb  12th,  1896. 


William  Harrison  Grant  died  at  his  home  in  Sing  Sing,  N.  T.,  Satur- 
day, October  12th,  1896,  aged  eighty -one  years  and  five  months,  having 
been  bom  May  15th,  1815.  He  was  descended  from  William  Grant,  a 
revolutionary  soldier  who  was  pensioned  for  his  services  in  both  the 
army  and  the  navy. 

When  nineteen  years  old,  Mr.  Grant  entered  the  New  Paltz 
Academy,  where  he  studied  mathematics  and  surveying.  He  began 
practice  in  country  surveying  and  on  the  New  York  and  Erie  Railroad, 
after  which  he  went  to  Ithaca  Academy  to  continue  his  mathematical 
studies  and  complete  his  education.  Soon  after  leaving  the  academy 
he  was  appointed  Assistant  Engineer  on  the  enlargement  of  the  Erie 
Canal  under  William  J.  McAlpine,  where  he  remained  some  eight  or 
nine  years.  During  intervals  in  his  canal  service,  he  spent  two  winters 
in  the  Legislature  at  Albany  as  Deputy  Clerk,  and  also  acted  as  assist- 
ant to  Adjutant  General  Niven.  Later  he  was  employed  as  Assistant 
Engineer  on  the  Hudson  River  Railroad  survey  under  John  B.  Jervis, 
and  before  that  road  was  completed,  he  was  appointed  Chief  Engineer 
of  the  Cleveland,  Zanesville  and  Cincinnati  Railroad,  of  which  he  con- 
structed 60  miles.  He  was  then  called  to  Washington,  D.  C,  and  took 
charge  of  a  railroad  survey  from  Georgetown  to  Hagerstown,  Md. 
This  road  was  not  built  at  the  time,  but  the  surveyed  route  was  after- 
wards occupied  by  the  Baltimore  and  Ohio  Railroad. 

Returning  to  New  York,  he  was  appointed  Superintending  Engineer 
of  Central  Park,  and  was  connected  with  the  work  until  its  completion. 
In  later  years,  he  looked  back  upon  this  portion  of  his  professional 
career  with  the  greatest  pride.  Following  his  connection  with  Central 
Park,  he  was  appointed  Superintending  Engineer  of  the  Department 
of  Public  Works  of  New  York  City,  his  charge  embracing  the  annexed 
district,  across  the  Harlem  River,  now  the  2dd  and  24th  Wards  of  the 
city.  He  afterwards  became  Constructing  Engineer  of  the  Department 
of  Public  Parks.  In  1876  Mr.  Grant  formed  a  partnership  with 
Donald  G.  Mitchell,  as  landscape  architects,  but  in  a  year  or  two  he 
accepted  an  appointment  from  the  general  government  on  the  improve- 
ment of  rivers  and  harbors  in  Maryland  and  Virginia. 

Mr.  Grant  had  a  large  and  varied  experience  in  engineering  work, 
and  in  addition  to  the  engagements  already  noted,  there  were  terms  of 
service  upon  the  Eastern  Division  of  the  Ontario  and  Western  Rail- 
road, and  the  northern  half  of  the  West  Shore  Railway.  He  also  fur- 
tdshed  the  plans  and  constructed  in  part  the  Yonkers  system  of  water 
-     *  Memoir  prepared  by  Alfred  P.  BoUer,  M.  Am.  Boo.  0.  B. 
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works.  His  last  pnblio  place  was  as  Saperintendent  of  tte  »ew  United 
States  Nayal  Observatory,  Mr.  Biohard  M.  Hant,  architect.  On  tke 
near  completion  of  the  several  buildings  under  his  charge,  he  resigned 
his  position,  retiring  in  1893  from  the  active  practice  of  his  profession, 
and  passing  the  remainder  of  his  life  at  Sing  Sing,  N.  T. 

Mr.  Grant  was  one  of  the  early  members  of  the  American  Society  of 
GivU  Engineers,  which  he  joined  on  July  2d,  1873.  In  early  life  he 
married  Miss  Mary  Locke,  of  Sing  Sing,  daughter  of  James  Locke, 
and  sister  of  Bev.  Dr.  Clinton  Locke,  of  Grace  Episcopal  Church, 
Chicago.  She  survives  him,  together  with  three  children :  Dr.  Frank 
S.  Grant,  of  New  York  City;  Mrs.  James  E.  Childs,  wife  of  the  Qen- 
eral  Manager  of  the  Ontario  and  Western  Railway,  and  Miss  Teresa 
Grant.  Mr.  Grant  was  one  of  the  very  last  of  the  old-school  engineers, 
with  whom  engineering  was  wholly  a  development  from  subordinate 
field  positions.  In  their  youth  the  technical  school  was  unknown, 
and  there  was  no  engineering  literature  to  draw  upon.  They  were 
bold  and  resourceful  men,  who  accomplished  much  in  their  day  and 
generation,  and  paved  the  way  well  for  the  great  later-day  triumphs 
of  the  profession. 

The  probity  of  character  that  attached  to  these  men  was  highly 
marked  in  Mr.  Grant,  whose  uncompromising  integrity  was  one  of  his 
strongest  characteristics,  although  coupled  to  a  most  kindly  disposi- 
tion.   

ROBERT  G.  HATFIELD,  M.  Am.  Soc.  €.  E.* 


Died  Febbuaby  15th,  1879. 


Robert  G.  Hatfield,  bom  at  Elizabeth,  N.  J.,  in  1815,  began  his 
career  as  a  carpenter  and  builder.  He  was  of  a  studious  nature,  and 
soon  fitted  himself  to  be  an  architect.  He  designed  a  number  of 
structures,  chiefly  warehouses  and  shops,  but  achieved  his  reputation 
as  an  architectural  eng^eer.  His  designs  for  complete  buildings  have 
been  criticized  as  not  highly  artistic  in  character,  but  sometimes  very 
ingeniously  planned  and  always  well  executed.  In  the  technicalities 
of  his  profession,  however,  he  was  regarded  as  a  recog^nized  authority, 
and  as  his  spare  time  for  some  years  was  spent  in  making  experiments 
on  the  strength  of  building  materials  with  a  testing  machine  of  Ms 
own  invention,  he  acquired  a  large  amount  of  data  on  this  subject.  He 
was  a  painstaking  investigator  of  matters  relating  to  the  computation 
of  stresses,  and  among  his  books  is  one  on  *<The  Theory  of  Transverse 
Strains  and  its  Application  in  the  Construction  of  Buildings.  '*  In  this 
book  are  a  large  number  of  original  tables  based  on  the  results  of 'if 
*  Memoir  prepared  from  papers  on  file  at  the  Hooae  of  tlie  Societj. 


Digitized  by  VjOOQIC 


MBMOIK  OP  KOBIfAK  JAMES  NICHOLS.  559 

inyeAtigations.  An  aocount  of  some  of  his  experiments  with  stones  of 
Tarions  classes  is  given  in  a  paper  presented  bj  him  to  this  Society  at 
its  fonrth  annual  convention  and  printed  in  the  second  volume  of 
Transactions  under  the  title  of  <*  Experimental  Tests  of  Building 
Btones."  Among  his  earlier  books  was  one  entitled  '*  The  American 
House  Carpenter,"  which  had  a  considerable  sale  fifty  years  ago. 

As  a  designer  of  structural  work,  Mr.  Hatfield  was  frequently  con- 
sulted by  other  architects,  his  best  known  work  probably  being  the 
arched  roof  of  the  Grand  Central  Station  at  New  York  City.  He  was 
also  frequently  retained  as  a  referee  in  disputed  subjects,  and  was  em- 
ployed by  Andrew  H.  Green,  when  Comptroller  of  New  York,  to 
estimate  the  value  of  the  work  actually  done  on  the  County  Court 
House  in  that  city  by  the  contractors  in  the  Tweed  ring. 

Mr.  Hatfield  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  December  4th,  1867.  He  was  one  of  the  earliest  mem- 
bers of  the  American  Institute  of  Architects  and  an  earnest  worker  in 
advancing  its  growth  and  influence.  He  gave  up  much  time  to  its  af- 
fairs, acting  as  Treasurer  for  many  years  and  serving  as  President 
of  the  New  York  chapter  for  some  time.  Among  his  papers  presented 
to  that  body  were  two  advocating  improvements  in  construction  tend- 
ing to  diminish  danger  from  fires,  a  subject  to  which  he  paid  much 
attention. 

Mr.  Hatfield  died  in  Brooklyn  on  February  15th,  1879. 


NORMAN  JAMES  NICHOLS,  M.  Am.  Soc.  G.  £.* 


Died  Afbil  8th,  1896. 


Norman  James  Nichols  was  bom  in  Essex,  Vt.,  December  3d,  1885. 
He  graduated  from  the  Chittenden  County  Institute  at  that  place  in 
1858,  having  taken  a  course  in  engineering,  and  intended  to  go  West 
immediately  to  engage  in  railroad  work.  These  plans  had  to  be  aban- 
doned, however,  and  until  1862,  he  was  engaged  as  carpenter  and  build- 
ing contractor  in  Essex  and  neighboring  towns.  In  August,  1862,  he 
enlisted  with  the  Second  Vermont  infantry  and  served  in  many  severe 
engagements,  being  wounded  at  the  Wilderness.  In  May,  1865,  he 
was  honorably  discharged,  and  began  work  again  as  a  contractor  for 
buildings  and  highway  bridges  in  Essex.  He  followed  this  business 
for  about  eight  years,  with  occasional  intermissions  during  which  he 
was  engaged  as  draftsman  or  superintendent  in  manufacturing  estab- 
lishments. 

In  the  winter  of  1873-74  Mr.  Nichols  moved  to  Worcester,  Mass., 
and  became  associated  with  the  firm  of  Buttrick  &  Wheeler,  with 
*  M«moir  prepared  from  papera  on  fllo  at  the  House  of  the  Society. 
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whom  he  remained  for  three  years.  This  firm  had  a  general  engineer* 
ing  practice  at  that  time,  and  was  engaged  in  laying  oat  the  sewerage, 
sewage  disposal  and  water  systems  for  the  large  State  Lnnatio  Asylum 
in  Worcester;  surveys  for  extensions  of  the  Worcester  and  Shrewsbury 
Railroad;  the  location  of  the  Connecticut  Valley  Railroad,  a  narrow- 
gauge  line  from  New  Haven,  Conn.,  to  Turners  Falls,  Mass.,  and  gen- 
eral city  surveying.  In  1878,  Mr.  Nichols  was  in  charge  of  the  con- 
struction of  a  water-power  dam  at  Cherry  Valley,  Mass.,  to  replace  a 
structure  destroyed  by  the  Lynde  Brook  Reservoir  disaster,  which 
forms  the  subject  of  a  report  in  TranMoclionSf  Volume  V,  page  244. 

In  February,  1879,  Mr.  Nichols  went  to  the  Republic  of  Colombia 
to  take  part  under  Daniel  M.  Wheeler  in  the  surveys  and  construction 
of  the  Magdalena  Railroad,  about  30  miles  long,  connecting  the  naviga- 
ble  reaches  of  the  Lower  and  Upper  Magdalena  River  around  the  falls  at 
Honda.  In  about  a  year  the  company  engaged  in  the  work  failed,  and 
he  returned  to  the  United  States.  In  July,  1881,  he  was  engaged  by 
F.  J.  Cisneros,  M.  Am.  Soc.  C.  E.,  to  take  the  place  of  an  eng^eer  re- 
tiring from  the  staff  working  on  the  Antioquia  Railroad,  a  125-mile  line 
from  Puerto  Berrio  to  Medellin,  and  was  soon  appointed  Chief  £ng- 
gineer  of  that  undertaking.  From  April,  1882,  to  May,  1886,  he  was 
Chief  Engineer  of  the  La  Dorada  Railroad,  and  afterward,  up  to  the 
time  of  his  death  on  April  8th,  1896,  was  engaged  in  general  engineer- 
ing and  mining  work  in  the  vicinity  of  Honda,  Republic  of  Colombia. 

Mr.  Nichols  was  elected  a  Member  of  the  American  Society  of  Civil 
Eng^eers  on  December  5th,  1888. 


ALBERT  FRANKLIN  NOYES,  M.  Am.  Soc  C.  £.* 


Died  October  12th,  1896. 


Albert  F.  Noyes,  son  of  George  H.  Noyes,  was  bom  in  South  Boston 
in  1850.  The  family  removing  to  Melrose,  he  was  educated  in  the 
public  schools  at  that  place,  and  prepared  for  his  special  career  at  the 
Lawrence  Scientific  School  of  Harvard  University,  Cambridge,  Mass. 
From  July,  1871,  to  November,  1873,  he  was  an  Assistant  in  the  office  of 
Ernest  W.  Bowditch,  Jun.  Am.  Soc.  C.  E.,  and  Mr.  Charles  H.  Bate- 
man,  engaged  chiefly  on  topographical  surveying  and  landscape  archi- 
tecture. Subsequently  he  was  Principal  Assistant  to  Mr.  Frederic 
Schoff,  City  Engineer  of  Newton,  Mass.,  and  from  March,  1875,  to 
February,  1876,  was  Acting  City  Engineer  of  that  place. 
•  Memoir  prepared  by  H.  D.  Wuod«,  M.  Am.  Boo.  0.  S. 
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He  was  appointed  City  Engineer  of  Newton  in  February,  1876,  and 
filled  that  position  for  seyenteen  years.  During  this  long  term  of 
office  the  deyelopment  of  the  city  constantly  increased  the  demands 
made  npon  the  office.  Besides  having  charge  of  aU  the  city  surveying, 
making  all  plans  for  public  works,  the  City  Engineer  had  the  laying 
out  of  all  works  on  the  highways  and  had  to  keep  the  accounts  of  all 
highway  expenses,  and  was  engineer  of  the  Water  Board.  In  1882  he 
was  appointed  Plumbing  Inspector  for  the  Board  of  Health,  which 
position  he  filled  for  several  years,  remodeling  the  plumbing  reg^ula- 
tions.  In  1882-83  he  was  called  upon  by  the  Public  Property  Com- 
mittee to  make  a  sanitary  survey  of  all  the  school  houses,  and  designed 
and  executed  plans  for  heating  and  ventilating  several  of  the  old  build- 
ings. He  mapped  out  a  proposed  plan  for  a  376-acre  park  in  the  cen- 
tral part  of  the  city.  He  inaugurated  a  system  of  highway  accounts, 
whereby  the  actual  cost  of  each  class  of  work  was  kept  distinct,  thus 
enabling  him  to  make  accurate  estimates  of  any  work  proposed  to  be 
done  by  the  Department.  In  1884  he  made  a  sanitary  inspection  of 
the  city  with  reference  to  sewer  requirements,  and  in  1887,  with  mem- 
bers of  the  city  government,  visited  the  separate  system  of  sewers  as 
constructed  in  various  towns  and  cities  in  New  Jersey  and  Pennsyl- 
vania, also  Pullman,  111.  In  1890  he  made  a  comprehensive  report  on 
a  separate  system  for  the  city  of  Newton,  which  included  130  miles, 
estimated  to  cost  $1  750  000,  or  an  average  of  $2  56  per  foot.  The 
system  was  adopted  and  construction  commenced  the  following  year, 
over  40  miles  being  built  under  his  administration.  In  1889  in  con- 
nection with  Alphonse  Fteley,  M.  Am.  Soc.  C.  E. ,  as  Consulting  Engi- 
neer, he  made  a  report  on  the  additional  water  supply  for  the  -city  of 
Newton,  and  also  on  a  high-service  system.  In  1892  the  additional  supply 
work  was  carried  out  by  building  a  covered  filtering  conduit  and  the 
first  covered  masonry  reservoir  in  this  section  of  the  country.  In  1892 
in  connection  with  Mr.  Edward  Buss,  he  made  an  exhaustive  report 
on  a  system  of  surface  drainage  for  the  whole  city,  which  included 
the  improvement  of  the  various  brooks,  forming  a  series  of  parkways 
through  the  city.  Nearly  one  mile  of  Cheese  Cake  Brook  was  straight- 
ened and  deepened  and  laid  out  with  drives  on  either  side  under  this 
proposed  improvement.  Early  in  1893  in  connection  with  Charles  A. 
Allen  and  George  S.  Bice,  Members  Am.  Soc.  C.  E.,  he  reported  on  a 
plan  for  abolishing  the  various  crossings  on  the  Boston  and  Albany 
Railroad  through  the  city.  Plans  for  several  miles  of  boulevard  120 
ft.  wide  were  prepared  the  same  year,  but,  owing  to  legal  questions, 
actual  work  was  not  begun  during  his  administration. 

On  July  24th,  1893,  Mr.  Noyes  resigned  his  position  as  City  Engi- 
neer of  Newton  to  accept  the  position  of  Assistant  Chief  Engineer  of 
the  Massachusetts  State  Board  of  Health,  to  make  a  special  study  of 
the  ground-water  supplies  of  the  State.      During  1893,  1894  and  1895 


Digitized  by  VjOOQIC 


562  MEMOIR  OF  ALBERT   FRANKLIN   NOTES. 

he  examined  and  reported  on  the  water  supply  of  forty  or  fifty  places 
in  Massachusetts.  He  also  investigated  the  availability  of  the  Ipswich 
and  Shawsheen  Rivers  and  the  water-shed  of  the  Oharles  Biver  for  a 
portion  of  the  metropolitan  supply.  From  1886  to  1889  he  investigated 
and  reported  on  systems  of  ground-water  supply  for  the  cities  of 
Maiden  and  Brockton  and  the  towns  of  Beading  and  Medford.  and  also 
on  the  distributing  system  for  the  Milford  Water  Company. 

In  1894  he  was  appointed  by  the  Governor  a  member  of  the  Metro- 
politan  Sewer  Commission,  to  succeed  Mr.  Harvey  N.  Colligan.  This 
was  an  especially  appropriate  appointment,  as  from  its  start  Mr. 
Noyes  had  been  conversant  with  the  work  and  plans  of  the  metro- 
politan  sewer  construction,  and  the  requirements  of  the  outlying  dis^ 
tricts,  the  city  of  Newton  being  one  of  the  first  to  connect  with  the 
system.  In  1895  he  was  elected  to  represent  his  vrard  in  the  Board  of 
Aldermen  of  the  city  of  Newton,  and  was  appointed  on  the  Highway 
Committee  and  Chairman  of  the  Sewer  Committee. 

He  closed  his  connection  with  the  State  Board  of  Health,  and  in 
February,  1895,  formed  a  partnership  with  Allen  Hazen,  Assoc.  M. 
Am.  Soc.  C.  £.,  under  the  firm  name  of  Noyes  &  Hazen,  making  a 
specialty  of  sewer  and  water- works  investigations  and  construction. 
In  the  line  of  water  supply  this  firm  made  investigations,  surveys 
or  reports  for  Austin,  Tex. ;  Far  Eockaway,  Xi.  I. ;  Menominee,  Mich. ; 
Columbus,  Cleveland  and  Painflsville,  O.;  Harrisburg  and  Du  Bois, 
Pa. ;  Jersey  City,  N.  J. ;  Ashland,  Wis. ;  Indianapolis  and  Princeton, 
Ind. ;  Qreenfield,  Munson,  Lynn  and  Adams,  Mass. ;  and  for  a  high 
service  supply  for  Lawrence,  Mass. ,  and  Hartford,  N.  T.  In  the  line 
of  sewerage  it  was  connected  with  the  design  or  construction  of  sewer 
systems  in  Altoona,  Pa. ;  Plainfield,  N.  J. ;  Vassar  College,  Pough- 
keepsie,  N.  T. ;  Spencer,  Quincy  and  Melrose,  Mass. 

Mr.  Noyes  showed  remarkable  abUity  and  excellent  judgment. 
He  was  a  broad-minded  public  official,  and  a  very  careful,  con- 
scientious worker,  adhering  strictly  to  the  course  which  he  considered 
best  for  the  city.  He  was  a  constant  student,  and  never  undertook 
any  work  without  examining  the  subject  from  all  sides,  and  ascer- 
taining how  to  obtain  the  best  results  with  the  least  expenditure  of 
public  funds.  As  an  example  of  this,  when  the  work  was  commenced 
on  the  Newton  sewer  construction,  and  the  various  pipe  dealers  had 
made  a  combination  and  fixed  prices,  he  visited,  with  the  Chairman  of 
the  Sewer  Committee,  the  principal  pipe  yards  in  the  Akron  and  Ohio 
Biver  districts,  St.  Louis  and  the  Potomac  Valley,  to  ascertain  the 
ability  of  the  yards  to  furnish  the  material  required,  and  to  get  infor- 
mation which  would  allow  him  to  better  judge  the  quality  of  the  pipe 
required.  He  was  able  in  this  way  to  make  contracts  with  firms  out- 
side the  combination,  and  to  get  some  of  the  best  pipe  that  was  ever 
used  in  an  eastern  market  at  a  considerable  saving  to  the  city.    What- 


Digitized  by  VjOOQIC 


MEMOIR  OF  HENRY  WARD  BEEGHER  PHIKKET.  563 

ever  matters  were  brought  to  his  attention  were  thoroughly  inyesti- 
gated,  and  whatever  knowledge  was  required  outside  of  his  own 
experience  was  carefully  looked  up,  and  the  advice  of  the  best 
authorities  sought  before  settling  on  a  definite  policy. 

He  was  generous  and  kind,  had  a  pleasant  greeting  for  everyone, 
and  would  listen  patiently  and  attentively  to  all  grievances  brought 
to  his  attention,  endeavoring  to  give  everyone  justice,  and  to  repair 
all  apparent  wrongs  which  might  be  caused  to  private  individuals 
through  the  carrying  out  of  public  works.  By  his  death  the  city  of 
Newton  lost  a  valuable  public-spirited  official  and  citizen,  who  was 
ever  mindful  of  the  welfare  and  development  of  the  city.  The  State 
lost  a  valuable  adviser,  and  the  engineering  profession  one  of  its  most 
prominent  members,  he  being  considered  one  of  the  foremost  engi- 
neers in  his  specialty.  He  was  regarded  as  an  expert  in  matters  of 
ground-water  supply  and  sewerage,  his  advice  being  sought  from 
various  parts  of  the  United  States. 

Mr.  Noyes  was  elected  a  member  of.  the  American  Society  of  Civil 
Engineers  on  December  3d,  1884.  He  was  a  Member  and  Past-Presi- 
dent of  the  Boston  Society  of  Civil  Engineers,  and  at  fche  time  of  his 
death  was  Vice-President  of  the  Massachusetts  Highway  Association. 
He  was  President  of  the  Now  England  Water-Works  A^ssociation  for 
the  years  1890  and  1891.  He  leaves  a  widow,  one  son  and  two 
daughters.  . 

HENRT  WARD  BEECHEB  FHINNET,  M.  Am.  Soe.  €.  E."^ 


Died  November  22d,  1888. 


Henry  Ward  Beecher  Phinney  was  bom  in  Jay,  Me.,  January  28th, 
1854. 

In  May,  1875,  he  entered  the  office  of  Shedd  &  Sawyer,  Civil  En- 
gineers, in  Boston,  Mass.,  as  student  and  apprentice,  and  was  em- 
ployed on  the  construction  of  water- works  at  Newton,  Mass.,  and  in 
charge  of  pile-driving  on  the  main  sewer  at  Brookline,  Mass. 

From  1878  to  1882  he  was  employed  under  Howard  A.  Carson, 
M.  Am.  Soc.  C.  E.,  on  the  construction  of  the  improved  sewer  system 
of  Boston,  Mass..  as  Assistant  Eng^eer  and  Foreman,  having  charge 
of  many  important  structures.  In  March,  1882,  he  took  charge  of  the 
construction  of  the  receiving  well  for  the  Indianapolis,  Ind.,  Water 
Company,  12  ft.  in  diameter  and  30  ft.  deep,  through  saturated  gravel 
on  the  bank  of  White  Biver,  under  the  direction  of  J.  J.  R  Croee, 
M.  Am.  Soc.  C.  E.  On  the  completion  of  this  work  he  was  employed 
«  Memoir  prepwed  by  J.  J.  E.  OroM,  M.  Am.  Soo.  C  B. 
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by  Mr.  Croes  as  Resident  Engineer  of  the  oonstraotion  of  the  water- 
works at  Princeton,  N.  J.,  and  afterwards,  from  1883  to  1886,  as  Besi- 
dent  Engineer  of  the  Snbnrban  Rapid  Transit  Company,  haying 
charge  of  the  snrveys  and  the  conatraction  of  the  Harlem  Biver 
Bridge,  and  the  brick  and  iron  viadnots  in  Morrisania,  New  York 
City. 

Pulmonary  disease  compelled  him  to  resign  this  position  on  De- 
cember 1st,  1886,  and  he  went  to  Pasadena,  Cal.,  where  he  died  on 
November  22d,  1888. 

Mr.  Phinney  was  accurate  and  painstaking  in  all  his  work,  uid  was 
«n  excellent  organizer  and  superintendent  of  labor,  a  good  drafts- 
man and  computer,  and  a  rigid  and  at  the  same  time  judicious  super- 
Tisor  of  the  construction  of  works. 

He  became  a  Member  of  the  Boston  Society  of  Civil  Engi&eers  in 
October,  1879,  and  of  the  American  Society  of  Civil  Engineers  on 
January  7th,  1885.  

THOMAS  PBOSSEB,  M.  Am.  Soc.  €.  E.* 


Died  Septembbb  15th,  1870. 


Thomas  Prosser  was  educated  in  England  as  a  civil  and  mechanical 
engineer  and  architect,  and  practiced  his  profession  for  some  time 
previous  to  his  removal  to  the  United  States,  which  took  place  about 
35  years  ago.  In  this  country  he  has  been  better  known  as  a 
mechanical  engineer  and  inventor,  and  was  for  several  years  engaged 
in  the  manufacture  of  boiler  tubes. 

An  acquaintance  which  he  formed  with  the  proprietor  of  Krupp's 
celebrated  steel  works  at  Essen,  Prussia,  whUe  visiting  the  London 
Exhibition  of  1851,  resulted  in  the  appointment  of  Mr.  Prosser  to  the 
American  agency  of  those  works,  which  he  held  until  his  decease.  For 
several  years  past  Mr.  Prosser  was  the  only  agent  remaining  in  position 
from  among  those  who  had  received  appointment  by  the  personal 
selection  of  Mr.  Krupp. 

In  the  autumn  of  his  life  Mr.  Prosser  became  a  member  of  the 
American  Society  of  Civil  Engineers  and  Architects  soon  after  its  re- 
organization in  1867,  his  name  being  the  tenth  in  order  on  the  roll  of 
new  members. 

He  brought  into  our  circle  a  thoughtful,  inventive  and  methodical 
mind,  well  stored  with  useful  knowledge,  and,  disciplined  by  long  ex- 
perience and  culture,  soon  took  a  prominent  place,  and  was  during  his 
entire  membership  thoroughly  identified  with  the  growth  and  welfiffe 

•  Memoir  prepmred  by  Mestrf .  Jacob  M.  Clark,  John  F.  Ward  and  A.  W.  OraTOD,  U  1870, 
but  neTor  pabliBhed. 
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of  the  Society.  His  name  is  oonneoted  with  many  of  the  important 
business  committees  which  have  been  formed,  and  for  nearly  a  year 
preceding  his  decease  he  was  a  member  of  the  Board  of  Direction. 
His  dnties  were  always  assumed  without  ostentation,  and  most  faith- 
fully and  punctually  discharged.  The  minutes  show  that  no  liying 
member  has  been  for  the  same  period  a  more  constant  attendant  on  our 
meetings,  and  his  colleagues  in  committees  and  on  the  Board  remember 
that  his  place  was  never  vacant  unless  when  he  was  detained  by 
infirmity,  and  that  he  always  came  thoroughly  prepared  for  business. 
His  sincere  convictions  and  thorough  discipline  made  him  a  tenacious, 
though  always  courteous  and  manly,  opponent,  and  as  an  ally,  staunch 
and  reliable. 

The  published  TroTisadioTis  of  the  Society  are  enriched  by  an  inter- 
esting article  from  his  pen,  illustrating  a  highly  ingenious  method  and 
apparatus  of  his  invention  for  the  conservation  of  heat  in  distillation. 

Few  members  have  bestowed  a  more  liberal  share  of  honest  and 
earnest  effort  upon  the  business  of  the  Society  than  Mr.  Frosser. 

With  less  of  evil  to  "live  after  him  "  than  can  be  said  of  most  men, 
his  spotless  record  may  well  be  our  just  pride,  so  that  the  good  may 
not  be  *•  buried  with  his  bones." 

Thb  Committee  recommends  the  following  preamble  and  resolu- 
tions : 

Whereas,  The  American  Society  of  Civil  Engineers  and  Architects, 
by  decree  of  that  Divine  Power  whose  mandates  aD  must  obey  at  the 
appointed  time,  has  been  deprived  of  a  valued  and  honored  member 
and  officer,  skilful  and  disting^shed  in  his  calling,  able  and  intrepid 
in  counsel,  a  genial  and  sympathizing  friend,  worthy  in  all  the  rela- 
tions of  life;  therefore 

Resolved,  That  we  tender  to  the  surviving  family  and  friends  of  the 
late  Thomas  Frosser  our  cordial  sympathy  and  condolence. 


WILLABD  SMITH  POPE,  M.  Am.  Soc.  C.  E.* 


Died  Ootobbb  10th,  1895. 


Willard  Smith  Pope  was  bom  on  January  16th,  1882,  in  the  then 
village  of  Rome,  N.  Y.  He  was  the  son  of  Dr.  G.  W.  Pope,  a  physi- 
cian and  a  man  of  standing  in  the  community.  His  early  life  was 
spent  in  Bome,  where  he  attended  school  and  prepared  for  college. 
He  entered  Hamilton  College,  Clinton,  N.  T.,  in  1847,  and  graduated 
•  Memoir  prepared  by  George  8.  Morieon,  Put-President  Am.  Soc  O.  B. 
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in  1851,  at  the  early  age  of  nineteen.  After  fpradnation  he  went  to 
BofTalo,  where  he  studied  law,  and  was  admitted  to  the  bar  after  a 
single  year  of  hard  work.  The  early  labor  by  which  he  had  acoom- 
plished  this  result  at  a  period  when  boys  are  often  still  at  school  now 
told  upon  him,  and  his  health  gave  way.  He  left  BnffiEdo,  returned  to 
his  father's  home  in  Rome,  and  spent  several  months  in  the  open  air, 
under  the  general  care  of  his  father. 

Feeling  that  his  health  required  an  outdoor  life,  he  obtained  a  poai- 
tion  in  the  engineer  corps  of  the  European  and  North  American  Bail- 
way,  and  spent  the  fall  of  1852  and  the  following  winter  in  the  woods 
of  New  Brunswick  and  Maine.  This  was  the  beginning  of  his  work  as 
an  engineer,  and  he  decided  to  abandon  the  law  and  make  engineering 
his  profession.  He  next  spent  the  larger  part  of  a  year  in  the  Astor 
Library  in  New  York  City,  laying  a  theoretical  groundwork  for  his  new 
profession.  In  1853  he  went  to  the  West,  and  worked  for  the  Illinois 
Central  Railroad  on  the  location  of  its  line  in  Southern  Illinois.  From 
there  he  wenfc,  in  1854,  to  the  Galena  and  Chicago  Union  Railroad, 
which  became  the  Chicago  and  Northwestern  Railway  in  1864  by  a  con- 
solidation with  other  lines.  He  remained  there  until  the  latter  part  of 
1864,  and  during  the  last  four  or  fiye  years  he  held  the  position  of  Chief 
Engineer. 

It  was  while  there  that  he  was  called  on  to  do  his  first  important 
work  in  bridge  building.  The  bridge  across  the  Mississippi  River  at 
Clinton  was  the  second  bridge  across  that  river,  the  only  earlier  one 
being  the  old  Rock  Island  bridge,  the  piers  of  which  were  founded  on 
rock  in  shallow  water.  No  such  rock  existed  at  Clinton,  and  the  river 
was  narrow  and  exceptionally  deep.  Mr.  Pope  used  pile  foundations, 
which  have  since  become  the  standard  practice  on  the  upper  Mississippi 
for  all  the  piers  except  the  pivot  piers,  and  founded  the  pivot  pier  on 
a  timber  crib  400  ft.  long,  which  not  only  carried  the  pier,  but  formed 
the  draw  protection.  The  same  pier  is  still  in  good  condition  on  the 
same  foundation. 

The  draw  of  the  Clinton  Bridge  was  the  first  iron  draw  of  import- 
ance built  in  the  West ;  it  consisted  of  two  spans  of  Bollman  trusses 
hung  by  hog  chains  from  a  central  tower;  it  was  built  by  contract  by 
the  Detroit  Bridge  and  Iron  Works.  This  contract  shaped  the  re- 
mainder of  Mr.  Pope's  life.  He  resigned  his  position  as  Chief  Engi- 
neer of  the  (Galena  and  Chicago  Union  Railroad,  associated  himself 
with  the  Detroit  Bridge  and  Iron  Works,'and  was  elected  a  Director  of 
that  company  on  February  9th,  1866.  He  opened  an  office  in  Chicago 
and  remained  there  a  year  as  the  representative  of  the  bridge  works  ; 
he  then  went  to  Detroit  and  took  direct  charge  of  the  engineering  de- 
partment. On  May  7th,  1869,  he  was  elected  Resident  of  the  company, 
and  held  this  office  until  his  death. 

Mr.  Pope's  connection  with  this  company,  covering  a  period  of 
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nearly  80  years,  so  completely  identified  the  man  and  the  corporation 
that  no  life  of  Mr.  Pope  is  complete  which  does  not  include  a  history 
of  the  bridge  works.  The  Detroit  Bridge  and  Iron  Works  was  in- 
corporated in  the  year  1868,  and  sncceeded  to  the  bnsiness  of  the 
bridge-bnilding  firm  of  Charles  Kellogg  &  Co.,  this  firm  consisting 
of  Mr.  Charles  Kellogg,  now  deceased,  and  Mr.  William  C.  Colburn, 
who  is  still  treasurer  of  the  company.  As  early  as  1861  this  firm  had 
constracted  iron  bridges  on  the  Illinois  Central  Railroad  and  on  the 
Galena  and  Chicago  Union  Bailroad ;  they  were  of  the  BoUman  pat- 
tern, and  may  be  considered  the  pioneer  iron  bridges  built  in  the 
West. 

From  February,  1866,  to  the  time  of  his  death,  with  occasional  short 
Tacations,  Mr.  Pope  gave  the  most  thorough  personal  supervision  to 
all  the  work  constructed  by  this  company.  In  1866  the  Detroit  Bridge 
and  Iron  Works  took  the  contract  for  the  superstructures  of  the  bridges 
at  Burlingten  and  at  Quiney,  these  being  the  first  two  all-iron  bridges 
built  across  the  Mississippi  River  ;  they  also  contained  the  first  draw 
bridges  of  what  may  be  called  modem  dimensions,  and  Mr.  Pope's 
ability  as  an  engineer  was  strikingly  illustrated  in  the  special  features 
of  these  draws  ;  their  turn- tables  were  far  in  advance  of  others  built  up 
to  that  time,  and  they  were  equipped  with  a  system  of  lifting  cams  at 
the  ends  which  are  still  as  good  as  anything  in  use  ;  both  these  bridges 
were  opened  for  traffic  in  1868. 

In  1869  and  1870  the  Detroit  Bridge  and  Iron  Works  built  the 
bridge  across  the  Mississippi  River  at  Hannibal,  taking  the  entire 
contract  for  both  substructure  and  superstructure,  the  first  time  this 
had  been  done  on  any  great  western  bridge.  Subsequently  the  same 
company  took  the  contract  for  the  bridge  across  the  Missouri  River  at 
St.  Joseph,  which  was  opened  in  1878,  building  the  entire  substruct- 
ure and  superstructure.  Col.  Eddy  D.  Mason,  M.  Am.  Soc.  C.  £., 
was  the  chief  engineer  of  both  of  these  bridges,  and  they  are  both 
monuments  of  the  skill  of  the  eng^eer  proper  and  the  engineering 
contractor.  Although  no  complete  bridges  of  equal  magnitude  were 
subsequently  built  by  the  Detroit  Bridge  and  Iron  Works,  the  com- 
pany has  continued  steadily  in  the  bridge  business,  confining  itself 
principally  to  superstructure.  Its  shops  at  Detroit  have  always  ranked 
among  the  best  class  of  bridge  shops,  and  engineers  have  always  felt 
that  Mr.  Pope  intended  to  furnish  the  best  work  his  shops  could 
produce. 

Among  the  last  important  works  constructed  by  this  company  may 
be  mentioned  the  Ferris  Wheel  for  the  World's  Columbian  Exposi- 
tion and  the  steel  gates  for  the  new  lock  on  the  St.  Mary's  Falls  Canal. 

Socially  Mr.  Pope  was  one  of  the  most  delightful  of  men.  Always 
ohary  about  asserting  himself,  he  had  to  be  drawn  out;  but  the  draw- 
ing  process   disclosed    his  possession  of  a  fund    of  the  quaintest 
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humor,  which  became  on  occasions  exceedingly  bright  and  sparkling. 
He  was  espeoiaUj  happy  in  a  certain  affectation  of  cynicism  whidi 
was  oddly  at  variance  with  his  real  habit  of  thought,  and  used  it  very 
effectively  in  the  puncturing  of  shams,  which  was  somewhat  of  a  passion 
with  him.  He  was  always,  however,  tenderly  careful  of  the  feelings 
of  others,  and  resented  with  a]  1  the  force  of  his  really  strong  nature 
the  reckless  habit  into  which  so  many  have  fallen  in  recent  years  of 
kifling  in  speech  and  otherwise  with  the  reputation  of  others.  He 
was  not  given  as  a  rule  to  impassioned  utterance;  but  those  who  knew 
him  best  will  recall  more  than  one  occasion  when  he  indulged  in  it  in 
denunciation  of  criticisms  upon  individuals  which  he  deemed  unwar- 
ranted, inexcusable  and  slanderous. 

Mr.  Pope  loved  the  quiet  of  his  home  and  the  companionship  of 
those  dearest  to  him.  In  that  circle  he  was  both  loved  for  his  earnest 
affectionate  g^dance  as  husband  and  father,  and  respected  and  looked 
up  to  for  his  wisdom,  his  learning,  his  keen  sense  of  justice,  and  his 
generous  appreciation  of  all  with  whom  he  was  closely  associated.  In 
the  life  of  his  own  home  the  brightest  and  sweetest  parts  of  his  char- 
acter were  apparent.  His  life  was  entirely  free  from  those  unfortunate 
deficiencies  of  character  and  want  of  self  control  that  often  wear  out 
the  cheer  and  affection  which  are  the  necessary  conditions  of  all  true 
home  life.  His  presence  brought  protection  and  happiness  to  his 
family  and  filled  his  home  with  cheerfulness  and  light. 

He  loved  and  was  well  acquainted  with  the  best  English  literature, 
and  this,  with  an  unusual  memory  and  facility  of  quotation,  made  him 
a  most  agreeable  and  instructive  companion.  During  his  residence  in 
Detroit  he  was  much  sought  after  as  a  bright  and  witty  speaker  at 
public  dinners. 

Mr.  Pope  was  married  three  times  :  In  1856  to  Miss  Harriet  L.*  Bis- 
sell,  daughter  of  Dr.  Emory  Bissell  of  Norwalk,  Conn. ;  she  died  in  the 
following  year.  In  1861  he  married  Miss  Julia  Bissell,  a  sister  of  Ms 
first  wife  ;  she  died  in  1872.  In  1882  he  married  Mrs.  Martha  E.  Pat- 
terson, widow  of  Philo  M.  Patterson  of  Detroit  and  daughter  of  W.  B. 
A.  Bissell,  Bishop  of  Vermont,  who  survives  him.  He  leaves  three 
daughters  and  one  son,  all  of  whom,  with  his  widow,  reside  in  Detroit 
His  son,  Willard  Pope,  has  followed  his  father's  profession,  and  is  now 
an  engineer  with  the  Detroit  Bridge  and  Iron  Works. 

Mr.  Pope  became  a  member  of  the  American  Society  of  Civil  En- 
gineers August  7th,  1872;  he  was  elected  a  Director  in  January,  1893» 
and  had  nearly  completed  his  term  of  office  at  the  time  of  his  death. 
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JAMES  CLARENCE  POST,  M.  Am.  Soc.  C.  E.* 

Major,  Corps  of  Engineers,  U.  S.  Army. 


Died  Januaby  6th,  1896. 


James  Clarence  Post  was  born  at  Newbnrgh,  N.  Y.,  July  30th,  1844. 
In  1861  he  entered  the  Military  Academy  at  West  Point,  and  on  gp*adna- 
ting  fonr  years  later  was  appointed  Second  Lieutenant  in  the  Artillery. 
He  was  soon  promoted  to  First  Lieutenant  and  transferred  to  the 
Corps  of  Engineers,  with  which  he  was  afterward  connected  until  his 
death.  After  acting  for  a  short  time  as  Assistant  Engineer  in  the  im- 
provement of  government  works  in  New  England,  he  was  appointed 
Assistant  Professor  of  Mathematics  at  the  Military  Academy  at  West 
Point,  where  he  remained  for  four  years.  The  next  three  years  were 
spent  with  the  engineer  battalion  at  Willet's  Point,  N.  Y.  From  June, 
1874,  to  November,  1882,  he  was  Assistant  Engineer  under  Lieutenant* 
Colonel  Gillmore,  and  in  temporary  charge  of  his  works  to  April,  1883. 
The  next  four  years  were  spent  in  charge  of  river  improvements  in 
several  states. 

In  May,  1887,  Major  Post  was  transferred  to  Washington  as  assistant 
to  the  Chief  of  Engineers,  and  in  July,  1889,  he  became  Military 
Attach^  to  the  United  States  Legation  at  London.  In  July,  1891,  he  was 
a  delegate  to  the  Geographical  Congress  at  Berne,  Switzerland,  and 
in  1893  attended  the  International  Maritime  Congress  held  in  London. 

From  February,  1894,  to  December,  1895,  Major  Post  was  in  charge 
of  important  works  in  the  Northwest.  The  large  jetty  at  the  mouth  of 
the  Columbia  Biver  was  completed  under  his  supervision,  and  his 
work  in  1894,  during  a  great  flood  in  that  river,  when  the  Cascades- 
Canal  was  in  danger  of  serious  injury,  was  highly  commended  by  an 
examining  board  composed  of  General  William  P.  Craighlll,  Past- 
President  Am.  Soc.  C.  E.;  Colonel  George  H.  Mendell,  M.  Am.  Soc. 
C.  E.,  and  Major  Marshall.  During  this  time  he  was  also  in  charge  of 
the  construction  and  equipment  of  a  boat  railway  from  the  foot  of  the 
Dallas  Bapids  to  the  head  of  Celilo  Falls,  and  of  many  river  and  har- 
bor works.  In  addition  to  these  duties  he  was  engineer  of  the  Thir- 
teenth Lighthouse  District,  served  as  a  member  of  boards  on  bridge  con- 
struction and  river  and  harbor  improvements,  and  was  in  supervisory 
charge  of  the  construction  of  bridges  across  various  streams. 

In  December,  1896,  he  was  relieved  from  duty  at  Portland  and  de- 
tailed as  the  successor  of  the  late  Orlando  M.  Poe,  M.  Am.  Soc.  C.  E., 
at  Detroit,  and  was  about  to  assume  his  new  duties,  when  he  died. 

Major  Post  was  promoted  to  Captain  in  October,  1871,  and  to  Major 
in  September,  1886.  He  was  married  at  London  in  1892,  and  leaves  a 
widow  and  infant  son. 

He  became  a  Member  of  the  American  Society  of  CivU  Engineers- 

on  February  6th,  1878. 

«  Memoir  prepared  in  the  office  of  the  American  Society  of  CiTil  ifingineers. 
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HENRY  FREDERICK  RUDLOFF,  M.  Am.  Soc.  €.  E.« 


Died  Juke  Ist,  1895. 


Henry  Frederick  Budloff  died  at  Caracas,  Yenezaela,  Jnne  let, 
1895.  At  the  time  of  his  death  he  was  Chief  Engineer  of  the  Pnerto 
Cabello  and  Araure  Railway,  and  was  also  in  the  service  of  the  Venezue- 
lan government  in  charge  of  varions  minor  engineering  works. 

He  was  bom  in  Prussia,  September  12th,  1846;  graduated  from  the 
Gewerbe  Institute  in  Berlin  in  1866,  and  from  that  time  until  1878  was 
engaged  upon  various  public  works  in  different  parts  of  Europe,  his 
father  being  a  prominent  constructor.  He  came  to  America  in  1878, 
and  during  the  next  three  years  had  several  engineering  engagements, 
among  them  office  duties  with  Clarke,  Beeves  k  Company,  of  Phoenix- 
ville.  Pa. ;  with  Qen,  McClellan  on  a  projected  underground  railway, 
and  with  the  West  Shore  Bailroad.  In  1881  he  entered  the  service  of 
the  government  of  Venezuela,  and  became  Division  Engineer  on  the  La 
Guayraand  Caracas  Bailroad,  then  in  progress  of  construction,  having 
charge  of  tunnels  and  bridges  upon  that  road.  In  1883  he  was  appointed 
Government  Engineer  at  Caracas  and  designed  a  number  of  works, 
including  a  notable  stone  arch  and  an  iron  viaduct  in  Caracas.  In 
1884  he  ^became  the  engineer  of  an  American  company,  and  under  his 
direction  the  works  of  improvement  of  the  harbor  at  Puerto  Cabello 
were  carried  out.  He  was  also  the  engineer  of  the  Caracas  and  Antimano 
Bailroad,  and  continued  to  the  time  of  his  death  in  government  service, 
in  addition  to  his  engagement  with  the  American  company. 

Mr.  Budloff  was  a  man  of  exceptional  ability  in  the  direction  of 
public  works  in  Spanish- American  countries.  He  had  command  of 
several  languages,  and  was  able  to  apply  the  results  of  varied  ex- 
perience to  the  special  requirements  of  construction  in  those  countries. 
He  was  entrusted,  both  by  the  Venezuelan  government  and  by  the 
representatives  of  foreign  capital  in  that  country,  with  the  design  uid 
construction  of  engineering  work  of  considerable  magnitude,  and 
always  with  satisfactory  results.  His  death  was  sudden  and  unex- 
pected, coming  at  a  time  of  promise  of  much  more  extended  possi- 
bilities. He  leaves  a  widow  and  one  son,  who  reside  at  Caracas, 
Venezuela. 

He  was  elected  a  Member  of  the  American  Society  of  Civil  Engineers 
January  6th,  1886. 


*  Memoir  prepared  by  Joho  Bogart,  M.  A.in.  8oo.  0.  B. 
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ISAAC  MUXROE  ST.  JOHN,  M.  Am.  Soe.  C.  E."* 


Died  Apbil  7th,  1880. 


General  Isaac  Mtmroe  St.  John,  eldest  child  of  Isaac  B.  and  Abbj 
B.  (Mtinroe)  St.  John,  was  born  November  19th,  1827,  at  Augusta, 
Oa. ,  where  his  father  was  then  engaged  in  bnsiness.  He  graduated 
from  Yale  College  with  the  degree  of  B.  A.  in  the  class  of  1845,  and 
received  his  degree  of  M.  A.  from  that  college  in  1848. 

On  graduating  he  began  the  study  of  law  in  New  York,  but  re- 
moved to  Baltimore  in  1847,  where  he  was  employed  as  Assistant 
Editor  of  the  Patriot,  He  subsequently  chose  civil  engineering  as  a 
profession,  and  was  connected  with  the  engineering  corps  of  the 
Baltimore  and  Ohio  Bailroad  until  1855.  In  that  year  he  removed  to 
€^rgia,  and  was  in  charge  of  divisions  of  the  Blue  Bidge  Bailroad 
for  five  years. 

In  February,  1861,  he  entered  the  Confederate  service  as  a  private 
in  the  Fort  Hill  Guards  of  the  South  Carolina  State  troops.  Two 
months  later  he  was  transferred  to  engineer  duty,  and  rose  rapidly  to 
the  position  of  Chief  Engineer  of  the  Army  of  the  Peninsula.  In 
May,  1862,  he  was  made  Major  and  Chief  of  the  Mining  and  Nitre 
Bureau  Corps.  He  was  promoted  through  the  various  gnules  to  the 
rank  of  Brigadier-Oeneral,  and  in  1865  to  the  position  of  Commissary 
General  of  the  Confederacy. 

After  the  war  he  resumed  his  profession,  and  from  1866  to  1869 
was  Chief  Engineer  of  the  Louisville,  Cincinnati  and  Lexington  Bail- 
road. In  1870  and  1871  he  was  City  Engineer  of  Louisville,  Ey. 
From  1871  until  his  death  he  was  Consulting  Engineer  of  the  Chesa- 
peake and  Ohio  Bailroad. 

He  was  elected  a  member  of  the  American  Society  of  Civil  En- 
gineers on  July  14th,  1871. 

During  the  war  he  married  a  daughter  of  Colonel  J.  L.  Carrington, 
of  Bichmond,  Va.  He  died  suddenly  at  his  residence  at  White 
Sulphur  Springs,  W.  Va.,  April  7th,  1880,  aged  fifty-two  years. 


•  Memoir  prepared  by  Edwin  A.  Hill,  M.  Am.  8oc.  0.  B. 
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HOWARD  SCHUYLER,  M.  Am.  Soc.  C.  E. » 


Died  Decbmbbb  3d,  1883. 


Howard  Schnyler  was  bom  at  Ithaoa,  N.  Y.,  December  11th,  1844. 
He  received  a  thorough  academic  education  at  the  Ithaca  Academy^ 
and  at  the  age  of  fourteen  was  preparing  to  enter  college  when  the 
family  removed  to  Kansas  in  the  spring  of  1859.  His  studies  were 
interrupted  by  this  removal  to  the  frontier,  although  his  faculty  for 
intense  concentration  enabled  him  to  cover  a  wide  range  of  scientific 
reading  under  adverse  circumstances,  and  he  absorbed  knowledge 
with  unquenchable  thirst  and  avidity.  Two  years  of  severe  physical 
toil  and  hardship  preceded  the  outbreak  of  the  War  of  the  Rebellion, 
and  in  May,  1861,  he  enlisted  as  a  private  soldier  in  the  2d  Kansas 
Regiment.  He  was  then  little  more  than  sixteen  years  old,  but  so 
mature  of  mind  and  physique  that  he  easily  passed  muster  as  a  man  of 
legal  age.  Under  Oeneral  Lyon  he  was  in  the  battles  of  Forsyth, 
Dug  Spring^  and  Wilson's  Creek,  after  which  his  regiment,  having 
served  the  six  months  of  its  enlistment,  was  disbanded,  and  he  re- 
enlisted  in  the  11th  Kansas  Infantry,  which  was  attached  to  the  army 
of  General  Blunt,  then  in  Arkansas,  and  participated  in  the  battle  of 
Oane  Hill  in  November,  1862,  and  of  Prairie  Grove  the  month  after. 
In  January,  1863,  he  was  commissioned  First  Lieutenant  for  bravery  in 
the  field,  but  declined  the  commission  because  of  his  youth  and  in- 
experience, and  in  the  June  following  he  was  appointed  Lieutenant  of 
Artillery  for  conspicuous  bravery,  which  he  also  declined.  Three 
months  later  he  accepted  the  position  of  Captain  in  the  11th  United 
States  Colored  Troops,  and,  after  bringing  his  company  to  a  high  de- 
gree of  discipline,  he  was  transferred  to  4th  Arkansas  Cavalry  as 
First  Lieutenant,  and  afterwards  was  promoted  to  the  rank  of  Captain, 
which  he  held  until  the  close  of  the  war.  He  was  then  offered  a 
commission  in  the  regular  army,  but  declined  to  accept  it,  preferring 
to  practice  the  profession  which  he  always  had  in  view,  and  for  which 
he  had  been  fitting  himself.  In  all  of  his  army  service  he  passed 
through  numerous  pitched  battles,  where  the  fighting  was  almost 
hand  to  hand,  but  escaped  without  a  scratch,  although  his  clothes 
were  riddled  by  bullets. 

Shortly  after  leaving  the  army  he  entered  the  service  of  the  Kan- 
sas Pacific  Railway  as  rodman,  while  the  road  was  being  constructed 
between  Lawrence  and  Topeka,  Kan.  He  won  promotion  rapidly, 
and  successively  became  leveler,  transitman,  and  Locating  Engineer  in 
charge  of  a  party.     In  1867  he  was  put  in  charge  of  one  of  five  parties 

« Jiemolr  prepared  by  Jamee  D.  Sohnyler,  H.  ▲m.  Boo.  C  E. 
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selected  to  survey  the  route  of  the  thirty-fifth  parallel  road  across 
the  continent,  under  General  William  J.  Palmer,  and  carried  his  line 
through  to  the  Pacific  Ck)a8t,  completing  the  survey  in  the  spring  of 
1869.  It  was  an  expedition  requiring  nerve,  bravery  and  physical  en- 
durance in  every  member  of  the  party,  as  they  were  harassed  on  all 
sides  by  Indians,  and  were  subject  to  the  hardships  of  thirst  and 
starvation.  On  the  completion  of  this  survey  he  resumed  charge 
the  location  of  the  main  line  of  the  Kansas  Pacific,  from  Fort  Wallace 
to  Denver,  about  200  miles,  and  completed  its  construction  to  that 
city  in  1870.  It  was  during  this  construction  that  he  suffered  the 
remarkable  experience  of  having  a  locomotive  pass  over  his  foot, 
crushing  all  the  bones  of  the  toes,  and  yet  recovered  the  complete 
use  of  the  member.  After  his  recovery  he  was  promoted  to  Assistant 
Manager  and  Paymaster,  which  position  he  filled  until  the  completion 
of  the  road  to  Denver. 

During  all  these  years  of  work  on  the  location  and  construction  of 
the  Kansas  Pacific  Railway,  the  surveying  parties  were  continually 
harassed  by  hostile  Indians,  and  were  frequently  obliged  to  fight  for 
their  lives.  His  army  life  and  acquaintance  with  warfare  was  admir- 
able preparation  fc^  this  experience,  and  on  one  memorable  occasion, 
June  19th,  1869,  Mr.  Schuyler,  while  leading  the  advance  of  a  prelim- 
inary survey  near  Sheridan,  Kan.,  and  while  engaged  in  picking  out 
A  line  for  the  party  a  few  miles  in  the  rear,  was  surprised  and  sur- 
rounded by  a  band  of  100  or  more  hostile  Cheyennes,  but  by  coolness 
and  presence  of  mind,  he  cut  his  way  through  the  lines  and  escaped 
without  a  scratch,  killing  four  Indians  in  the  engagement.  Five  bul- 
lets were  lodged  in  his  horse;  his  field-glasses  and  one  spur  were  cut 
off  by  bullets,  and  his  clothes  were  well  riddled;  even  the  handle  of 
his  carbine  was  pierced  and  nearly  torn  from  his  grasp  by  a  rifie  ball. 
His  plucky  defence  of  himself  saved  the  lives  of  the  rest  of  the  party, 
and  they  all  succeeded  in  retreating  to  the  military  post  fifteen  miles 
distant,  fighting  their  way  through  the  swarming  hordes  of  savages, 
whose  well-laid  plan  for  picking  off  the  party  one  at  a  time  was  baffled 
by  the  coolness  of  their  intrepid  leader.  The  only  member  of  the 
party  wounded  in  this  thrilling  adventure  was  the  writer. 

In  1871  he  became  one  of  three  organizers  of  the  Denver  and  Bio 
Grande  Railway,  and  was  appointed  its  Secretary  and  Treasurer.  In 
its  service  he  visited  Europe  with  General  Palmer  to  examine  the  nar- 
row-gauge railways  of  Wales  and  to  interest  foreign  capitalists  in  its 
construction,  in  which  they  were  highly  successful.  He  afterwards 
filled  the  position  of  Chief  Engineer  and  Assistant  General  Manager 
until  May,  1873,  when  he  resigned  to  accept  the  position  of  Chief  En- 
gineer of  the  North  Pacific  Coast  Railroad,  in  California,  and  con- 
structed the  road  from  Sausalito,  opposite  San  Francisco,  to  the 
Russian  River,  its  northern  terminus  for  many  years  subsequently. 
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In  June,  1880,  Mr.  Sohuyler  was  appointed  Chief  Engineer  of  the 
Mexican  Centra]  Railway,  with  headquarters  at  the  city  of  Mexico,  and 
located  and  constructed  the  road  as  far  as  the  city  of  Leon.  The  strain 
which  this  work  imposed  upon  his  physical  resources  can  only  be  ap- 
preciated by  those  who  have  undertaken  the  task  of  railroad  constmc- 
tion  in  a  foreign  country,  dependent  upon  a  class  of  labor  the  moBi 
ignorant,  inert  and  impassive  on  earth,  with  no  conception  of  energetic 
completion  of  a  task  undertaken,  but  with  innumerable  feast  days  to 
be  celebrated,  during  which  all  work  must  be  suspended.  Orerwork 
and  exposure  in  a  malarious  climate  undermined  his  health  and 
obliged  him  to  retire  and  take  a  trip  abroad  in  the  spring  of  1883.  He 
was  accompanied  by  his  family  and  visited  yarious  health  resorts  and 
consulted  eminent  specialists,  but  finally  succumbed  to  a  complication 
of  diseases  at  Dayos,  Switzerland,  December  8d,  1883,  leaving  a  wife 
and  one  son,  the  latter  bom  in  the  city  of  Mexico. 

Mr.  Schuyler  was  a  man  distinguished  among  all  who  knew  him 
as  one  of  rare  personal  charm  and  magnetism,  making  hosts  of  frienda 
wherever  he  went  or  with  whomsoever  he  was  thrown  in  contact.  This 
enviable  g^ft,  combined  with  a  natural  faculty  he  possessed  as  a  leader 
of  men,  and  executive  ability  and  capacity  for  sysi^matic  organization 
of  an  unusual  order,  constituted  the  secret  of  his  success  and  g^ve 
promise  for  a  brilliant  future  could  he  have  rounded  out  the  full 
measure  of  life.  A  keen  sense  of  honor  and  dignity  influenced  all  his 
actions  and  compelled  his  recognition  as  a  gentleman  in  every  sense 
that  word  implies. 


THOMAS  JENNINGS  SEELY,  M.  Am.  8oc.  C.  E.* 


Died  Ogtobeb  2d,  1883. 


Thomas  Jennings  Seely  was  born  at  Chester,  Orange  County,  N.  Y., 
August  16th,  1848.  He  was  graduated  from  the  University  of  Michi- 
gan in  June,  1869,  in  both  civil  and  mining  engineering,  and  in  a  few 
months  began  active  work  in  the  engineering  corps  of  theLaClede  and 
Fort  Scott  Railroad  Company.  In  1871-72  he  filled  an  engineering  po- 
sition on  the  Decatur  and  State  Line  Railroad,  and  in  1876  was  Chief 
Engineer  of  the  Chicago  and  Millington  Railroad. 

In  April,  1878,  Mr.  Seely  was  appointed  a  transitman  in  the  en- 
gineering corps  of  the  Atchison,  Topeka  and  Santa  F4  Railroad  Com- 
pany, engaged  in  surveys  in  New  Mexico  under  Lewis  Kingman,  M. 

«  Memoir  prepared  from  information  famiihed  bj  A.  A.  Bobinion,  IC  Am.  8oc.  0.  E. 
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Am.  Soo.  G.  E.  In  the  fall  of  1878  he  was  made  Engineer  of  Track-Lay- 
ing on  the  New  Mexico  and  Sonthem  Pacific  Bailroad  Company,  and 
served  in  that  capacity  nntil  1879,  when  he  was  ordered  to  Kansas  to 
take  charge,  as  Superintendent  of  Constmction,  of  certain  new  lateral 
lines,  which  the  rapid  advance  in  fche  settlement  of  the  State  rendered 
necessary. 

Under  his  direction  and  within  a  trifle  over  two  years  from  the  date 
of  his  appointment  as  Superintendent  of  Ck>nstruction,  the  following 
lines  were  built  and  put  in  operation:  Howard  to  Eureka,  29.2  miles; 
Wichita  to  Caldwell  and  Arkansas  City,  91.9  miles;  Burlingame  to  Man- 
hattan, 56.6  miles;  Florence  to  Ellin  wood,  by  way  of  McPherson,  98.6 
miles;  Eldorado  to  Douglas,  24.3  miles;  a  total  of  800.6  miles. 

From  the  completion  of  the  line  from  Burlingame  to  Manhattan 
until  November  Ist,  1880,  Mr.  Seely  served  as  Superintendent  in 
charge.  On  that  date  he  was  relieved  of  this  duty  and  appointed 
Superintendent  of  Water  Service  of  the  main  line  and  branches,  his 
jurisdiction  extending  as  far  west  as  Pueblo  and  Las  Vegas.  These 
responsible  duties  he  performed  in  addition  to  those  of  Superintendent 
of  Construction  until  May  18th,  1881,  when  the  water  service  was  con- 
solidated with  the  Bridge  and  Building  Department. 

Li  September,  1881,  he  was  made  Division  Superintendent  of  the 
Las  Vegas  Division,  extending  from  Baton  to  Wallace,  a  distance  of 
206.1  miles,  and  was  also  made  Assistant  Engineer,  with  direct  charge 
of  track,  bridges,  buildings  and  water  service  on  his  division. 

In  July,  1882,  owing  to  ill  health,  Mr.  Seely  was  obliged  to  resign 
these  positions,  and  until  October  of  the  same  year  he  sought  by  rest 
to  regain  his  strength.  On  October  27th,  1882,  he  was  made  General 
Superintendent  of  the  Sonora  Bailway,  extending  from  a  connection 
with  the  New  Mexico  and  Arizona  Bailroad  southward  through  Sonora 
to  Guaymas,  on  the  Gulf  of  California.  On  November  15th  of  the 
same  year  he  was  advanced  to  the  position  of  Assistant  General  Man- 
ager of  that  line.  By  September,  1883,  he  was  so  weakened  by  con- 
sumption that  he  was  forced  to  resign  his  position  and  leave  Guaymas. 
He  started  for  his  old  home  at  Oswego,  Kendall  County,  111.,  but  on 
October  2d,  1883,  he  died  in  his  car  just  before  the  train  reached  Atchi- 
son. With  him  at  the  time  were  his  wife  and  two  doctors  of  the  railway 
company's  sta£f. 

Mr.  Seely  was  married  in  September,  1873,  to  Anzoletta  E.  Teller, 
of  Oswego,  who,  with  two  sons,  survived  him.  He  was  elected  a  Mem- 
ber of  the  American  Society  of  Civil  Engineers  on  February  1st,  1882. 

He  was  never  a  strong  man  physically,  but  he  possessed  great  pow- 
ers of  endurance,  was  devoted  to  his  profession,  and  achieved  much 
success  in  it,  as  shown  by  the  preceding  record. 
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SAMDEL  HENRY  SHBEYE,  M.  Adl  Soc.  €.£.* 


Died  Noyembbb  27th,  1884. 


Samuel  Henry  Shreye  was  bom  at  Trenton,  N.  J.,  Aagust  2d,  1829, 
his  ancestors  being  among  the  colonial  proprietors  of  New  Jersey.  He 
graduated  from  Princeton  in  1848,  and  from  the  Harvard  Law  School 
two  years  later.  He  practiced  law  at  Green  Bay,  Wis.,  and  subse- 
quently at  Chicago  until  about  1853,  when  he  returned  East  to  prepare 
himself  for  the  engineering  profession,  toward  which  he  was  attracted 
by  a  love  of  mathematics.  His  best  work  was  done  as  an  engineer  and 
his  reputation  achieyed  as  such. 

He  was  engaged  early  in  his  career  as  an  engineer  in  defining  the 
complicated  boundary  lines  under  old  colonial  deeds  in  Ocean  (bounty, 
N.  J.,  and  made  careful  surveys  for  the  purpose.  Between  1860  and 
1863  he  was  engaged  as  Engineer  on  the  Southern  Bailroad  of  New 
Jersey  and  its  branches,  and  was  connected  later  with  other  surface 
railways.  He  was  interested  in  the  elevated  railway  projects  in  New 
York  City  from  their  inception  in  1866,  but  took  no  active  part  until 
he  aided  the  development  of  the  Gilbert  Elevated  Bailway  just  before 
it  became  the  Metropolitan  Elevated  Railroad.  He  was  retained  as 
Consulting  Engineer  by  one  of  the  first  rapid  transit  commissions  in 
New  York,  and  afterward  by  the  Metropolitan  Elevated  Railroad.  He 
became  identified  with  the  design  and  construction  of  the  Sixth  Avenue 
line  and  the  structures  on  the  east  and  west  side  of  the  city,  built  for 
the  joint  use  of  the  New  York  and  the  Metropolitan  Elevated  railways. 
At  this  time,  the  most  active  in  elevated  railway  construction,  Mr. 
Shreve  was  recognized  as  a  leader  in  this  class  of  engineering  work, 
and  in  1881  was  appointed  Chief  Engineer  of  the  Brooklyn  Elevated 
Railroad,  a  position  he  held  to  the  time  of  his  death,  November  27th, 
1884.  All  the  essential  features  of  the  first  Brooklyn  elevated  road 
were  designed  by  him,  and  the  most  important  portion  of  the  line  had 
been  completed  before  he  died. 

In  1873  he  published  a  work  on  the  strength  of  bridges  and  roofs, 
which  was  translated  into  French.  It  was  one  of  the  first  to  succeed 
the  pioneer  work  of  Squire  Whipple,  printed  in  1847,  and  discussed 
only  the  simple  forms  of  trusses.  It  was  to  have  been  followed  by 
another  volume  on  the  cantilever  and  the  more  complicated  trusses, 
which  was  partly  written  at  the  time  of  his  death. 

The  mathematical  attainments  of  Mr.  Shreve  were  notable,  but  in 

his  published  writings  he  has  made  use  of  only  algebraic  processes. 

In  order  to  avoid  the  use  of  the  calculus  in  problems  where  the 

maximum  or  minimum  values  of  a  function  have  to  be  determined, 

•  Memoir  prepared  from  papers  on  file  at  the  Hoase  of  tlie  SooteCy. 
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the  equation  containing  only  the  first  and  second  powers  of  the  in- 
dependent variable,  he  devised  a  process  which  he  explained  in  an 
article  in  Van  NosirandCs  Engineering  MagoMine,  Vol.  XV,  page  530. 
While  recognizing  the  ntility  and  convenience  of  graphics,  he  pre- 
ferred algebraic  methods  of  computation,  in  which  he  became  so 
expert,  that,  having  written  an  equation  of  the  second  degree,  he 
effected  the  transformations  mentally,  and  wrote  down  the  values  of 
the  variable  after  a  brief  pause.  He  served  as  Associate  Editor  of 
the  1878  edition  of  ''Johnson's  Encyclopedia." 

Mr.  Shreve  became  a  Member  of  the  American  Society  of  Civil 
Engineers,  May  19th,  1869.  In  Volumes  m  and  IV  of  TransacHons 
will  be  found  two  discussions  of  some  length  written  by  him  on  the 
subject  of  arch  trusses. 


FREDERICK  ELLSWORTH  SIOKELS,  m!  Am.  Soc.  €.  £.* 


Died  Maboh  9th,  1895. 


Frederick  Ellsworth  Sickels,  famous  as  the  inventor  of  the  Sickels 
cut-off,  a  device  by  means  of  which  the  plans  of  James  Watt  for  utiliz- 
ing the  economic  advantages  of  expanding  steam  became  for  the  first 
time  thoroughly  and  practically  applicable,  and  of  many  other  no  less 
ingenious  if  not  equally  important  inventions,  died  of  heart  failure  at 
Kansas  City,  Mo.,  at  the  age  of  76  years,  on  March  9th,  1895.  The 
modem  factory,  stationary,  steam  engine  is  substantially  the  work,  in 
its  evolution  from  the  old  Newcomen  engine  of  190  years  ago,  of  three 
men:  James  Watt,  who  converted  the  machine  of  which  Newcomen 
was  the  real  inventor,  from  its  primitive  and  enormously  wasteful  form 
into  a  comparatively  efficient  apparatus  by  securing  reduction  of  inter- 
nal wastes  from  about  95%  to  perhaps  30  or  40%  by  the  adoption  of  a 
condenser  separate  from  the  working  cylinder  and  by  the  use  of  a 
steam  jacket,  while  improving  at  the  same  time  its  thermodynamic 
action,  to  such  extent  as  the  devices  available  at  the  time  permitted,  by 
the  employment  of  a  cut-off  arrangement  acting  on  a  crude  system  of 
valve  gearing;  Frederick  Sickels,  who  produced  the  first  practicable 
drop  cut-off  gearing  for  the  rotatory  engine ;  and  George  Corliss,  who  de- 
vised a  refined  and  specially  contrived  type  of  engine  peculiarly  adapted 
to  the  successful  utilization  of  the  ideas  of  Watt  and  of  Sickels,  and 
the  highest  refinement  of  steam-engine  construction  of  the  time.  Watt 
was  unable  to  avail  himself  fully  of  the  advantages  of  his  own  plan  of 

*  Memoir  prepared  bj  Robert  H.  1  horstoo,  H.  Am.  Boo.  0.  S. 
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expansion  of  steam  bj  closure  of  the  induction  valye  at  an  earl j  point 
in  the  stroke  of  the  piston,  in  consequence  of  two  facts.  Steam 
pressure  was  always  too  low  in  his  engines  to  permit  any  considerable 
expansion,  and  even  were  the  pressures  higher,  the  rudeness  of  bis 
deyices  and  the  ineifectiyeness  of  his  provisions  for  insuring  steady 
rotation  of  the  engine  shaft  precluded  the  employment  of  now  fam- 
iliar methods  of  expanding  steam  behind  the  piston.  Sickels  provided 
a  system  of  construction  and  operation  which  permitted  the  detach- 
ment of  the  valve  from  its  moving  mechanism,  and  allowed  it  to  drop 
back  into  its  seat,  thus  almost  instantly  effecting  closure  at  any  de- 
sired point;  while  the  use  of  a  dash-pot  containing  water,  oil,  or  air 
checked  its  fail  as  it  approached  its  seat  closely,  and  thus  evaded  the 
danger  and  annoyance  consequent  upon  its  unrestricted  im}>act. 
Corliss  perfected  the  engine  later  by  adopting  reduced  clearancee, 
partially  balanced  sliding  valves  moving  with  accelerated  or  retarded 
velocities  close  to  the  cylinder;  a  steam  and  an  exhaust  valve  at  each 
end,  opening  quickly  and  widely,  detached  automatically,  as  previ- 
ously practiced  by  Sickels,  dropping  quickly,  closing  instantly,  and 
moving  comparatively  little  while  closed.  The  invention  of  Sickels 
was  an  essential  element  of  success  in  the  steam-engine  of  the  nine- 
teenth century,  and  the  name  of  Frederick  Ellsworth  Sickels  rightfully 
stands  beside  that  of  James  Watt,  both  as  an  inventor  and  as  a  builder» 
for  he  built  numerous  engines,  stationary  and  marine,  and  gave  a  half- 
century  of  busy  life  to  the  work. 

Sickels  was  a  inechanic  and  an  inventor  by  nature  and  inspiration. 
He  was  bom  in  1819  at  or  near  Camden,  N.  J.,  received  a  common 
school  education,  and  was  then  employed  as  rodman,  at  the  age  of  17, 
on  the  Harlem  Railway,  but  promptly  accepted  the  opportunity  then 
offered  him  of  an  apprenticeship  under  the  famous  mechanic  and 
engine-builder,  James  P.  Allaire  of  Nev  York.  His  father,  John 
Sickels,  who  was  an  alumnus  of  Columbia  College,  later  a  physician 
and  at  one  time  Health  Officer  of  New  York,  is  said  to  have  disap- 
proved of  his  choice  of  a  vocation,  but  the  genius  of  the  youth  de- 
termined his  future,  and  he  completed  his  apprenticeship  at  the  Al- 
laire Works,  and  his  became,  as  has  been  said  by  one  of  his  biog- 
raphers, ''the  only  one  of  all  the  great  names  since  James  Watt  to 
add  a  radically  new  and  important  elemental  idea  to  the  theory  of 
steam- valve  action,  and  to  couple  his  new  thought  with  mechanical 
details  of  such  apt  suitability  as  to  bring  it  easily  into  the  range  of 
common  practice,  "*  and  this  was  before  he  had  maintained  his  majority. 
The  prime  necessity  for  successfully  putting  into  operation  the  idea 
of  Watt  and  of  producing  a  good  expansion  gear  was  ability  to  open 
wide  the  steam  port,  and  to  close  it  at  the  right  moment  in  such  man- 
ner as  to  cut  off  the  steam  supply  instantly,  giving  a  square  comer  on 

•  O.  T.  Porter. 
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the  indicator  diagram  and  conyerting  energy  thennodynamicallj  by 
as  nearly  adiabatic  expansion  as  possible  throughout  the  remainder  of 
thje  piston  stroke.  This  the  Sickels  drop  cut-off  accomplished  actually 
and  satisfactorily. 

The  invention  of  Sickels,  for  the  first  time  in  the  history  of  the 
steam  engine  and  in  actual  every-day  practice,  produced  a  distribu- 
tion of  steam  approximating  and  closely  coinciding  with  the  ideal 
described  by  Watt  in  his  patent  of  1782,  giving  an  indicator  diagram 
with  a  sharp  cut-off  comer.  This  is  one  of  the  essential  factors  of 
maximum  economy  of  operation  of  the  engine.  Its  introduction  im- 
mediately effected  great  improvement  in  current  practice,  and  design- 
ing and  constructing  engineers  have  never  ceased  from  that  time  to 
adhere  to  the  principles  and  methods  then  first  illustrated  fully  in 
application.  Watt  had  proposed  the  expansion  of  steam  by  early  cut- 
off, but  he  found,  on  attempting  its  introduction,  what  were  insuper- 
able difSculties  in  his  time,  in  the  irregular  action  of  the  engine,  the 
impossibility  of  effecting  prompt  cut-off  with  his  mechanisms,  and  the 
ignorance  and  obstinacy  of  the  enginemen  of  the  day,  and  practi- 
cally gave  up  the  task.  He  had  adopted  a  ratio  of  expansion  of  two  as 
being  practicable,  and  advised  four  as  the  probably  desirable  figure. 
All  his  plans  came  to  naught,  however,  in  this  field.  Sickels  over- 
came every  difficulty  by  his  ingenuity,  enthusiasm  and  persistence^ 
and  led  the  way  to  the  standard  current  practice  of  our  time.  His 
first  patents  were  issued  in  1841. 

Immediately  upon  the  public  announcement  of  the  new  device,  its 
introduction  began.  The  firm  of  Thurston,  Green  &  Company,  then 
already  well  established  and  well  known  for  its  success  in  the  con- 
struction of  both  stationary  and  marine  engines  of  the  then  largest 
class,  purchased  the  land  rights,  and  Sickels  himself,  reserving  the 
marine  rights,  went  energetically  about  the  introduction  of  the  in- 
vention into  the  steam  merchant  and  naval  fieets.  Thurston,  Green 
k  Company  made  the  Sickels  valve  motion  their  exclusive  form  of 
steam  valve  gearing  for  mill  engines,  at  once  put  the  new  engine  on 
the  market,  and  built  many  machines  of  all  sizes  and  classes.  Sickels 
was  less  prompt  in  securing  a  place  for  his  invention  on  board  ship^ 
but  he  built  it  into  the  engine  of  the  Champion,  one  of  Vanderbilt's 
steamboats  on  Long  Island  Sound,  and  later  applied  it  to  many 
steamers  on  that  Sound  and  on  the  Hudson  Biver,  commencing  with 
the  North  America.  The  United  States  Navy,  under  the  supervision  of 
Engineer-in-Chief  Haswell,  adopted  the  cut-off,  and  it  was  employed 
on  the  Wa(erwiich  in  1847,  on  the  Powhatan  in  1848,  and  subsequently 
on  other  vessels.  It  proved  perfectly  satisfactory  on  the  side- wheel 
ships  of  that  time,  as  on  all  slowly  moving  engines.  On  shore  the  in- 
vention found  immediate  and  extensive  application  and  was  only 
driven  out,  about  1860,  by  the  Corliss  engine,  patented  in  1849,  by 
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George  H.  Corliss,  in  which  the  same  result  was  accomplished  by  de- 
vices differing  in  form  from  those  of  Sickels,  but  always  claimed  by  the 
latter  and  by  many  other  engineers  to  be  infringements  upon  his  pat- 
ents. This  claim  was  passed  npon  by  the  Supreme  Court  of  the 
United  States  after  prolonged  litigation,  and  the  decision  was  ren- 
dered in  favor  of  the  defendant.  No  one  questions,  nevertheless,  the 
claim  of  Sickels  to  the  distinction  of  having  originally  and  sucoess- 
fully  led  the  way  in  the  construction  of  a  practicable  and  successful 
form  of  detachable  valve  gear,  a  drop  cut-off. 

Sickels  made  many  other  inventions,  less  well  known  simply  be- 
cause the  greater  light  of  the  more  important  invention  obscured 
that  of  the  lesser  ones.  He  never  received  full,  or  even  moderate, 
compensation  for  the  cut-off,  or  for  any  other  of  his  characteristically 
ingenious  and  valuable  devices.  Perhaps  the  most  remarkable  of 
these  minor  devices,  both  in  the  eye  of  the  inventor  and  in  the  esti- 
mation of  others,  was  his  steam-steering  gear,  an  arrangement  of 
small  steam  engines  coupled  to  an  ordinary  steering  gear  by  means  of 
which  a  touch  of  the  finger  could  be  made  to  control  the  most  power- 
ful and  speediest  ship  when  in  full  career.  This  invention  was  first 
recog^nized  publicly  when  exhibited  at  the  London  International 
Exhibition  of  1862.  Very  powerful  steamships  were  by  that  time 
afloat,  and  often  required  several  men,  sometimes  eight  or  ten,  at  the 
helm,  to  steer  the  vessel  readily  and  safely.  The  Sickels  steam  steer- 
ing gear  enabled  one  man  to  direct  the  course  of  the  largest  and 
fastest  ship  with  as  little  difficulty  as  the  smallest  rowboat.  A 
child  might,  with  this  device,  put  the  helm  of  the  Campania  hard 
over  when  at  full  speed  at  sea.  The  arrangement  consisted  of  a 
pair  of  small  engines  driving  the  barrel  of  the  steering  apparatus,  as 
ordinarily  attached  to  the  steering  wheel,  and  so  placed  that  a  small 
steering  wheel,  attached  in  such  manner  as  to  move  the  reversing 
mechanism  of  the  engine,  should  make  the  same  movements,  in  so 
doing,  as  would  the  large  hand  steering  wheel.  The  helmsman  oper- 
ated this  little  wheel  precisely  as  he  was  accustomed  to  handle  the 
wheel  of  the  old  gear,  and  it  required  no  great^er  effort  than  was  needed 
to  move  the  steam  valve.  All  large  vessels  are  now  thus  steered.  By 
an  ingenious  device,  the  engines  were  made  to  move  the  helm  over  to 
the  position  desired  by  the  wheelman,  and  to  stop  there  automatically, 
following  the  hand  of  the  steersman  with  absolutely  perfect  docility 
and  precision. 

Sickels  patented  altogether  about  thirty  devices,  many  being  im- 
provements in  detail  upon  his  principal  inventions.  He  lived  and  died, 
however,  a  **poor  inventor,"  spending  the  comparatively  small  re- 
turns from  his  invaluable  work,  as  fast  as  received,  in  the  prosecution 
of  experiments  and  in  bringing  out  new  devices.  He  deserved  honors 
second  only  to  those  accorded  James  Watt  and  he  met  the  fate  of  the 
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prophet  of  the  proverb  who  had  honor  except  in  his  own  country ;  but 
Sickels  was  little  honored,  even  abroad.  He  lived  and  died  almost  un- 
known outside  his  profession,  and  so  modest,  retiring,  and  disinclined 
to  urge  his  claims,  that  he  was  not  extensively  acquainted  in  his  own 
guild.  He  spent  his  life  mainly  in  the  development  and  introduction 
of  his  inventions,  assisted  in  legal  matters  by  one  of  the  ablest  patent 
lawyers  of  the  time,  Mr.  £dwin  N.  Dickinson,  and  in  designing  by  a 
brother,  Theophilus  Sickels,  M.  Am.  Soc.  G.  E.,  a  well-known  mem- 
ber of  the  engineering  profession.  After  the  expiration  of  the  more 
important  Sickels'  patents,  the  brothers  worked  together  in  the  con- 
struction of  the  Omaha  Bridge  across  the  Missouri  Biver,  and,  later, 
the  gre&i  inventor  became  the  Chief  Engineer  of  the  Kansas  City  Water 
Works,  which  position  he  held  at  the  time  of  his  death. 

Mr.  Sickels'  struggles  to  maintain  his  rights  against  infringers  of 
his  patents  were  among  the  most  interesting  events  of  the  history  of 
inventions.  The  suits  against  Corliss,  particularly,  brought  into  court 
the  most  famous  legal  and  engineering  talent  of  the  time,  and  Curtis, 
Seward,  Keller  and  Dickinson,  as  counsel,  the  Benwick  brothers.  Cope- 
land,  Hill,  Greene,  as  experts,  and  the  Thurstons,  Benjamin  F.,  famous 
later  as  the  leading  patent  attorney  and  pleader  of  his  generation,  and 
Bobert  L. ,  the  founder  of  the  first  Providence  Steam-Engine  Company 
of  1837  and  of  the  engine-building  firms  of  Thurston,  Gardner  &  Com- 
pany and  Thurston,  Greene  &  Company,  gave  the  controversy  added 
interest  by  their  presence  on  either  side,  by  their  able  arguments  and 
their  learning,  and  by  their  knowledge  of  contemporary  and  earlier 
inventions.  These  cases  were  carried  up  to  the  Supreme  Court,  where 
after  a  series  of  victories  in  the  Circuit  Courts,  Sickels  was  finally  de- 
feated. Corliss  had,  as  adjudged  by  the  court  of  last  resort,  for  the 
first  time  combined  the  use  of  an  expansion  gear,  ori^al  in  idea  with 
Watt,  with  a  trip  cut-oflf,  original  in  principle  with  either  Watt  or 
some  other  inventor  prior  to  Sickels,  and  with  the  attachment  of  the 
governor  to  determine  the  point  of  cut-oflf,  original'with  Corliss  him- 
self in  form,  but  in  principle  of  earlier  date,  patented  by  Zachariah 
Allen,  of  Providence,  as  early  as  1837,  and  used  abroad  in  the  form  of 
the  French  cam  before  Corliss.  Sickels  was  adjudged  entitled  to  an 
exclusive  right  to  his  own  particular  form  of  trip  and  of  dash-pot,  and 
Corliss  to  his  own  particular  group  of  details  and  method  of  governing; 
and  the  latter  was  declared  not  to  infringe  on  the  former.  Many  pro- 
fessionals were  led  to  criticise  this  decision  strongly,  but  it  was  sub- 
ject to  no  appeal  and  ended  the  litigation. 

Personally,  Mr.  Sickels  was  one  of  the  most  attractive  and  lovable 
of  men.  The  writer  came  to  know  him  in  the  early  days  of  his  patent 
litigations  and  retained  an  acquaintance  with  him  throughout  the  re- 
maining forty  years  of  his  life,  and  was  always  impressed  by  his  kindli- 
ness, his  patience,  his  good  temper  and  his  perfect  integrity.     He  was 
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careless  in  dress  and  in  his  habits  of  business,  and  corionslj  abseot- 
minded;  but  he  always  adhered  steadily  to  his  plans,  in  spite  of  all 
discouragements,  and  found  the  way  to  his  end  with  invariable  cer- 
tainty. He  was  a  man  of  broad  interests  and  extensive  general  informa- 
tion, and  heartily  loyal  to  his  friends,  absent  or  present.  He  was 
honest  and  true  from  first  to  last.  He  was  never  discouraged,  and  to 
the  very  end  held  fast  to  his  faith  in  the  ultimate  success  of  his  inven- 
tions, though  without  either  credit  or  financial  reward  adequate  to  his 
work.  And  even  when  the  award  of  the  Intern  ationalJury  of  the  Cen- 
tennial Exhibition,  at  Philadelphia,  in  1876,  made  and  signed  by  a  jury 
composed  of  a  group  of  the  greatest  men  ever  brought  together  on  such 
an  occasion,  failed  to  see  the  light,  he  went  about  his  work  as 
placidly  and  cheerfully  and  determinedly  as  ever.  The  man  was  the 
equal  of  the  inventor,  the  inventor  had  few  equals  in  history,  and  few 
men  have  done  more  for  the  promotion  of  the  development  of  civiliza- 
tion than  did  Frederick  Ellsworth  Sickels. 

Mr.  Sickels  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  January  7th,  1891. 


WILMON  W.  C.  SltES,  M,  Am.  Soc,  C.  E.» 


Died  Ogtobeb  Ist,  1885. 


Wilmon  W.  C.  Sites  was  bom  in  1849,  and  began  his  engineering 
career  when  he  was  nineteen  years  old  as  a  rodman  on  the  South 
Mountain  Bailroad.  After  spending  about  four  months  in  this  posi- 
tion, he  entered  the  junior  class  of  the  Pennsylvania  Polytechnic  Col- 
lege, from  which  he  was  graduated  in  1870. 

From  June,  1870,  until  February,  1871,  he  was  rodman  and  assist- 
ant engineer  on  the  construction  of  the  Columbia  and  Port  Deposit 
Bailroad,  a  position  he  left  to  become  Assistant  Engineer  of  Surveys  on 
the  Stoney  Creek  branch  of  the  North  Pennsylvania  Railroad.  In 
a  few  months  he  resigned  from  this  work  and  was  appointed  Assistant 
Engineer  of  the  Berks  County  Bailroad  under  Mr.  J.  Dutton  Steele, 
and  after  the  resignation  of  that  gentleman,  became  Principal  As- 
sistant Engineer,  a  position  he  retained  until  the  completion  of  the 
road  in  1875. 

In  1876  Mr.  Sites  removed  to  Jersey  City,  and  commenced  practice 
in  general  city  engineering  and  surveying  work,  becoming  Township 
Surveyor  for  West  Hoboken  and  the  Town  of  Union,  in  Hudson 
County,  New  Jersey,  and  superintending  the  construction  of  a  number 
of  public  improvements  in  these  places. 

In  1877  he  was  appointed  by  Levi  W.  Post,  M.  Am.  Soc.  C.  E.,  then 
Chief  Engineer  of  the  Jersey  City  Public  Works  Department,  Surveyor 

•  Memoir  prepared  by  £.  W.  Harrltou,  M.  Am,  Boo.  0.  E. 
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in  that  department,  having  Bpeoial  charge  of  preparing  a  map  of  the 
water  pipe  systems  of  the  city,  proper  knowledge  of  which  was  in  a 
very  confnsed  state,  the  pipes  having  been  laid  at  different  periods  by 
different  municipal  bodies,  which  in  1870  were  united  to  form  the 
present  city,  and  no  record  having  .been  preserved. 

In  1879  a  change  of  political  control  resulted  in  the  appointment  of 
a  new  chief  engineer,  and  Mr.  Sites  returned  to  private  practice. 

In  1881  he  was  appointed  Chief  Engineer  of  the  Public  Works  De- 
partment, and  held  the  office  until  the  spring  of  1884.  During  this 
time  he  completed  the  second  high-service  distributing  reservoir  on 
Jersey  Oity  Heights,  which  had  been  commenced  in  1871.  Bringing 
this  reservoir  into  use  enabled  him  to  draw  down  and  clean  the  old 
reservoir,  which  had  been  in  constant  use  for  thirty  years.  He  also  laid 
the  main  supplying  Bay onne  City  with  water  from  the  Jersey  City  works. 

During  Mr.  Sites*  term  of  office  the  deterioration  of  the  water  of  the 
Passaic  Biver  at  Belleville  became  a  serious  menace  to  the  prosperity 
of  Jersey  City  and  Newark.  The  two  cities  combined  in  efforts  to  pre- 
vent the  growth  of  the  evil,  and  made  an  unsuccessful  attempt  to 
secure  legislation  to  that  end.  Mr.  Sites,  as  Chief  Engineer  of  the 
Jersey  City  Department,  took  a  very  active  part  in  the  necessary  in- 
vestigations and  preparations  of  evidence  to  sustain  the  cities'  side  of 
the  agitation. 

In  1884,  on  a  change  of  administration,  Mr.  Sites  resigned  his  office 
and  entered  into  partnership  with  Edlow  W.  Harrison,  M.  Am.  Soc.  C. 
E. ,  as  engineers  and  surveyors. 

The  Legislature  of  1884  had  passed  an  act  entirely  revolutionizing 
the  system  of  taxation  of  railroad  and  canal  property  in  the  State. 
The  enforcement  of  the  act  was  combated  by  all  of  the  great  transpor- 
tation companies  having  interests  in  New  Jersey.  By  the  provisions 
of  the  act,  which  is  now  the  settled  system  of  taxation  for  this  class  of 
property  in  the  State,  the  roads  were  required  to  be  valued  for  assess- 
ment at  their  true  value,  and  one  of  the  elements  of  value  was  deter- 
mined to  be  the  cost  of  reproduction,  loss  deterioration. 

The  new  firm  was  selected  by  the  State  Board  of  Assessors,  the 
body  charged  with  the  execution  of  this  law,  to  act  as  the  engineers  for 
the  State  in  the  valuation  of  the  railroad  properties.  In  this  work  Mr. 
Sites  was  engaged  until  his  death.  The  labor  entailed  was  incessant. 
Not  only  was  the  field  work  of  measurement  of  quantities  and  fixing 
market  values  of  all  the  innumerable  details  which  go  to  make  up  a 
railroad  plant,  and  called  for  the  supervision  of  a  large  corps  of  assist- 
ants, to  be  carried  forward,  but  at  the  same  time  the  attacks  in  the 
courts  made  by  the  companies  upon  the  values  as  fixed  and  determined 
had  to  be  met  and  answered.  The  examinations  and  cross-examinations 
of  the  members  of  the  firm  occupied  many  days.  For  over  a  year  the 
work  required  fifteen  or  more  hours  out  of  the  twenty -four. 

Mr.  Sites  was  never  a  healthy  man,  and,  while  Chief  Engineer  oi 
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the  city,  had'  shown  symptoms  of  consumption.  His  perseverance 
was  remarkable,  and  toward  the  end  of  his  labor,  he  spent  many- 
days  at  active  work,  when  another  man  would  have  been  in  bed. 

Mr.  Sites  did  not  live  to  see  the  fnll  completion  of  the  work  he  had 
been  engaged  npon,  and  the  establishment  of  its  correctness  by  the 
highest  courts  of  the  State.  Of  him  it  may  be  truly  said,  *'  he  died  in 
harness,"  for  within  a  week  of  his  death,  while  lying  upon  the  bed 
from  which  he  never  rpse,  he  advised  with  his  partner  on  the  details  of 
the  engineering  work  of  the  cases  then  under  consideration  in  the  courts. 

Mr.  Sites  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  November  6th,  1878. 


JOHN  CHAMBERS  THOMPSON,  M.  Am.  Soe.  C.  E.* 


Died  Januabt  17th,  1880. 


John  Chambers  Thompson  was  the  son  of  Jared  and  Jane  Anthony, 
and  was  born  in  Philadelphia,  Pa.,  February  5th,  1844.  After  the 
death  of  both  parents,  he  was  adopted  by  the  Bev.  Dr.  Thompson,  at 
that  time  preaching  in  Philadelphia,  and  his  name  was  changed  from 
Anthony  to  Thompson. 

He  was  graduated  from  the  Bensselaer  Polytechnic  Institute  in 
the  class  of  1865,  and  was  soon  engaged  as  Assistant  Superintendent 
of  Construction  of  the  Bessemer  Steel  Works  of  Messrs.  Winslow, 
Ghriswold  &  Holley,  of  Troy,  N.  Y.  He  retained  this  position  for  two 
years,  and  then  became  Superintendent  of  the  plant  for  about  a  year. 

In  1868  he  was  appointed  Assistant  Engineer  on  the  Croton  Water- 
Works  of  New  York  City,  and  in  1870  held  a  similar  position  in  the 
Department  of  Public  Works  of  that  city.  In  1872  he  again  became 
Superintendent  of  the  Bessemer  Steel  Works  at  Troy,  and  remained 
there  for  two  years,  when  he  went  to  the  Crown  Point  Iron  Company 
at  Crown  Point,  N.  Y.,  as  Superintendent  of  its  railroad  department. 

From  1877  to  1879  he  was  Assistant  Engineer  of  the  Croton  Water- 
Works  of  New  York  City,  and  was  subsequently  connected  for  a  short 
time  with  steel  works  at  Cleveland,  O. 

His  health  then  began  to  fail,  and  he  went  to  Minnesota  to  re- 
cuperate. Consumption  had  attacked  him,  however,  and  he  died  of 
this  disease  on  January  17th,  1880. 

Mr.  Thompson  was  a  man  very  much  beloved  by  those  who  knew 
him,  of  genial  disposition  and  a  thorough  student.  In  the  various 
positions  held  by  him,  he  gave  satisfaction  to  his  employers,  and  his 
early  death  was  a  loss  to  the  profession,  in  which,  had  his  life  been 
spared,  he  would  no  doubt  have  taken  a  prominent  position. 

He  was  elected  a  Member  of  the  American  Society  of  Civil  En- 

gineers  on  May  18th,  1870. 

•  Memoir  prepared  ftom  a  "  Biographical  Beoord  of  the  Offloera  and  Graduates  of  tlie 
Bentaelaer  Polytechnic  lostitate/'  by  Profeesor  H.  B.  Naaon,  and  ftom  infonnation  fbr- 
nlBhed  bj  William  H.  Wiley,  M.  Am.  Boo.  O.  E. 
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CHARLES  TBU£SDELL,  M.  Am.  Soe.  C.  E.* 


Died  ApRni  23d,  1894. 


In  the  death  of  Charles  TrueBdell,  at  Germantown,  Pa.,  on  April 
23d,  1894,  the  American  Society  of  Civil  Engineers  and  the  profession 
lost  an  old  and  useful  member.  He  was  bom  in  Camillas,  N.  T.,  in 
1833,  and  educated  in  the  academies  of  Onondaga  and  Madison  coun- 
ties. The  son  of  an  engineer,  he  early  manifested  a  taste  for  the  pro- 
fession, to  which  he  devoted  forty  years  of  his  life. 

In  1851,  at  the  age  of  eighteen,  he  began  his  professional  career  under 
the  late  John  McNair,  in  locating  a  railroad  from  Fort  Niagara  to  Chip- 
pewa, on  the  Canadian  frontier,  and  in  the  construction  of  the  railroad 
from  Lewiston  to  Niagara  Falls.  He  was  next  associated  with  Hon. 
George  Geddis  in  the  service  of  the  State  of  New  York  in  surveys  for 
the  removal  of  the  bar  in  Seneca  Biver  at  Jack's  Beefs.  In  1853,  under 
the  late  Hon.  Van  B.  Bichmond,  he  entered  the  service  of  the  State  of 
New  York  in  enlarging  the  Erie  Canal,  subsequently  having  charge  of 
some  of  the  most  important  works  on  the  canals,  among  them  the  new 
channel  for  Canandaigua  Biver  outlet,  extensive  dredging  of  Seneca 
Biver,  the  high  embankments  across  the  Montezuma  marshes,  and  the 
Seneca  Biver  aqueduct.  He  continued  in  the  service  of  the  State  many 
years  in  various  capacities,  and  was  appointed  by  the  Governor  to  super- 
intend the  development  of  the  salt  wells  at  Montezuma. 

He  was  Chief  Engineer  of  the  Cayuga  Marsh  Improvement  Com- 
pany, Chief  Engineer  in  charge  of  surveys  and  location  for  a  railroad 
from  Chittenango  to  Cazenovia,  N.  Y. ,  and  was  inspector  in  charge  of 
the  extension  of  harbor  works  at  Cleveland,  O. ,  under  the  late  General 
T.  J.  Cram  and  Major  Walter  McFarland,  of  the  Corps  of  Engineers, 
XJ.  S.  Army.  This  position  he  resigned  in  1868  to  accept  the  appoint- 
ment of  Division  Engineer  in  charge  of  the  Uintah  Division  of  the 
Union  Pacific  Bailroad  in  Utah,  continuing  in  that  position  until  the 
road  was  completed  in  the  fall  of  1869.  As  Besident  Engineer  under 
Chief  Engineer  D.  H.  Wood,  he  had  charge  of  the  location  and  con- 
struction of  the  Montclair  Bailroad,  now  known  as  the  Greenwood  Lake 
Bailroad,  from  Jersey  City  to  Greenwood  Lake,  covering  a  period  of 
about  four  years.  At  the  expiration  of  this  time  he  returned  to  the 
service  of  the  State  of  New  York,  and  was  in  charge  of  the  construction 
of  the  State  dam  at  the  outlet  of  the  Cazenovia  Lake,  of  the  completion 
of  the  Oneida  Lake  Canal,  and  of  repairs  to  dams  on  Oswego  Biver  and 
Chenango  Canal  reservoirs  and  feeders.     He  was  Chief  Engineer  for  the 

•  Memoir  prepared  by  Colonel  Oeorge  TroeedeU,  U.  8.  Army,  and  M^Jor  0.  W.  Kaymond^ 
M.  Am.  Boo.  0.  B. 
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STractLse  Water  Company,  and  subsequently  Resident  Engineer  in  charge 
of  location  and  constmction  of  the  Delaware  Division  of  the  New  York, 
Susquehanna  and  Western  Railroad  in  New  Jersey  and  Pennsylyania. 

In  1891  Mr.  Truesdell  was  appointed  Assistant  Engineer  upon  the 
extensive  improvement  of  the  harbor  of  Philadelphia  under  Major  C. 
W.  Raymond,  M.  Am.  Soo.  C.  E.  In  this  very  responsible  position  he 
continued  until  his  death,  and  he  won  the  confidence,  affection  and  re- 
spect of  all  his  associates.  He  had  a  keen  sense  of  responsibility  «nd 
was  earnestly  devoted  to  duty,  even  while  suffering  from  his  last  ill- 
ness. Industrious  and  persevering  to  a  remarkable  degree,  he  was 
never  contented  until  he  discovered  what  he  thought  was  the  best  so- 
lution of  any  problem,  and  his  judgment  was  seldom  at  fault.  He  had 
a  high  sense  of  honor,  was  unselfish,  kind  and  affectionate  in  all  his 
family  relations,  and  faithful  in  every  relation  of  life. 

In  1869  he  married  Mary  Bradford,  youngest  daughter  of  Colonel 
John  M.  Fessenden,  of  Boston,  Mass.  Two  children  survive  him, 
John  Fessenden  and  Harriet  T.,  wife  of  Carl  Hering,  an  electrical  en- 
gineer. He  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  September  15th,  1869. 


LOUIS  ROBERTS  WALTON,  M.  Am.  Soc.  C.  E.* 


Died  Novbhbbb  9th,  1885. 


Louis  Roberts  Walton  was  born  in  Chester  County,  Pennsylvania, 
November  24th,  1842.  He  graduated  from  the  Polytechnic  College  of 
the  State  of  Pennsylvania  in  the  class  of  1863,  and  soon  afterwards 
entered  the  employ  of  the  Philadelphia  and  Erie  Railroad  Company, 
being  connected  with  the  harbor  improvements  at  Erie,  Pa.  He  re- 
mained with  this  company  for  four  years,  and  then  became  Resident 
Engineer  on  construction  of  the  Baltimore  and  Potomac  Railway  Com- 
pany. In  1872  he  was  again  employed  on  the  Philadelphia  and  Erie 
Railroad,  this  time  as  Resident  Engineer  on  construction,  and  the  fol- 
lowing year  he  went  to  the  Pittsburg,  St.  Louis  and  Chicago  Railroad 
Company  as  Principal  Assistant  Engineer. 

In  1881  he  accepted  the  position  of  Engineer  of  the  St.  Bernard  Coal 
Company,  of  Earlington,  Ey.,  the  largest  corporation  of  the  kind  in 
the  State,  and  a  pioneer  in  the  introduction  of  improved  mining  ma- 
chinery. He  remained  with  this  corporation  until  his  death  on  No- 
vember 9th,    1885.     As  an  engineer  he  was    careful,   accurate   and 

•  Memoir  prepared  bj  John  B.  AtkiniOD,  M.  Am.  Soo.  0.  E. 
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energetic.  Coal-onttingmaohmerj  was  jnst  introdnced  into  the  mines 
at  the  time  he  became  connected  with  the  St.  Bernard  Company,  and 
mnch  of  the  success  accomplished  by  the  machines  is  dne  to  his  efforts. 
As  ti  man  and  a  citizen  none  stood  higher.  In  his  death  the  Society 
lost  a  most  honorable  member. 

Mr.  Walton  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  April  Ist,  1885. 


ORLANDO  BELINA  WHEELER,  M.  Am.  Soc.  C.  E.* 


Died  June  3d,  1896. 


Orlando  Belina  Wheeler  was  bom  at  Lodi,  Mich.,  November  29th, 
1835.  He  graduated  from  the  University  of  Michigan  in  1862,  and  then 
became  acting  assistant  under  Dr.  F.  Briinnow  in  the  observatory  of 
that  institution.  From  1863  to  1871  he  was  in  charge  of  astronomical  and 
geodetical  triangulation  parties  on  the  United  States  Lake  Survey,  and 
from  1871  to  1878  was  in  charge  of  the  computing  division  of  the  same 
survey.  He  made  a  specialty  of  astronomy,  and  while  with  the  Lake 
Survey  was  sent  as  Assistant  Astronomer  by  the  United  States  Qovem- 
ment  to  Siberia,  to  observe  the  transit  of  Venus  in  1874,  and  to  Colo- 
rado in  1878  on  the  total  eclipse  expedition  of  that  year.  Li  1882  he  was 
again  sent  by  the  Government  as  Assistant  Astronomer  with  the  expe- 
dition that  went  to  Patagonia  to  observe  the  transit  of  Venus.  Mr. 
Wheeler  was  the  first  to  use  the  Morse  alphabet  in  solar  telegpraphy,  a 
method  of  communication  he  established  while  engaged  in  the  triangu- 
lation of  the  Great  Lakes. 

After  completing  his  astronomical  work  for  the  Government,  he 
made  a  tour  of  the  world,  returning  to  this  country  in  1885  to  become 
Principal  Assistant  Engineer  in  the  ofiSce  of  the  Missouri  Biver  Com- 
mission at  St.  Louis,  Mo.  This  engagement  continued  until  his  death 
from  apoplexy  on  June  3d,  1896,  after  an  illness  of  but  ten  hours. 

In  social  life  Mr.  Wheeler  was  gentle  and  unassuming,  his  quiet 
manner,  quick  intellect  and  learning  making  him  beloved  by  all.  He 
leaves  a  widow,  one  daughter  and  three  sons. 

Mr.  Wheeler  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  November  2d,  1887. 

*  Memoir  prepared  from  inrormatlon  furnished  by  B.  H.  Colby,  H.  Am.*  Soo.  0.  E.,  and 
from  pipera  oa  file  at  the  Houte  of  the  Society. 
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JOHN  ALLSTON  WILSON,  M.  Am.  Soc.  C.  E.» 


Died  January  19th,  1896. 


John  Allston  Wilson  was  bom  at  PhoBnixville,  Chester  County, 
Pa.,  April  24th,  1837.  He  was  the  eldest  son  of  W.  Hasell  Wilson, 
Hon.  M.  Am.  Soc.  C.  E.,  a  native  of  Charleston,  S.  C,  an  eminent  rail- 
road engineer,  and  Jane  Miller  Wilson,  both  of  whom  are  still  living. 

Mr.  Wilson  came  of  distinguished  ancestry.  He  was  the  fifth  in  his 
generation  to  follow  the  profession  of  engineering.  The  name  Allston 
was  that  of  his  great  grandmother,  who  was  the  daughter  of  Capt. 
William  Allston  of  Marion's  brigade  during  the  Bevolutionary  War,  and 
a  half-sister  of  Washington  Allston,  painter  and  poet.  She  was  the  wife 
of  William  Hasell  Gibbes,  a  lineal  descendant  of  Bobert  Gibbes,  who 
was  Chief  Justice  of  South  Carolina  in  1708  and  Gk)vemor  in  1710-12. 

John  A.  Wilson  received  his  early  education  at  private  schools,  and 
at  the  age  of  sixteen  entered  the  Rensselaer  Polytechnic  Institute  of 
Troy,  N.  Y.,  graduating  with  the  degree  of  C.  E.  in  July,  1856.  In  the 
early  part  of  the  year  1857  he  was  appointed  topographer  under  Mr. 
John  C.  Trautwine  on  surveys  in  Central  America  for  the  Honduras 
Interoceanic  Bailway,  on  which  work  he  continued  until  the  return  of 
the  party  to  the  United  States  in  the  summer  of  1858.  He  then  entered 
the  service  of  the  Pennsylvania  Bailroad  Company  as  Assistant  En- 
gineer, and  was  engaged  on  work  on  the  main  line  of  that  road.  In  1860 
he  was  promoted  to  the  position  of  Principal  Assistant  Engineer,  and 
until  1864  was  engaged  in  the  construction  of  railroad  shops,  bridges 
and  branch  railroads  in  the  vicinity  of  Philadelphia.  In  addition  to 
this,  from  1861  to  1864  he  was  Chief  Engineer  of  the  Junction  Bail- 
road,  connecting  the  Pennsylvania,  the  Philadelphia,  Wilmington  and 
Baltimore,  and  the  Philadelphia  and  Beading  Bailroads,  a  piece  of 
work  involving  varied  and  heavy  construction.  He  also  made  the 
location  for  the  Connecting  Bailway  between  the  Pennsylvania  Bail- 
road  and  the  Philadelphia  and  Trenton  Bailroad. 

In  1863  Mr.  Wilson  served  in  the  defence  of  his  country  as  aide  on 
the  staff  of  General  D.  N.  Couch,  with  the  official  rank  of  Captain. 
General  Couch  was  then  in  command  of  the  Department  of  the  Sus- 
quehanna, and  Captain  Wilson  had  charge  of  the  construction  of 
fortifications  in  the  vicinity  of  Harrisburg,  Pa. 

From  1864  until  1868  he  occupied  the  position  of  Chief  Engineer  for 
the  Pennsylvania  Bailroad  Company,  lessee  of  the  Philadelphia  and 
Erie  Bailroad,  with  headquarters  at  Williamsport,  Pa. 

•  Memoir  prepared  by  Joe.  M.  Wilson,  M.  Am.  Soo.  O.  E. 
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From  1868  to  1870  he  was  Chief  Engineer  of  Maintenance  of  Waj 
on  the  main  line  of  the  Pennsjlvania  Bailroad,  with  residence  at 
Altoona.  During  the  period  from  1870  to  1876  he  made  the  location 
and  superintended  the  construction  of  the  Low  Grade  Division  of  the 
Allegheny  Valley  Railroad  between  Driftwood  on  the  Philadelphia 
and  Erie  Bailroad  and  Red  Bank  on  the  Allegheny  River.  At  the 
same  time  he  was  also  Chief  Engineer  of  the  Morrison's  Cove  Rail- 
road, a  branch  of  the  main  line  of  the  Pennsylvania  Railroad. 

In  January,  1876,  the  firm  of  Wilson  Brothers  &  Company,  Civil 
Engineers,  Architects  and  Consulting  Engineers,  was  organized,  in 
which  he  was  the  senior  member  up  to  the  time  of  his  death.  This 
firm  has  designed  and  had  charge  of  the  construction  of  many  im- 
portant structures,  one  of  their  recent  great  buildings  being  the  Phila- 
delphia and  Reading  Terminal  Station  at  Philadelphia.* 

One  of  the  provisions  of  this  firm  allowed  any  member  to  hold  an 
official  position  in  his  individual  name,  with  the  benefit  of  consultation 
and  advice  from  the  other  members,  all  compensation  being  reported 
to  and  paid  into  the  firm,  and  all  such  professional  work  being  con- 
sidered as  part  of  its  operations.  Under  this  provision  John  A.  Wilson 
acted  personally  in  many  important  works  as  Chief  or  Consulting 
Engineer.  Among  these  may  be  mentioned:  Chief  EngiDeor  of  the 
Bloomsburg  and  Sullivan  Rai^oad,  the  North  and  West  Branch  Rail- 
road, the  Staten  Island  Rapid  Transit  Railroad,  the  Bellefonte  and 
Buffalo  Run  Railroad,  the  Nittauy  Valley  and  Southwestern  Railroad, 
the  Columbia  and  Sullivan  County  Railroad,  the  Philadelphia  Belt 
Line  Railroad  and  the  Philadelphia  and  Reading  Terminal  Railroad; 
Consulting  Engineer  of  the  Philadelphia  and  Reading  Railroad  for  the 
Pennsylvania  Avenue  Subway,  etc.,  etc.;  also  as  Expert  Engineer  or 
witness  for  a  large  amount  of  railroad  and  similar  public  work,  in- 
cluding many  cases  in  litigation,  such  as  railroad  crossings,  etc.  Mr. 
Wilson  displayed  remarkable  ability  in  matters  connected  with  rail- 
road law,  making  him  extremely  valuable  as  an  expert  adviser  or  wit- 
ness in  such  cases.  In  some  instances  he  worked  up  the  whole  plan  of 
procedure  for  a  case,  and  on  an  occasion  not  long  before  his  death, 
when  he  rendered  an  opinion  to  a  prominent  lawyer,  he  was  compli- 
mented by  a  letter  from  him,  in  which  he  said,  '*  Your  knowledge  of  the 
law  on  this  subject  should  warrant  your  being  made  an  LL.D." 

In  addition  to  his  membership  in  this  Society,  dating  from  June 
7th,  1876,  Mr.  Wilson  was  also  a  member  of  the  American  Institute  of 
Mining  Engineers,  the  Franklin  Institute,  the  Historical  Society  of 
Pennsylvania,  the  Philadelphia  Art  Club  and  the  St.  Andrew's  Society 
of  Philadelphia.  He  was  a  vestryman  and  communicant  of  St. 
Andrew's  Protestant  Episcopal  Church,  West  Philadelphia.  He  leaves 
a  wife,  four  daughters  and  two  sons. 

*See  Transactionit  VoL  xxxiv,  p.  115. 
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JAMES  HUGH  STANWOOD,  Assoc.  M.  Am.  8«e.  C.  E."" 


Died  Mat  24th,  1896. 


James  Hugh  Stanwood,  who  became  an  Associate  Member  of  this 
Society  October  3d,  1894,  was  bom  July  17th,  1860,  at  Brunswick,  Me. 
His  earlier  education  was  received  in  the  public  schools  of  Portland. 
In  1879  he  entered  the  office  of  Edward  C.  Jordan,  M.  Am.  Soc.  C.  K, 
at  Portland,  and  for  about  a  year  and  a  half  was  engaged  in  general 
land  surveying.  He  afterward  served  on  the  survey  for  a  railroad  be- 
tween North  Bridgeton  and  Saccarappa,  Me.,  and  as  assistant  in  the 
office  of  the  City  Engineer  of  Portland,  and  in  the  spring  of  1881  went 
into  the  employ  of  the  Maine  Central  Bailroad  Company  as  leveler  and 
transitman. 

Although  in  1883  he  entered  the  Massachusetts  Institute  of  Tech- 
nology as  a  student,  and  continued  there  for  four  years,  he  was  still 
engaged  during  his  summer  vacations  upon  engineering  work  on  the 
Maine  Central  Bailroad.  Graduating  in  1887,  he  went  to  the  Philadel- 
phia Bridge  Works  as  assistant  to  the  designing  engineer,  and  some- 
what more  than  a  year  later  returned  to  the  Institute  of  Technology  as 
Assistant  in  the  Department  of  Civil  Engineering.  He  afterward  be- 
came Instructor,  and  continued  in  active  service  at  the  Institute,  in 
charge  of  the  drawing-room  work  in  bridge  design,  until  within  a  few 
months  of  his  death,  being  compelled  finally  to  give  way  before  the  in- 
roads of  Bright 's  disease. 

He  was  enthusiastic  in  his  attachment  to  the  profession  of  civil 
engineering,  and  was  not  infrequently  a  contributor  to  its  periodicals. 
He  collected  many  specimens  illustrating  the  rusting  of  iron  and  steel 
in  exposed  structures,  such  as  bridges,  made  a  careful  study  of  the 
matter,  and  in  1895  presented  a  discussion  on  the  subject  before  this 
Society.  He  also  devised  simple  ormulas  to  accord  with  the  experi- 
ments upon  the  strength  of  wooden  posts,  which  appeared  in  the 
Railroad  Gazette  in  1892  and  1894  and  have  been  well  received  by 
engineers. 

Mr.  Stan  wood  was  characterized  by  great  faithfulness  to  all  the  de- 
tails of  his  duties,  and  by  an  abounding  fund  of  good  nature  which,  com- 
bined with  a  frank  and  generous  spirit,  won  for  him  many  friends  and 
the  enduring  regard  of  all  his  students.  He  died  May  24th,  1896,  in  his 
thirty-sixth  year,  leaving  a  widow  and  three  children. 

•  Memoir  prepand  by  Dwight  Porter,  M.  Am.  Soo.  0.  E. 
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CHABLES  WOOD,  Assoc.  M.  Am.  Soc.  C.  E.* 


Died  Noybmbeb  28th,  1895. 


Charles  Wood  was  bom  in  Edinburgh,  Scotland,  January  8th,  1862. 
He  was  educated  in  the  Academy  of  that  city.  It  was  his  early  ambi- 
tion to  obtain  a  position  in  the  Boyal  Engineers,  but  circumstances 
changed  his  plans.  To  perfect  his  knowledge  of  the  French  language, 
he  studied  a  year  in  France.  This  was  about  1878.  In  1881  he  came 
to  America.  In  April  of  that  year  he  found  employment  in  the  me- 
chanical drawing-room  of  the  Edge  Moor  Iron  Works,  where  he  was 
engaged  until  June,  1882.  Doubtless  his  experience  there  brought  him 
to  realize  the  importance  of  a  more  thorough  technical  education  as  a 
preparation  for  his  chosen  profession,  and,  in  the  autumn  of  1882,  he 
entered  the  Massachusetts  Institute  of  Technology,  from  which  he 
graduated  in  1886,  with  high  rank  in  his  class.  The  subject  of  his 
thesis  was  a  design  for  a  cantilever  bridge  over  the  St.  Lawrence  Bive^ 
at  Lachine,  P.  Q.  To  familiarize  himself  with  the  requirement^  of  the 
problem,  he  spent  a  vacation  at  Liachine. 

There  is  abundant  testimony  that  while  at  the  Institute  he  was  an 
earnest  and  faithful  student,  a  leader  among  his  fellows,  and  that  he 
was  held  in  the  highest  esteem  by  both  faculty  and  students.  During 
the  vacation  in  1884,  he  was  employed  in  the  bridge  erection  force  of 
the  Chicago,  Milwaukee  and  St.  Paul  Railroad. 

On  the  completion  of  his  course  at  the  Institute,  he  was  at  once 
offered  a  position  in  the  drafting-room  of  the  Boston  Bridge  Works, 
where  he  remained  until  October  of  the  same  year,  at  which  time  he 
accepted  a  position  in  the  drafting-room  of  the  Keystone  Bridge  Com- 
pany. From  January  to  May,  1887,  he  was  engaged  on  special  drawings 
for  the  terminals  of  the  Minnesota  and  Northwestern  Railroad  at 
St.  Paul,  Minn.  In  May,  1887,  he  accepted  a  position  with  the 
Pittsburg  Testing  Laboratory,  to  inspect  shop  work  at  Athens,  Pa., 
for  the  Poughkeepsie  Bridge,  inspecting  also  bridge- work  at  the  Union 
Bridge  Company *s  shops  at  Rochester,  N.  Y.,  and  bridge  material  at 
the  Elmira  Rolling  Mill.  On  January  15th,  1888,  he  entered  upon  an 
engagement  as  Assistant  Engineer  on  the  Cincinnati,  Hamilton  and 
Dayton  Railroad,  Joseph  Ramsey,  Jr.,  M.  Soc.  C.  E.,  being  Chief  Engi- 
neer of  the  road.  Upon  Mr.  Ramsey's  retirement,  to  accept  the  posi- 
tion of  Assistant  to  the  President  of  the  Cleveland,  Cincinnati,  Chicago 
and  St.  Louis  Railroad,  Mr.  Wood  became  Acting  Chief  Engineer,  and, 
in  August,  1891,  was  appointed  Chief  Engineer  of  the  Cincinnati, 

•  Memoir  prepared  by  8.  Whinery,  M.  Am.  Soc  0.  E. 
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Hamilton  and  Dayton  Bailroad  system,  a  position  he  held  with  ability 
and  honor  until  his  death. 

During  this  engagement  extensive  improvements  were  made  on  the 
road,  embracing  bridge  renewals,  the  erection  of  an  iron  freight  house 
-at  Cincinnati,  and  the  construction  of  a  large  modem  grain  elevator 
at  Toledo,  O.  The  maintenance  of  way  department  was  also  under 
Mr.  Wood's  charge.  During  this  time  he  resided  in  the  village  of 
Wyoming,  a  suburb  of  Cincinnati,  and  was  one  of  three  comnussioners, 
Mr.  Ramsey  being  another,  appointed  to  design  and  construct  a  system 
of  water  supply  for  the  village.  After  Mr.  Bamsey  removed  to  St. 
Louis,  the  mechanical  and  technical  work  of  the  commission  fell 
largely  to  Mr.  Wood,  and  to  him  was  due  in  no  small  measure  the 
practical  success  of  the  enterprise.  He  was  re-el(»oted  to  the  position, 
which  he  held  at  the  time  of  his  death. 

In  the  early  part  of  the  summer  of  1895  Mr.  Wood  was  taken  sick 
with  what  his  physician  thought  to  l>e  some  disorder  of  the  digestive 
-system,  and  he  was  forced  to  discontinue  all  work  for  a  time.  Later 
in  the  season  he  was  able  to  be  at  his  office  a  few  hours  nearly  every 
day,  but  there  was  no  permanent  improvement  in  his  condition.  As 
autumn  came  on  he  was  confined  to  his  home.  Later  his  physician 
surmised  that  his  malady  was  of  a  more  serious  nature  than  had  been 
suspected,  and  a  surgical  operation,  which  was  deemed  advisable,  dis- 
closed that  he  was  a  victim  of  caucer  of  the  stomach.  He  did  not 
rally  from  the  operation,  and  died  on  November  28th,  1895. 

Mr.  Wood  became  an  Associate  Member  of  the  American  Society  of 
Civil  Engineers  July  4th,  1894.  He  was  also  a  member  of  the  En- 
gineers' Club  of  Cincinnati,  to  which  he  contributed  valuable  papers. 
He  took  great  interest  in  the  American  Society  of  Civil  Engineers,  and 
before  his  death  collected  notes  for  a  paper  for  the  Society  on  "The 
Construction  of  Grain  Elevators. "  It  is  to  be  greatly  regretted  that 
he  did  not  live  to  complete  this  paper,  as  it  would  have  been  of  gpreat 
practical  value  to  the  profession. 

Mr.  Wood  was  especially  fond  of  structural  work,  and,  while  able 
and  efficient  in  other  departments,  he  developed  unusual  aptitude 
and  talent  in  designing  bridges  and  other  structures.  He  was  an 
energetic  and  tireless  worker,  who  loved  his  profession  next  to  his 
family  and  home.  His  friends  have  good  reason  to  believe  that  had  he 
not  been  cut  ofif  in  his  early  manhood,  he  would  have  attained  a  front 
rank  in  his  profession.  In  his  business  intercourse  he  was  afBable, 
courteous,  considerate  and  just,  and,  at  the  same  time,  outspoken  and 
decisive. 

Letters  to  the  writer  since  Mr.  Wood's  death,  from  instructors  and 
fellow  students  at  college,  and  from  business  and  professional  asso- 
ciates since  his  graduation,  all  bear  strong  testimony  to  his  ability 
and  sterling  character.     Mr.  M.  D.  Woodford,  President  of  the  Cin* 
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cinnati,  Hamilton  and  Dayton  Bail  way  Company,  in  a  letter,  dated 
Jannary  13th,  1896,  pays  this  high  tribute  to  him  as  a  man  and  a 
civil  engineer: 

**In  the  death  of  Mr.  Wood,  which  was  greatly  deplore,d,  the  Cin- 
cinnati, Hamilton  and  Dayton  Railway  has  lost  a  valuable  official, 
whose  eminent  pHersonal  and  professional  qualities  merited  my  most 
sincere  appreciation. 

'*  Mr.  Wood  commenced  his  service  with  the  Cincinnati,  Hamilton 
and  Dayton  Railway  in  Januarv,  1888,  as  Assistant  Engineer,  which 
position  he  filled  so  creditably  that  in  January,  1890,  he  was  promoted 
to  the  position  of  Acting  Chief  Engineer,  which  aiforded  him  an  op- 
portunity to  demonstrate  his  ability,  which  was  soon  recognized  by  his 
appointment  in  August,  1891,  to  the  office  of  Chief  Engineer. 

"Being  well  equipped  by  education  and  experience,  he  performed 
the  duties  of  that  office  with  marked  success.  Proficient  in  all  branches 
of  his  profession,  his  forte  was  bridge  en^eering.  He  was  also  an 
expert  in  structural  work.  During  the  eight  years  of  his  connection 
with  the  Cincinnati,  Hamilton  and  Dayton  Railway  Company  much 
exceptionally  important  work  was  done  under  his  supervision,  which 
bears  testimony  to  his  excellent  judgment  and  qualifications  as  an 
engineer,  notaoly  the  planning  and  construction  of  our  extensive 
Ivorydale  yards,  the  erection  of  new  freight  houses  at  Cincinnati, 
the  construction  of  a  large  grain  elevator  at  Toledo,  O.,  and  the 
building  of  bridges  over  Silver  Creek,  Big  Williams  Creek  and  the 
Miami  River. 

**In  his  personal  life  he  was  esteemed  and  beloved  for  his  splendid 
qualities  of  mind  and  heart,  for  his  conscientious  sense  of  duty  and  the 
nigh  principles  by  which  he  was  ever  gpiided.  Affable  and  courteous 
in  his  manners,  his  relations  with  all  with  whom  he  was  brought  in 
contact  were  at  all  times  cordial  and  pleasant.  Owing  to  his  extreme 
modesty  and  his  aversion  to  putting  himself  forward,  only  those  who 
knew  him  intimately  or  were  closely  associated  with  him  ^thoroughly 
appreciated  his  true  value.  Cut  on  by  the  Dread  Reaper  so  early  in 
his  career,  it  is  sad  to  think  that  a  life  of  great  usefulness  and  promise 
is  ended  just  in  its  prime." 

Mr.  Wood's  professional  and  business  associates  uniformly  speak 
in  the  highest  terms  of  praise  of  his  personal  and  professional  honor, 
his  integrity,  reliability  and  conscientious  character.  In  his  personal 
and  social  relations  he  was  respected  by  all,  and  esteemed  and  be- 
loved by  his  many  friends  for  his  sterling  qualities  of  mind  and 
heart. 

Mr.  Wood  was  married  in  May,  1890,  to  Miss  Ruth  Cowing,  of 
Wyoming,  O.,  who,  with  two  children,  survive  to  mourn  the  untimely 
loss  of  a  most  devoted  husband  and  father. 
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FRAME  BEBESFOBD^  Jan.  Am.  Soc.  C.  E.* 


Died  Degemb&b  12th,  1887. 


Frank  Beresford  was  born  at  Cincinnati,  O.,  on  April  20th,  1861* 
and  resided  in  that  oit j  for  most  of  his  life.  He  graduated  from  the  civil 
engineering  department  of  the  University  of  Cincinnati  in  1884,  and 
immediately  entered  the  engineer's  office  of  the  Cincinnati,  New  Or- 
leans and  Texas  Pacific  Bailroad  Company.  His  stay  there  lasted 
bnt  a  few  months,  however,  for  he  entered  the  service  of  the  Cin- 
cinnati, Hamilton  and  Dayton  Bailroad  Company  in  September  of  that 
year,  where  he  remained  until  his  death. 

His  progress  in  his  profession  was  quite  rapid,  for  in  the  course  of 
a  year  he  rose  from  the  position  of  Draftsman  to  that  of  Principal  As- 
sistant Engineer,  with  charge  of  the  drafting,  field  work,  bridge  de- 
signing and  inspecting.  He  was  engaged  in  the  discharge  of  these 
duties  at  the  time  of  his  death,  which  occurred  on  December  12th, 
1887.  His  attainments  as  an  engineer  were  exceptional  for  a  man  of 
his  years,  and  his  high  character  won  him  many  friends.  An  inti- 
mate acquaintance,  Joseph  Bamsey,  Jr.,  M.  Am.  Soc.  C.  E.,  writes  as 
follows  concerning  him  : 

"In  my  opinion,  his  death  was  a  great  loss  to  the  engineering  pro- 
fession, as  I  considered  him  one  of  the  brightest  and  most  promising 
engineers  I  ever  had  any  connection  with.  He  was  a  thorough- going, 
efficient  and  capable  man,  and  had  one  of  the  most  upright,  honorable 
characters  of  any  of  my  acquaintances." 

Mr.  Beresford  was  elected  a  Junior  of  the  American  Society  of 
Civil  Engineers  on  September  7th,  1887. 


WILLIAM  ALEXIS  OEOBOE  EMONTS,  Jnn.  Am.  Soc.  C.  E.t 


Died  Novembeb  5th,  1887. 


William  Alexis  George  Emonts  was  born  in  1847,  at  Spire,  Bavaria, 
and  was  educated  in  the  gymnasium  at  that  place.  He  served  as  a 
lieutenant  in  the  Bavarian  army  in  the  wars  of  1866  and  1870-71,  and 
during  this  time  studied  and  practiced  military  engineering  somewhat. 

Soon  after  the  close  of  the  Franco-German  war  he  came  to  this  coun- 
try, and  in  February,  1873,  became  an  instrument  man  in  the  Engineer- 

*  Memoir  prepared  from  papers  ou  file  at  the  House  of  the  Society. 

t  Memoir  prepared  from  information  famished  by  D.  MoN..  Stavffer,  Theodore  Toorheea 
and  William  nonter,  Members  Am.  Soc  0.  E.,  and  trom  papers  on  file  at  the  Honsa  of  the 
Society. 
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ing  Ck>rps  of  the  Philadelphia  and  Beading  Bailroad.  In  the  fall  of  1874 
he  became  assistant  to  Mr.  Henry  W.  Potts,  Division  Engineer  on  the 
Philadelphia  and  New  York  New  Line  Bailroad,  and  retained  this  po- 
sition until  the  completion  of  construction  in  June,  1876.  He  then 
became  Assistant  Engineer  and  Draftsman  on  the  North  Pennsylvania 
Bailroad.  In  1876  Mr.  Emonts  went  to  Germany  and  in  1879  to  Cen- 
tral America. 

During  1882  and  1883  he  was  engaged  on  the  construction  of  the 
Shamokin,  Sunbury  and  Lewisburg  Bailroad,  and  was  located  at  Sun- 
bury.  During  the  latter  part  of  1883,  he  went  to  Philadelphia  and  was 
engaged  on  the  surveys  of  the  Schuylkill  Biver  East  Side  Bailroad, 
until  the  conclusion  of  that  work,  some  time  in  1884.  About  1885  he 
published  a*  small  pamphlet  containing  metric  conversion  tables. 

Mr.  Emonts  was  elected  a  Junior  of  the  American  Society  of  Civil 
Engineers  on  September  6th,  1876. 


TEKNON  HILL  GBIDLET,  Jan.  Am.  Soc.  €.  E.» 


Died  Seftembeb  17th,  1896. 


Yemon  Hill  Ghddley  was  born  on  a  farm  near  Owosso,  Mich.,  on 
February  11th,  1867.  His  early  education  was  received  in  the  country 
schools  most  convenient  to  his  home.  When  he  was  twelve  years  of 
age  the  family  left  Michigan  and  settled  in  Monroe  County,  New  York. 
From  1885  to  1887  he  attended  the  Normal  School  at  Brockport,  and 
during  the  winter  of  1887-88  he  took  the  course  in  the  Bochester  Busi- 
ness University.  The  following  year  he  had  charge  of  the  commercial 
department  of  a  college  or  high  school  in  Toronto,  Canada,  and  after 
serving  one  year  there  he  assumed  a  similar  position  in  Fairfield  Acad- 
emy, Herkimer  County,  New  York.  In  September,  1890,  he  entered 
the  Bensselaer  Polytechnic  Institute,  from  which  he  was  graduated 
with  the  degree  of  Bachelor  of  Science  in  1893.  He  remained  another 
year  at  the  Institute,  assisting  Prof.  Wm.  P.  Mason  with  his  classes  in 
chemistry,  and  in  June,  1894,  received  the  degree  of  Civil  Engineer. 

The  first  work  which  he  did  after  leaving  Troy  was  the  taking  of 
observations  and  the  determination  of  the  flow  of  water  at  the  outlet  of 
Lake  George  at  Ticonderoga.  In  September  he  was  appointed  a 
leveler  in  the  Department  of  City  Works,  Brooklyn,  N.  Y.,  and 
was  employed  in  running  a  series  of  levels  to  determine  the  actual  ele- 
vations of  all  the  improved  streets  in  the  city.  Early  in  1895  he 
*  Memoir  prepared  by  N.  P.  Lewis,  M.  Am.  Soo.  0.  E. 
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entered  a  competitive  examination  for  assistant  engineers  in  that  de- 
partment, in  which  he  obtained  high  rank,  and  was  at  once  appointed. 
From  then  nntil  the  time  of  his  death  he  was  engaged  upon  the  con- 
struction of  street  pavements  in  the  city  of  Brooklyn. 

He  was  elected  a  Junior  of  the  American  Society  of  Civil  Engineers 
on  February  4th,  1896. 

He  contracted  typhoid  fever  in  August,  1896,  and  died  at  St.  Mary's 
Hospital,  Brooklyn,  on  September  17th,  1896. 

Mr.  Gridley's  brief  professional  career  gave  promise  of  a  bright 
future.  Quiet  in  manner  and  reserved  in  disposition,  he  impressed  all 
who  came  in  contact  with  him  as  a  man  of  force  and  character.  His 
industry,  integrity  and  capability  would  have  insured  success  in  any 
deld.  His  thoroughness  in  all  matters  of  detail  and  his  marked  busi- 
ness capacity  rendered  hid  services  especially  valuable,  both  in  design- 
ing and  executing  engineering  work,  while  his  admirable  personal 
qualities  won  him  many  friends,  who  have  learned  of  his  untimely 
death  with  the  keenest  regret. 


BUSSELL  WADSWOBTH  HILDBETH,  Jun.  Am.  Soc.  €.  E.* 


Died  Dboembeb  23d,  1895. 


Eussell  Wadsworth  Hildreth  was  bom  in  New  York  City  on  Febru- 
ary 12th,  1865.  He  entered  the  School  of  Mines  at  Columbia  College 
in  1881,  and  was  graduated  in  June,  1885,  with  the  degree  of  Engineer 
of  Mines.  Four  months  later  he  became  a  draftsman  in  the  New  York 
office  of  George  S.  Morison,  Past-President  Am.  Soc.  C.  E.,  remaining 
there  until  March  1st,  1886,  when  he  went  to  the  Buffalo  shops  of  the 
Union  Bridge  Company.  There  he  was  engaged  in  the  inspection  of 
the  double-track  and  highway  bridge  across  the  Missouri  Biver  at 
Omaha,  Neb. ,  for  the  Union  Pacific  Bail  way  Company,  and  two  bridges 
for  the  Oregon  Bailway  and  Navigation  Company.  From  April  Ist  to 
August  1st,  1887,  he  was  Assistant  Engineer  on  the  Union  Pacific 
Bridge  at  Omaha,  and  then  went  to  the  Athens  shops  of  the  Union 
Bridge  Company  to  take  charge  of  the  inspection  of  a  bridge  across 
the  Willamette  Biver  at  Portland,  Ore.,  for  the  Oregon  Bailway  and 
Navigation  Company. 

On  January  1st,  1886,  the  firm  of  Hildreth  and  Nettleton,  inspectors 
of  bridges,  was  formed  by  Mr.  Hildreth  and  Mr.  W.  A.  Nettleton.  On 
September  1st,  1888,  this  firm  became  B.  W.  Hildreth  and  Company, 
owing  to  the  withdrawal  of  Mr.  Nettleton  and  the  association  of  Mr. 

*  Memoirprepared  ftom  information  furnished  by  Mr.  P.  8.  Hildreth  and  firom  paper* 
on  file  at  the  Honse  of  the  Society. 
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P.  S.  Hildreth.  Mr.  Hildreth  was  connected  with  it  up  to  the  time  of 
his  death. 

The  work  carried  on  embraced  the  inspection  of  many  well-known 
bridge  structures  during  manufacture  and  erection,  including  the  New 
London  and  Bed  Bock  bridges,  general  work  for  many  of  the  principal 
cities,  railroads  and  other  corporations,  and  the  preparation  and  ex- 
amination of  plans  for  steel  work  and  the  inspection  of  existing 
structures. 

Mr.  Hildreth  was  elected  a  Junior  of  the  American  Society  of  Civil 
Engineers  on  January  4th,  1888.  He  was  a  member  of  the  American 
Society  of  Mechanical  Engineers,  the  American  Institute  of  Mining 
Engineers,  and  the  Engineers'  Club  of  New  York.  He  died  of  typhoid 
fever  and  heart  failure,  after  a  brief  illness. 


ALBERT  JACOB  STAHLBERG,  Jan.  Am.  Soc.  C.  E.» 


Died  August  19th,  1887. 


Albert  Jacob  Stahlberg  was  bom  in  Denmark  in  1846.  He  was 
graduated  in  1868  from  the  Polytechnic  Institute  (LandbohQiskolen)  in 
Copenhagen  as  a  "Forest  Officer,*'  and  served  in  Sweden  in  1868  and 
1869  as  Assistant  on  the  work  of  regulating  about  6  000  acres  of  wood- 
land, which  included  the  surveying  and  valuation  of  the  property  and 
the  improvement  of  the  streams  running  through  it. 

Late  in  1869  he  came  to  this  country,  and  soon  found  employment 
as  Assistant  to  Mr.  George  Beck  with,  at  that  time  the  City  Engineer  of 
Bridgeport,  Conn.  In  the  summer  of  1870,  he  entered  the  office  of 
Messrs.  Welton  and  Bonnett,  of  Waterbury,  Conn.,  and  under  their 
direction  was  employed  on  the  construction  of  water- works,  railways 
and  city  works  of  various  kinds.  He  remained  in  this  office  a  number 
of  years  and  then  went  to  the  Pacific  Coast.  For  a  time  he  was 
Assistant  City  Engineer  of  Los  Angeles,  Cal.,  and  afterwards  was  con- 
nected at  different  times  with  the  South  Pacific  Coast  Bailroad,  the 
Oregonian  Pacific  Bailway,  and  the  Oregon  and  California  Bailroad. 

In  1885  he  visited  Copenhagen  on  account  of  failing  health,  and  re- 
mained in  Denmark  until  his  death  on  August  19th,  1887. 

Mr.  Stahlberg  was  elected  a  Junior  of  the  American  Society  of  Civil 
Engineers  on  March  4th,  1874. 

*  Memoir  prepured  from  papers  on  file  at  the  Uoose  of  the  Society. 
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WILLIAM  HOWLAND  ASPINWALL,  F.  Am.  Soc.  C.  E. 


Died  Januabt  18th,  1875. 


William  Howland  Aspinwall,  the  founder  of  the  Panama  Railroad 
and  Pacific  Mail  Steamship  Companies,  was  the  grandson  of  Captain 
John  Aspinwall,  one  of  the  most  prominent  shipmasters  of  the  New 
York  merchant  marine  before  the  Bevolntion,  and  the  son  of  John 
Aspinwally  a  well-known  merchant  of  that  city  in  the  early  part  of  this 
century.  He  was  bom  in  New  York  on  December  16th,  1807,  and  was 
educated  in  local  private  schools.  At  an  early  age  he  became  a  clerk 
in  the  mercantile  house  of  G.  G.  &  S.  S.  Howland,  his  uncles,  and 
advanced  so  rapidly  that  in  1832  he  was  taken  into  partnership. 
About  five  years  later  Gardner  and  Samuel  Howland  withdrew  from 
the  active  management  of  the  affairs  of  the  house,  and  its  name  was 
changed  to  Howland  &  Aspinwall.  The  business  was  very  extensive, 
particularly  with  countries  on  the  Pacific  and  Mediterranean  coasts, 
the  East  and  West  Indies,  and  England,  and  the  firm  owned  at  one 
time  over  fifteen  ships,  including  several  Liverpool  packets. 

It  was  this  wide  range  of  business  relations  that  led  Mr.  Aspinwall 
to  appreciate  the  importance  of  the  Panama  route.  California  had  just 
been  annexed  to  the  United  States,  and  he  believed  that  better  means 
of  communication  across  the  Isthmus  of  Darien  would  prove  profit- 
able to  those  furnishing  it,  as  well  as  a  great  aid  in  developing  Ameri- 
can commerce.  Congress  had  sold  contracts  for  carrying  mail  by 
steamers  from  Chagres  to  New  York  and  New  Orleans,  and  from 
Panama  to  San  Francisco,  but  the  persons  who  obtained  them  were 
unable  to  carry  out  their  provisions.  Finally  George  Law,  the  New 
York  street  railway  builder,  bought  the  Atlantic  line,  and  Mr.  Aspin- 
wall obtained  control  of  that  on  the  Pacific.  The  former  was  then 
considered  a  good  investment,  but  Mr.  AspinwalPs  commercial  ac- 
quaintances regarded  his  purchase  as  a  very  poor  bargain.  It  was 
merely  part  of  a  great  undertaking,  however,  which  developed  under 
his  management  into  a  very  profitable  business,  of  great  importance  to 
commercial  interests.  In  1848  the  Pacific  Mail  Steamship  Company 
was  chartered  m  New  York  State  to  carry  out  the  mail  steamer  con- 
tracts, and  Mr.  Aspinwall  remained  its  president  until  his  retirement 
from  active  business  in  1856. 

This  company  carried  out  but  half  his  plans,  however,  for  he  recog- 
nized, as  soon  as  the  rush  for  California  began,  after  the  discovery  of 
gold  on  the  Pacific  Coast,  that  some  method  of  solving  the  problem  of 
rapid  transit  across  the  Isthmus,  g^ven  up  as  hopeless  by  early  Eng- 
lish and  French  investigators,  must  be  devised.     His  idea  was  to  build 
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a  railroad  across  the  narrow  ridge  of  land.  He  fonnd  in  John  L. 
Stevens  an  associate  familiar  with  the  country  who  was  willing  to 
make  an  exploration  of  the  ronte  in  company  with  an  engineer.  The 
result  of  this  investigation  showed  that  such  a  line  could  be  built, 
and  Messrs.  Aspinwall,  Stevens  and  Henry  Chauncey  made  a  contract 
with  the  authorities  of  New  Grenada  to  build  a  railroad.  The  Panama 
Bcdlroad  Company  was  incorporated  under  the  laws  of  the  State  of 
New  York  td  take  over  these  obligations,  and  Mr.  Stevens  was  elected 
president.  A  contract  was  made  with  George  M.  Totten  and  John  G. 
Trautwine  for  the  construction  of  the  line,  and  work  was  beg^n  in 
May,  1850.  It  progressed  slowly  on  account  of  the  great  natural  diffi- 
culties of  topogpraphy  and  climate,  but  was  finally  opened  early  in 
1855.  Its  Atlantic  terminus  on  Navy  Bay  was  an  uninhabited  spot  at  the 
time  the  railroad  was  projected,  and  was  for  some  time  overshadowed  in 
size  and  commercial  importance  by  the  neighboring  town  of  Chagres. 
As  the  railroad  progressed,  however,  it  became  an  important  place  and 
was  named  Aspinwall,  after  the  man  whose  enterprise  had  developed 
that  region.  This  name  was  employed  by  English-speaking  people  until 
a  few  years  ago,  when  the  Colombian  authorities  refused  to  transmit 
mail  matter  to  it  unless  addressed  Colon,  the  Spanish  name  of  the 
place.  In  the  first  seven  years  of  operation  of  the  road,  the  net  earn- 
ings were  nearly  96  000  000,  a  good  proof  of  its  founder's  business 
sagacity.  As  a  mark  of  appreciation  of  the  work  of  the  three  project- 
ors of  the  line,  Messrs.  Aspinwall,  Stevens  and  Chauncey,  the  directors 
of  the  company  erected,  a  few  years  before  Mr.  Aspinwall's  death,  a 
large  monument  at  Colon,  on  the  base  of  which  their  busts  were 
carved.  This  monument  stands  on  the  beach  in  front  of  the  com- 
pany's property,  and  is  one  of  the  prominent  features  of  the  town. 

After  these  great  companies  were  placed  on  a  thoroughly  sound  basis 
Mr.  Aspinwall  practically  retired  from  business.  Much  of  his  time 
was  spent  in  travel,  and  he  took  particular  pleasure  in  collecting  "pict- 
ures and  in  improving  his  country  estate  near  Tarrytown. 

Mr.  Aspinwall  was  elected  a  Fellow  of  the  American  Society  of  Civil 
Engineers  on  July  9th,  1870.     He  died  on  January  18th,  1875. 


eEOBGE  WASHINGTON  CASS,  Jr.,  F.  Am.  See.  C.  £.* 


Died  Mat  21st,  1888. 


George  Washington  Cass,  Jr.,  was  bom  on  his  father's  lands,  near 
Dresden,  Muskingum  County,  Ohio,  on  March  12th,  1810.     He  was 
the  oldest  child  of  George  Washington  Cass  and  Sophia  Lord,  and 
*  Memoir  prepued  hj  0ms  E.  Shelby,  Eiq. 
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grandson  of  Jonathan  Cass,  a  Captain  of  volunteers  in  the  Continental 
Army,  and  afterwards  a  Major  in  the  U.  S.  Army.  Jonathan  Cass  lived 
in  Exeter,  N.  H.,  and  moved  with  his  wife,  Mary  Oilman,  and  family  in 
1800  to  Ohio,  where  he  settled  finally  on  the  Muskingum  River  near 
Dresden.  Owing  to  the  schools  in  that  new  region  being  of  the  most 
elementary  character,  George  W.  Cass,  Jr. ,  was  sent  to  Detroit,  Mich. , 
in  1824  for  the  purpose  of  being  educated  at  the  Detroit  Academy, 
then  under  the  charge  of  Rev.  Ashbel  Wells,  and  while  there  he 
lived  with  his  uncle,  Lewis  Cass,  at  that  time  Governor  of  Michigan 
Territory.  Four  years  later  he  obtained  an  appointment  from  his 
native  state  as  a  cadet  at  the  U.  S.  Military  Academy  at  West  Point, 
and  graduated  from  there  in  June,  1832,  at  the  head  of  his  class  in 
the  principal  studies,  and  among  the  first  five  in  general  academio 
studies. 

Instead  of  receiving  the  usual  two  months'  leave  of  absence  on 
graduating,  he  was  at  once  ordered  to  report  to  General  Scott,  then  in 
New  York  organizing  an  army  to  proceed  against  the  Indians,  who 
were  collected  in  large  numbers  in  the  Northwest  under  Black  Hawk. 
Although  having  only  the  rank  of  cadet,  he  was  placed  in  command 
of  a  company  of  infantry  just  recruited  into  service,  and  assigned 
to  that  portion  of  the  army  under  General  Twiggs.  On  the  way  to 
the  frontier  the  command  of  General  Twiggs  was  so  much  reduced  in 
numbers  by  the  Asiatic  cholera  that  a  number  of  companies  were 
broken  up  for  the  purpose  of  filling  others  to  a  proper  complement, 
and  thus,  the  number  of  officers  being  in  excess  of  the  demand  for  ser- 
vice, Capt.  Cass  was  transferred  to  the  Department  of  Topogpraphical 
Engineers.  He  served  six  months  in  this  department,  and  was  then 
transferred  to  the  Department  of  Military  Engineers,  in  which  be  re- 
mained until  October,  1836,  when,  resigning  his  position,  he  received 
from  President  Jackson  an  appointment  of  Civil  Engineer  on  the 
National  Road,  in  which  capacity  he  continued  until  the  completion 
of  that  road  in  the  states  of  Virginia,  Maryland  and  Pennsylvania. 
During  this  service  Capt.  Cass  erected  over  Durlap*s  Creek,  a  tributary 
to  the  Monongahela  River,  the  first  cast-iron  bridge  ever  built  in  the 
United  States. 

He  was  an  early  and  persistent  advocate  of  the  improvements  of 
the  Monongahela  River  by  locks  and  dams,  and  contributed  to  the 
procuring  of  the  charter  and  organization  of  a  company.  As  its 
engineer,  he  made  the  survey  and  located  and  superintended  the  con- 
struction of  locks  Nos.  3  and  4.  After  the  suspension  of  the  work  by 
the  inability  of  the  State  of  Pennsylvania  to  pay  its  appropriation,  and 
the  sale  of  the  State  stock  to  private  parties,  he  was  a  member  of  the 
Board  of  Managers,  and  was  actively  instrumental  in  organizing  a 
company  from  the  new  shareholders  and  the  framing  of  a  contract 
which  insured  the  completion  of  the  work  in  1844. 
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On  the  completion  of  the  Monongahela  improvements  to  Browns- 
ville, Pa. ,  he  organized  the  first  steamboat  line  on  that  river,  and  also 
the  first  fast  transportation  lines  across  the  mountains  by  relays  of 
teams  similar  to  stage  lines,  thus  building  up  a  large  carrying  trade 
between  the  East  and  the  West  via  the  Monongahela  River  and  Pitts- 
burg. 

In  1849  he  established  the  Adams  Express  across  the  mountains 
from  Baltimore,  efifected  the  consolidation  of  all  the  Adams  Express 
lines  between  Boston  and  St.  Louis,  and  south  to  Richmond  in  1854, 
and  in  the  year  following  was  elected  President  of  the  consolidated 
company,  with  offices  in  Pittsburg,  Pa. 

In  January,  1856,  he  was  elected  President  of  the  Ohio  and  Penn- 
sylvania Railroad  Company,  then  possessing  a  road  completed  to 
Crestline.  This  line  was  finally  extended  to  Pittsburg  and  Chicago, 
and  became  the  Pittsburg,  Fort  Wayne  and  Chicago  Railway.  Mr. 
Cass  remained  at  the  head  of  this  company  for  twenty-five  years.  In 
1859  he  was  appointed  a  member  of  the  Board  of  Visitors  to  the  U.  S. 
Military  Academy.  He  was  also  president  of  the  Continental  Improve  • 
ment  Company  of  Pittsburg  which  built  the  Grand  Rapids  and  Indiana 
Railroad. 

Mr.  Cass  was  one  of  the  Commissioners  named  by  Congress  to  or- 
ganize the  Union  Pacific  Railroad  Company,  and  was  a  member  of  the 
first  Board  of  Directors  of  that  company.  He  declined  the  office  of 
treasurer  and  president.  He  also  became  a  member  of  the  Smith 
syndicate  which  took  possession  of  the  franchise  and  debts  of  the 
Northern  Pacific  Railroad  Company  in  1866,  and  became  greatly  inter- 
ested in  the  development  of  the  Northwest.  When  the  Northern  Pacific 
Railroad  was  constructed  and  put  into  operation,  he  became  its  presi- 
dent on  October  1st,  1872,  and  transferred  his  residence  from  Pitts- 
burg to  New  York  City.  He  was  at  this  time  also  President  of  the 
Southern  Railway  Security  Company  which  controlled  the  properties 
of  the  East  Tennessee,  Virginia  and  Gkiorgia  Railroad  and  other 
southern  lines.  While  connected  with  the  Northern  Pacific  system 
Mr.  Cass  bought  a  tract  of  land  seventeen  miles  west  of  Fargo,  No. 
Dak.i^  having  in  view  the  cultivation  of  wheat  in  that  region.  At  the 
same  time  Mr.  Charles  P.  Cheney,  of  Boston,  bought  lands  adjoining, 
and  jointly  they  engaged  the  services  of  Oliver  Dairy mple  to  superin- 
tend the  united  estate,  which  became  known  as  the  famous  Cass- 
Cheney  farm.  Mr.  Cass  resigned  his  office  of  president  of  the  North- 
em  Pacific  Railroad  in  1875  to  take  the  receivership  of  that  company, 
and  after  the  reorganization  in  August  following  he  went  to  Europe 
for  a  rest.  With  the  exception  of  a  visit  home  the  next  year,  he  re- 
mained abroad  until  the  spring  of  1881. 

Mr.  Cass  did  not  again  engage  in  active  business  after  severing  his 
connection  with  the  Northern  Pacific.  He  continued  to  live  in  New 
York  City,  however,  where  he  died  March  21st,  1888. 
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George  W.  Oass  married  first,  January  5th,  1835,  LotiiBa  Smith, 
seoond  daughter  of  George  and  Marj  (Kennedy)  Dawaon,  of  Browns- 
ville, Pa.,  and  had  by  her  one  child,  a  daughter.  His  wife  died  at 
Dresden,  O.,  seven  years  after,  and  he  married  secondly,  September 
14th,  1843,  Ellen,  the  third  daughter  of  George  Dawson,  of  Browns- 
ville, and  had  by  her  five  sons  and  six  daughters. 

He  was  elected  a  Fellow  of  the  American  Society  of  Civil  Eng^eers 
on  March  30th,  1871. 

THOMAS  C.  DURANT,  F.  Am.  Soc.  C.  E.» 


DiBD  October  5th,  1885. 


Thomas  C.  Durant  was  bom  in  Lee,  Berkshire  County,  Mass.,  in 
1820,  and  came  of  a  family  which  had  played  a  prominent  part  in  the 
early  history  of  that  region.  He  studied  medicine  at  the  Albany  Med- 
ical School  and  practiced  for  about  three  years,  but  finally  gave  up 
the  profession  to  enter  upon  the  business  career  in  which  he  subse- 
quently achieved  remarkable  success.  He  became  a  member  of  the 
Albany  shipping  firm  of  Durant,  Lathrop  &  Company,  which  had 
branches  in  New  York,  Chicago  and  Boston,  and  carried  on  a  lai^ 
business.  Dr.  Durant  was  the  head  of  the  New  York  branch.  He  was 
the  owner  of  a  number  of  vessels,  leased  many  more,  and  his  Euro- 
I)ean  trade,  particularly  in  wheat,  was  very  profitable  up  to  about  the 
time  of  the  French  Bevolution  of  1848. 

The  shipping  interests  with  which  he  was  connected  led  him  to  rec- 
ognize the  possibilities  of  the  West,  and  made  him  a  strong  advocate 
of  internal  improvements  which  would  open  up  the  resources  of  that 
region.  He  was  actively  engaged  in  promoting  the  interests  of  the 
Michigan  Southern  Bailroad,  and  was  one  of  the  leading  contractors 
for  the  construction  of  the  Peoria  and  Bureau  Valley  and  the  Missis- 
sippi and  Missouri  Bailroads.  He  made  surveys  for  a  railway  line  in 
the  Platte  Valley  several  years  before  the  organization  of  the  Union 
Pacific  Company,  and  in  1863  had  surveys  made  at  his  own  expense 
from  Omaha  to  the  basin  of  Great  Salt  Lake.  In  1863  he  took  an  active 
part  in  raising  the  32  000  000  stock  subscription  required  by  Congress 
before  the  Union  Pacific  Company  could  be  organized.  His  active 
interest  in  the  work  continued  until  the  last  rail  was  laid,  the  finan- 
ciering of  the  great  undertaking  receiving  most  of  his  attention. 

As  soon  as  this  line  was  finished  Dr.  Durant  began  building  the 
Adirondack  Bailroad,  of  which  he  was  the  chief  stockholder.  President 
and  General  Manager  at  the  time  of  his  death. 

He  was  elected  a  Fellow  of  the  American  Society  of  Civil  Engineers 

on  November  18th,  1870. 

•  Memoir  prepared  in  the  office  of  the  American  Society  of  Civil  Eogineen. 
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SIDNEY  DILLON,  F.  Am.  Soc.  C.  E/ 


Died  June  9th,  1892. 


Sidney  Dillon,  the  well-known  financier  and  contractor  for  railroads 
haying  a  total  length  variously  estimated  at  2  500  to  3  000  miles  and 
costing  from  375  000  000  to  WOO  000  000,  was  a  farmer's  boy  in  early 
life.  He  was  born  on  May  7th,  1812,  in  Northampton,  Montgomery 
County,  N.  Y.,  where  the  family  had  resided  for  several  generations. 
His  grandfather  was  a  Bevolutionary  soldier,  and  was  present  at  the 
surrender  of  Burgoyne.  Young  Dillon  was  brought  up  like  most  boys 
in  similar  conditions  at  the  time,  receiving  as  good  an  education  as  the 
local  schools  afforded. 

His  railroad  career  began  as  an  errand  boy  on  the  Mohawk  and 
Hudson  Railroad  from  Albany  to  Schenectady,  and  when  this  road  was 
finished,  he  was  employed  in  a  similar  capacity  on  the  Bensselaer  and 
Saratoga  Bail  road.  Later,  he  became  an  overseer  for  Crane  k  Clark, 
who  had  a  contract  on  the  Boston  and  Providence  Bailr^ad  near 
Sharon,  and  remained  with  them  for  two  years,  until  the  contract  was 
completed.  Then  he  was  made  a  foreman  for  the  same  firm  on  its  con- 
tracts on  the  Stonington  road  in  Connecticut  and  on  heavy  rock  work 
near  Charlton,  Mass.,  on  the  Western  Railway,  now  part  of  the  Boston 
and  Albany  line.  In  the  latter  position  he  had  the  good  fortune  to  be- 
come intimately  acquainted  with  Capt.  W.  H.  Swift,  at  that  time  the 
engineer  in  charge  of  work.  Capt.  Swift  took  a  strong  interest  in  the 
young  man,  and  when  it  came  time  to  put  in  bids  for  new  work  urged 
him  to  make  tenders  on  his  own  account.  Mr.  Dillon  had  little  money 
at  the  time,  but  he  thought  he  saw  his  way  clear  to  undertaking  a 
small  section  near  Hinsdale.  His  bid  was  accepted  and  the  work  was 
completed  satisfactorily  in  1840. 

This  was  the  beginning  of  a  contracting  career  of  unusual  extent 
and  success.  Mr.  Dillon  is  described  by  those  who  were  acquainted 
with  him  about  this  time  as  an  unusually  fine  leader  of  men.  Over  6 
ft.  tall,  heavily  built  yet  active,  and  speaking  in  a  direct,  incisive  man- 
ner, he  conveyed  the  impression  of  a  man  who  knew  what  to  do  and 
how  to  do  it,  and  was  fully  able  to  command  others  in  carrying  out  his 
plans.  His  second  contract  was  on  the  Troy  and  Schenectady  Railway, 
where  he  took  some  heavy  work  in  clay  about  2  miles  from  Troy, 
which  was  carried  out  by  means  of  a  steam  shovel.  Then  he  became  a 
member  of  the  firm  of  Boody,  Ross  &  Dillon,  which  built  6  miles  of 
the  Cheshire  Railroad  in  Vermont  and  the  Hartford  and  Springfield 
Railway,  26  miles  long,  part  of  the  payment  of  the  latter  being  made 
in  stock.  At  this  time  he  also  had  an  individual  contract  to  construct 
*  Memoir  prepmred  lo  the  office  of  the  American  Society  of  Olvil  Engineers. 


Digitized  by  VjOOQIC 


604  MEMOIR  OF   SIDNEY   DILLON. 

6  miles  of  diffionlt  line  on  the  Vermont  and  MassaohnsettB  Railroad. 
As  a  partner  in  the  firm  of  Dillon  &  Pratt  he  was  interested  in  the  con- 
struction of  7  miles  of  the  Rutland  and  Burlington  Railroad  near  Bur- 
lington, Vt.  A  little  later  Boody,  Ross  &  Dillon  built  the  Central 
Railroad  of  New  Jersey  from  Whitehouse  to  Easton,  a  distance  of  29 
miles,  taking  their  pay  entirely  in  stocks  and  bonds.  The  work  was 
difficult,  but  was  finished  in  two  years  by  means  of  steam  shovels.  The 
firm  was  also  engaged  about  the  same  time  in  widening  20  miles  of  the 
Morris  Canal,  and  a  little  later  contracted  to  build  the  Boston  and  New 
York  Central  road.  The  latter  company  failed  after  30  miles  were 
built,  and  the  contractors  were  forced  to  attach  and  sell  the  rolling 
stock  and  other  visible  assets  to  obtain  part  of  the  money  due  them. 
Afterwards  the  company  built  100  miles  of  the  Philadelphia  and  Erie 
road  west  from  Lock  Haven  ;  and,  somewhat  later,  Mr.  Dillon  was  inter- 
ested, as  a  member  of  the  firm  of  Dillon,  Clyde  &  Chapman,  in  con- 
tracts on  the  Erie  and  Cleveland,  the  New  Jersey  Central  and  the 
Mooris  and  Essex  Railroads. 

In  1865  he  began  his  active  association  with  the  Union  Pacific  Rail- 
way, and  during  the  next  four  years  his  wide  experience  as  a  railroad 
builder  was  of  much  value  to  the  men  in  charge  of  that  great  enter- 
prise. He  was  present  at  the  ceremony  of  laying  the  last  rail  in  1869, 
and  the  silver  spike  with  which  the  road  was  completed  remained  in 
his  possession  until  his  death.  During  this  time  he  was  also  interested 
with  John  I.  Blair  in  Iowa  railroads,  and  had  a  70-mile  contract  on  the 
construction  of  the  Boston,  Hartford  and  Erie  Railroad,  which,  how- 
ever, was  not  completed  on  account  of  the  lack  of  funds  of  the  railroad 
company.  A  little  later  he  had  contracts  on  the  Connecticut  Valley, 
the  Chillicothe,  Council  Bluffs  and  Omaha,  and  the  Canada  Southern 
roads,  built  the  Paterson  branch  of  the  Morris  and  Essex  line  and  was 
engaged  on  many  smaller  works. 

All  these  contracts  brought  Mr.  Dillon  a  large  fortune,  which  was 
principally  invested  in  railroad  securities.  The  management  of  these 
investments  gradually  occupied  a  larger  part  of  his  time,  and  after 
1870  he  was  known  chiefly  as  a  financier.  He  was  a  director  of  the 
Union  Pacific  Company  for  many  years  and  its  president  during  a  con-  ' 
siderable  part  of  this  time.  He  was  associated  with  Jay  Gould  in  the 
management  of  many  of  the  properties  controlled  by  the  latter,  and 
was  a  director  in  the  Western  Union  Telegraph,  the  Manhattan  Ele- 
vated Railroad,  the  Missouri  Pacific  Railway,  the  Pacific  Mail  Steam- 
ship, the  Chicago,  Rock  Island  and  Pacific  Railway,  the  Wabash  Rail- 
way, the  Canadian  Southern  Railway,  the  Wheeling  and  Lake  Erie 
Railroad  Companies  and  many  smaller  organizations. 

Mr  Dillon  was  elected  a  Fellow  of  the  American  Society  of  Civil 
Engineers  on  March  26th»  1870.  He  was  married  in  1841,  and  left  two 
daughters,  four  grandsons  and  one  granddaughter. 
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HENRY  FARNAM,  F.  Am.  Soc.  C.  E.* 
Died  October  4th,  1883. 


The  career  of  Henry  Famam,  prominent  as  an  engineer,  contractor 
and  railroad  president  during  the  building  up  of  the  Central  States, 
is  remarkable  for  the  fact  that  for  nearly  thirty  years  his  work  was  of 
a  routine  nature,  and  for  most  of  the  time  connected  with  a  more  or 
less  financially  unsuccessful  undertaking.  This  long  period  of  ap- 
prenticeship, if  it  may  be  called  such,  brought  its  fruits,  however,  in 
thirteen  years  of  unusually  successful  operations  on  a  great  scale, 
yielding  pecuniary  returns  commensurate  with  their  importance,  and 
enabling  Mr.  Famam  to  spend  the  last  twenty  years  of  his  life  in  a 
retirement  marked  by  many  gracious  acts. 

He  came  of  a  Connecticut  family  that  settled  in  Scipio,  Cayuga 
County,  N.  Y.,  late  in  the  last  century.  The  country  was  then  prac- 
tically a  wilderness,  and  the  settlers  were  pioneers  in  many  respects. 
Henry  Famam  was  bom  November  9th,  1803,  and  soon  displayed  an 
unusual  fondness  for  books  and  a  lack  of  interest  in  farm  work. 
For  a  short  time  he  lived  with  a  relative,  a  physician,  to  learn  if  he 
had  a  taste  for  the  medical  profession,  but  it  was  soon  found  that  this 
was  not  the  case.  His  favorite  studies  were  mathematical.  With 
meager  instruction  and  few  text-books,  he  mastered  the  elements  of 
trigonometry  and  surveying  before  he  was  sixteen. 

In  1821,  he  at  last  found  an  opening  that  might  lead  to  something 
to  his  taste.  The  Erie  Canal  was  then  under  construction,  one  section 
of  which  was  in  charge  of  David  Thomas,  to  whom  the  young  man 
applied  for  a  position  on  a  surveying  party.  The  only  place  then 
vacant  happened  to  be  that  of  camp  cook,  which  Mr.  Famam  at  once 
accepted,  so  as  to  be  on  hand  when  vacancies  in  the  surveying  staff 
might  occur.  He  soon  rose  to  be  Assistant  Engineer,  and  was  con- 
nected with  the  canal  until  the  fall  of  1824,  spending  the  winter 
months  teaching  school.  It  was  during  this  engagement  that  he  con- 
tracted a  malarial  disease  that  for  some  time  threatened  his  life.  This 
was  finally  cured,  however,  and  was  practically  the  only  sickness  he 
had  until  his  last  few  years. 

From  1825  until  1850  Mr.  Famam  was  connected  with  the  canal 
running  from  New  Haven  to  Westfield.  This  work  was  undertaken  in 
1822  by  the  Farmington  Canal  Company,  but  actual  construction  was 
not  begun  until  three  years  later.  Davis  Hurd  was  Chief  Eng^eer  of 
the  company,  and  he  offered  the  position  of  Assistant  to  his  relative, 
Mr.  Famam.     It  was  at  once  accepted,  and  in  1827,  on  the  retirement 

*  Memoir  prepired  ttom  a  biography  written  by  Henry  W.  Farnam,  Eaq. 
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of  Mr.  Hurd,  was  followed  by  promotion  to  the  position  of  Chief 
Engineer.  The  canal  vas  part  of  the  system  of  waterways  eventually 
extended  from  New  Hayen  to  Northampton,  and  controlled  by  the 
New  Haven  and  Northampton  Canal  Company.  It  was  largely  built 
and  managed  by  Mr.  Famam  as  Chief  Engineer  and  Superintendent, 
whose  experience  in  this  work  must  have  been  an  anxious  one.  The 
balance  sheet  always  showed  losses,  which  were  attributed,  like  those 
of  other  New  England  canals,  by  its  chief  financial  backer,  Joseph  K 
Sheffield,  to  two  facts — that  little  passenger  travel  could  be  secured, 
and  that  the  canal  never  carried  on  transportation  itself,  but  simply 
collected  tolls,  requiring  a  much  larger  volume  of  business  to  pay 
dividends  than  would  be  needed  by  a  railroad. 

By  1845  the  company's  stockholders  were  convinced  that  the  canal 
could  not  be  made  to  pay,  and  Mr.  Famam  proposed  to  build  a 
railroad  along  its  line,  abandoning  the  waterway.  Mr.  Sheffield,  then 
actively  engaged  in  organizing  the  New  York  and  New  Haven  Bail- 
road  Company,  took  up  the  idea,  and  with  his  co-operation  the  rail- 
road was  built,  reaching  Plainville  in  1848,  and  Tariffville  and 
Collinsville  in  1850.  The  New  Haven  and  Hartford  Bailroad  was 
then  in  operation.  The  competition  between  the  two  lines  was  strong, 
and  various  deals  were  made  between  the  roads,  which  were  disap- 
pointing  to  both  Mr.  Sheffield  and  his  chief  engineer.  Both  withdrew 
entirely  from  eastern  railroading,  but  that  Mr.  Famam's  relations 
with  the  New  Haven  and  Northampton  Company  remained  harmo- 
nious to  their  termination  is  evinced  by  the  following  extract  from  a 
resolution  passed  at  a  meeting  of  the  stockholders  in  1850: 

**  For  the  uniform  fidelity  with  which  Mr.  Famam  has  performed 
all  the  duties  devolving  upon  him;  for  the  unimpeachable  integrity 
with  which  the  many  tnousand  dollars  that  have  passed  through  his 
hands  have  been  expended;  for  the  unshaken  confidence  with  which 
he  carried  forward  these  works  under  very  great  difficulties;  and  for 
the  heavy  personal  responsibility  which  he  often  assumed  to  maintain 
the  works,  when  otherwise  they  would  have  been  sacrified,  this  Com- 
pany entertain  the  highest  consideration.*' 

Although  these  twenty-five  years  were  full  of  arduous  works,  of 
long  patrols  in  his  buggy  along  the  line  of  the  canal  in  all  sorts  of 
weather,  and  were  rewarded  with  but  a  small  salary,  yet  they  had  one 
important  result,  the  formation  of  enduring  friendships  with  men  of 
great  business  influence  and  sagacity,  particularly  James  Hillhouse 
and  Mr.  Sheffield,  and  it  was  in  partnership  with  the  latter  that  Mr. 
Famam  made  his  first  noteworthy  success  as  a  contractor. 

In  1850  Chicago  was  a  place  of  30  000  inhabitants,  built  in  a  strag- 
gling fashion  on  the  swamp  about  the  mouth  of  the  nearly  stagnant 
stream  known  as  the  Chicago  River.  Its  facilities  as  a  terminus  for 
steamboat  navigation  were  admirable,  but  otherwise  it  possessed  few 
attractions.     Two  years  before,  the  Hlinois  and  Michigan  Canal  had 
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finally  been  completed  from  Chicago  to  La  Salle,  thus  connecting 
Lake  Michigan  with  the  Mississippi  Valley.  The  Michigan  Southern 
Bailroad  had  then  reached  Hillsdale,  167  miles  from  Chicago,  and  a 
section  of  the  Galena  and  Chicago  Union  Bailroad  ran  from  Chicago  to 
Elgin.  William  B.  Ogden  was  then  President  ol  the  latter  road,  and 
at  his  invitation  Mr.  Famam  went  west,  with  a  view  to  becoming  in- 
terested in  that  undertaking.  The  possibilities  of  the  country 
impressed  him  so  favorably,  however,  that  he  did  not  care  to  commit 
himself  to  any  one  project  at  that  time. 

He  made  another  visit  a  little  later  in  company  with  Mr.  Sheffield, 
and  in  their  journey  through  the  country  were  much  attracted  by  the 
future  for  a  paper  railroad  between  Bock  Island  and  La  Salle.  When 
the  road  was  chartered  in  1847,  its  projectors  believed  that  it  could 
not  compete  with  the  canal  from  Chicago  to  La  Salle,  but  would  stand 
a  good  chance  of  securing  a  profitable  traffic  from  the  latter  city  west- 
ward, in  competition  with  the  natural  waterways.  The  experience  in 
Connecticut  showed,  however,  that  such  a  project  was  not  the  right 
one,  but  the  firm  of  Sheffield  and  Famam  offered  to  build  the  road  if 
the  charter  could  be  amended  to  give  the  right  to  run  through  to 
Chicago. 

Before  this  contract  was  completed,  however,  the  new  firm  was 
given  an  opportunity  to  show  its  capabilities.  The  Michigan  Southern 
road  then  stopped  at  Hillsdale,  on  account  of  financial  weakness. 
John  B.  Jervis  was  Chief  Engineer  of  the  company,  and  he  wanted  Mr. 
Famam  to  become  Superintendent  of  the  completed  part  of  the  line. 
The  latter  declined  the  proffered  position,  but  agreed  that  his  firm 
would  build  the  road  into  Chicago,  a  daring  offer  in  those  days.  The 
contract  was  made,  and  in  March,  1852,  the  first  train  from  the  East 
entered  Chicago  over  this  line.  Shortly  afterward  the  Michigan 
Central  built  through  to  the' city,  which,  under  the  stimulus  of  these 
new  facilities  for  transportation,  soon  began  to  develop  marvelously. 

The  legislative  preliminaries  in  the  Bock  Island  and  La  Salle  pro- 
ject were  meanwhile  carried  on  under  the  general  supervision  of  the 
firm.  In  1851,  the  new  charter  was  obtained  and  the  name  of  the  cor- 
poration altered  to  the  Chicago  and  Bock  Island  Bailroad  Company, 
and  soon  after  John  B.  Jervis  was  chosen  President,  and  William  Jervis 
Chief  Engineer.  The  surveys  were  completed  in  August,  and  the  next 
month  the  formal  contract  with  Sheffield  and  Famam  was  closed  for 
building  and  equipping  the  entire  road,  about  half  the  payment  to  be 
made  in  7  per  cent,  bonds.  Late  in  February,  1854,  the  first  train 
ran  from  Chicago  to  Bock  Island,  and  in  July  the  road  was  formally 
turned  over  to  the  company,  eighteen  months  before  the  time  specified 
in  the  contract.  The  firm  also  built  during  this  time,  in  company 
with  several  other  parties,  the  Peoria  and  Bureau  Valley  Bailroad,  a 
branch  of  the  Bock  Island  system.    The  completion  of  these  contracts 
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was  celebrated  as  an  event  of  national  importance.  Sheffield  and 
Famam  took  a  party  of  over  a  thousand  from  Chicago  to  Rock  Island, 
up  the  Mississippi  to  Fort  Snelling,  and  back  to  Chicago.  Six  days 
were  spent  on  the  excursion,  and  among  the  guests  were  President 
Fillmore,  George  Bancroft,  Governor  Baldwin  of  Connecticut,  Thurlow 
Weed,  Epes  Sargent,  Charles  A.  Dana  and  Samuel  Bowles. 

Before  the  completion  of  the  Chicago  and  Rock  Island  line,  Mr. 
Famam  had  investigated  the  opportunities  for  railroads  in  Iowa,  and 
was  convinced  that  they  offered  many  openings  for  profitable  under- 
takings. The  first  thing  to  be  done,  however,  was  to  cross  the  Mis- 
sissippi, and  the  Rock  Island  Bridge  Company  was  formed  to  do  this. 
The  bridge  built,  the  first  over  the  river,  was  a  wooden  structure  and 
aroused  great  opposition.  Boats  collided  with  the  piers  and  their 
owners  brought  suits  for  damages,  and  it  was  once  set  on  fire.  Then 
the  United  States  Government  sued  out  an  injunction  against  it,  but 
finally  the  company  triumphed  over  all  obstacles  and  a  railroad  con- 
nection across  the  river  was  assured. 

The  Iowa  road  was  chartered  as  the  Mississippi  and  Missouri  Rail- 
road, and  formed  part  of  a  single  system  of  which  the  Rock  Island 
Bridge  and  Chicago  and  Rock  Island  Railroad  were  the  other  links. 
Mr.  Sheffield  retired  from  business  about  this  time,  and  the  firm  of 
Famam  and  Durant  was  formed  with  Dr.  Thomas  C.  Durant.  In  May, 
1855,  a  contract  was  taken  by  the  firm  for  the  construction  of  a  road 
from  Davenport  to  Iowa  City,  with  a  branch  to  Muscatine.  A  period 
of  commercial  depression  came  on  about  this  time,  and  during  the 
crisis  of  1857,  the  firm  came  dangerously  near  ruin.  This  was  finally 
avoided,  and  the  road  extended  to  Grinnell,  120  miles  from  Davenport. 
During  this  time  Mr.  Famam  was  acting  as  President  of  the  Chicago 
and  Rock  Island  Railroad  Company  and  of  abank,  and  was  also  actively 
engaged  in  promoting  the  project  of  a  railway  to  the  Pacific  Coast. 
He  finally  became  one  of  the  incorporators  of  the  Union  Pacific  Com- 
pany, but  soon  found  himself  out  of  sympathy  with  the  proposed 
methods  of  conducting  the  enterprise  and  ceased  to  have  anything  to 
do  with  it.  He  continued,  however,  to  take  part  in  railway  affairs 
until  June  4,  1863,  when  he  resigned  the  presidency  of  the  Rock  Island 
Railroad  Company,  and  retired  from  active  work. 

Five  years  of  subsequent  life  were  spent  in  travel  and  the  remainder 
at  his  home  in  New  Haven.  He  was  too  advanced  in  years  to  offer  his 
personal  services  to  the  country  during  the  Civil  War,  but  he  con- 
tributed financial  support,  and,  with  his  wife,  cared  for  wounded  and 
sick  soldiers  in  Chicago.  He  made  many  gifts  to  Yale  College,  gave 
the  city  of  New  Haven  one  of  its  most  beautiful  drives,  and  in  many 
ways  used  his  large  wealth  for  the  advantage  of  others. 

His  death  occurred  on  October  4th,  1883,  and  was  due  to  a  stroke 
of  paralysis.  Mr.  Famam  was  elected  a  Fellow  of  the  American  Society 
of  Civil  Engineers  on  November  14th,  1872. 
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ALFRED  KBUPP,  F.  Am.  Soc.  €.  E* 


DiBD  JuiiT  14th,  1887. 


Alfred  Kmpp*8  career  as  an  iron  master  was  laid  out  for  him  bj  his 
father,  bat  the  success  he  achieved  was  solely  his  own,  and  the  reward 
of  unremitting  labor  and  bold  business  enterprise.  His  father.  Fried- 
rich  Erupp,  was  for  many  years  among  the  most  prosx>erous  residents 
of  Essen  on  the  Buhr,  then  a  little  town  of  about  4  000  people.  His 
great  purpose  had  been  to  learn  the  art  of  making  cast  steel,  which 
was  practiced  in  England  as  early  as  the  middle  of  the  last  century. 
During  the  Napoleonic  wars  it  was  difficult  in  Germany  to  secure 
enough  of  this  metal  to  meet  the  demands  of  the  manufacturers  of  fine 
tools,  and  many  Germans  tried  to  learn  the  secret.  Friedrich  Krupp 
struggled  along  for  years  and  finally  found  it.  He  made  steel  of  good 
quality,  and  in  an  official  Prussian  report  of  1822,  it  is  stated  that  his 
product  **  has  been  carefully  examined  by  the  Bureau  of  Manufactures 
and  Commerce  at  Berlin,  and  has  been  found,  in  adaptability  and 
intrinsic  excellence,  fully  equal  to  the  best  English  steel,  in  some  re- 
spects even  preferable.*'  But  in  spite  of  the  good  quality  of  the 
metal,  the  demand  was  very  light,  and  there  was  not  business  enough 
to  pay  expenses.  The  pleasant  home  had  to  be  abandoned,  and  the 
family  went  to  live  in  a  small  one-story  laborer's  cottage  still  standing 
in  the  heart  of  the  immense  establishment  which  the  genius  of  the 
owner's  son  reared  around  it. 

It  was  in  this  humble  cottage  that  Alfred  Erupp  lived  while  laying 
the  foundations  of  the  industry  that  is  now  known  the  world  over.  In 
1873  he  had  an  engraving  made  of  the  house,  copies  of  which  were  dis- 
tributed to  the  workmen  with  a  note  saying,  among  other  things : 

**  Fifty  years  ago  this  laborer's  cot  was  the  refuge  of  my  parents. 
May  no  workman  of  ours  ever  experience  the  sorrow  that  then  en- 
shrouded us  I  For  twenty -five  years  the  issue  was  in  doubt,  an  issue 
which  has  since  then,  by  degrees,  so  astonishingly  rewarded  the  priva- 
tions, the  struggles,  the  confidence  and  the  perseverance  of  the  past. 
May  this  example  stimulate  others  in  distress,  may  it  increase  the 
respect  for  small  domicile?  and  the  sympathy  for  the  greater  cares  that 
often  dwell  therein. " 

Shortly  before  Friedrich  Erupp's  death,  he  told  his  son  the  secret 
of  making  cast  steel.  In  1826,  his  widow  announced  that  the  works 
would  be  continued  under  the  former  name  and  manufacture  '*cast 
steel  in  rods  of  any  thickness,  rolled  plates  and  f org^gs  after  drawings 
or  models,  such  as  mint  dies,  shafting,  spindles,  shear-blades,  rolls, 

*  Prepared  chiefly  from  a  biographical  sketch  by  Oapt.  O.  B.  Hichaella,  U.  8.  A. 
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etc.,  also  tanners's  tools."  The  management  of  the  little  plant,  which 
had  been  a  commercial  failare  under  Friedrich  Krupp,  passed  into  the 
hands  of  his  son  before  the  latter  was  fifteen  years  of  age.  "With  two 
workmen  he  labored  daily  at  the  forge,  and  his  condition  at  the  time 
is  indicated  best  by  his  own  words: 

'*  Working  hard,  often  all  night  long,  my  food  being  for  the  most 
part  potatoes,  coffee,  bread  and  bntter,  but  no  meat,  I  felt  all  the 
responsibility  of  a  harassed  father  of  a  family.  For  twenty-five  years 
I  persevered,  until  at  last,  under  gradually;  improving  circumstances, 
I  conquered  a  decent  living.  My  most  vivid  impression  of  the  distant 
past  is  the  recollection  of  the  long-continued,  ever-threatening  danger 
of  ruin,  and  its  avoidance  through  patience,  self-denial  and  labor. " 

For  a  period  of  about  fifteen  years,  just  enough  was  earned  to  pay 
the  workmen  and  living  expenses.  Uncfer  the  direction  of  an  uncle, 
he  studied  book-keeping  and  mercantile  methods,  and  gradually  ex- 
tended the  market  for  his  steel.  In  1832  he  had  ten  workmen,  and 
somewhat  later  made  his  first  important  commercial  success,  the  sale 
of  English  patents  for  a  cast-steel  roller  die.  All  his  spare  money  was 
apparently  devoted  to  increasing  his  plant  and  for  journeys  of  investi- 
gation among  English  steel  works.  Early  in  the  forties,  he  began 
experimenting  with  cast-steel  guns,  and  by  1845  the  number  of  em- 
ployees had  risen  to  122,  although  during  the  agricultural  depression 
and  political  troubles  of  1848,  the  number  fell  off  for  a  time.  During 
the  latter  year  Alfred  Krupp  assumed  entire  control  of  the  establish- 
ment, his  brother  Friedrich  withdrawing,  and  in  a  short  time  the  works 
began  to  grow  in  size  and  importance  at  a  surprising  rate.  In  1848 
the  number  of  men  was  72;  in  1868,  1  047,  and  in  1863,  4  185.  The 
most  important  advances  were  made  between  1850  and  1860.  In  1851, 
Krupp  showed  at  the  London  Exhibition  a  cast-steel  block  weighing 
over  2  tons,  something  unheard  of  in  England  at  the  time;  in  fact,  it 
was  so  frequently  reported  that  the  steel  was  not  of  good  quality  and 
would  fly  to  pieces  like  cast  iron  under  the  hammer,  that  a  piece 
had  to  be  cut  from  the  block  and  forged  on  the  anvil  to  prove  its 
quality.  The  next  year  was  marked  by  the  Krupp  invention  of  a 
method  of  manufacturing  weldless  railway  ties,  which  proved  very 
profitable. 

In  1853  Krupp  married  Bertha  Eichhoff  and  left  the  little  cottage, 
where  he  had  lived  during  the  building  up  of  the  works,  for  an  unpreten- 
tious two-story  house  adjoining  it.  It  was  here  that  the  present  owner 
of  the  works,  Friedrich  Alfred  Krupp,  was  bom,  and  here  the  family 
lived  until  1864,  when  they  moved  to  a  larger  house,  also  within  the 
limits  of  the  works.  Afterward  a  small  country  home,  a  few  miles 
from  Essen,  was  purchased  and  gradually  enlarged.  It  is  worth 
noticing  that  for  more  than  forty  years  the  builder  of  this  great 
establishment  lived  within  its  boundaries,  most  of  the  time  in  a  house 
far  inferior  to  that  occupied  by  many  of  his  employees. 
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The  sncoessfnl  exhibit  at  London  was  far  surpassed  by  that  at  Paris 
in  1855,  where  a  block  weighing  5  000  kilos  was  shown,  which  received 
a  gold  medal.  By  this  time  the  manufacture  of  guns  Vas  well  ad- 
vanced, and  a  12-pounder  shell  gun  which  was  among  the  exhibits  was 
subjected  to  many  trials.  This  did  not  lead  to  an  order,  however. 
The  first  country  to  order  guns  was  Egypt,  in  1857,  followed  soon  by 
Brunswick  and  Prussia.  About  this  time  he  designed  his  first  rifled 
breech-loaders,  which  were  adopted  by  Prussia  in  1861.  In  1868  there 
was  a  competitive  trial  at  the  Tegel  Proving  Ground  near  Berlin  be- 
tween Krupp  breech-loaders  and  Woolwich  muzzle-loaders,  in  which 
the  former  proved  far  superior.  From  that  time  on  the  Krupp 
ordnance  was  recognized  as  among  the  best,  and  its  service  a  few  years 
later  during  the  Franco-German  war  showed  that  the  peace  tests  were 
equalled  by  the  hard  trials  of  actual  fighting. 

The  numerous  institutions  founded  by  Krupp  for  the  benefit  of  his 
employees  have  been  often  described  and  need  not  be  mentioned  here. 
His  idea  was  that  "  with  assured  and  sufficient  earnings,  with  content 
and  comfort  at  home,  every  individual  can  enjoy  the  very  fact  of  living," 
and  he  endeavored  to  furnish  these  conditions  as  far  as  possible.  His 
plans  have  much  of  the  paternalism  for  which  German  institutions  are 
noteworthy,  but  their  success  is  demonstrated  by  the  comparative 
absence  in  Essen  of  labor  troubles,  anarchistic  and  even  socialistic- 
democratic  agitations,  as  compared  with  other  important  industrial 
centers  in  that  country. 

The  success  which  was  achieved  by  this  man  was  remarkable.  In 
sixty  years  he  won  his  way  from  being  the  boy  manager  of  a  nearly  in- 
solvent forge,  worked  by  two  men  besides  himself,  to  the  proud  posi- 
tion of  the  heaviest  individual  tax-payer  in  the  German  Empire  and 
the  sole  owner  of  a  business  on  which  60  000  people  depended  for  a 
living.  Honors  and  orders  of  all  sorts  were  given  him  by  many  gov- 
ernments, yet  he  rarely  wore  a  decoration.  Kings,  emperors  and  princes 
were  often  among  his  guests,  yet  he  declined  the  offer  of  a  title,  and 
preferred  to  retain  the  name  which  his  energy  had  made  a  guarantee 
of  good  material  and  workmanship. 

Early  in  1887  his  health  began  to  fail.  For  some  years,  he  had 
been  gradually  withdrawing  from  the  business  of  the  works,  and  leav- 
ing the  management  to  a  committee  of  technical,  commercial  and  legal 
experts  of  which  his  son  was  a  member,  so -when  his  end  drew  near 
there  was  no  hitch  in  the  operations  of  the  establishment,  a  result  he 
had  worked  for  during  a  number  of  years.  His  strength  finally  gave 
out,  and  on  July  14th,  1887,  he  passed  away  gently,  in  the  seventy-fifth 
year  of  his  age. 

He  was  elected  a  Fellow  of  the  American  Society  of  Civil  Engineers 
on  June  14th,*  1870. 
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WILLIAM  C.  EINeSLET,  P.  Am.  Soc.  C.  E.» 


Died  Fbbbuaby  21st,  1885. 


William  C.  Kingsley  was  bom  in  Fort  Covington,  Franklin  County, 
N.  Y.,  July  3l8t,  1888.  His  father  was  a  farmer,  and  Mr.  Kingsley 's 
boyhood  was  passed  uneventfully  upon  the  farm,  where  he  rendered 
faithful,  painstaking  assistance  during  the  summer  months.  In  the 
winter  he  attended  school,  learning  readily  and  showing  marked  apti- 
tude for  mathematical  work  and  great  fondness  for  history. 

Before  he  reached  manhood  he  had  acquired  such  an  education  as 
the  village  school  could  furnish,  and,  as  he  was  an  omnivorous  reader, 
he  had  stored  away  much  valuable  knowledge  gained  from  works  bor- 
rowed from  neighbors  and  otherwise  obtained,  in  addition  to  that 
acquired  at  school.  Toung  Kingsley  realized  very  early  in  life  that, 
attractive  as  the  life  of  a  farmer  might  be  to  some,  it  was  not  the  life 
for  him,  and  he  resolved  to  leave  the  parental  roof-tree  and  strike  out 
for  himself,  a  resolution  which,  once  having  made,  he  quickly  put  into 
execution. 

He  started  out  with  the  benedictions  and  blessings  of  his  parents, 
who  had  reluctantly  consented  to  his  going.  He  had  no  definite  plan 
of  action,  but  a  fixed  purpose  to  do  something  which  should  at  least 
satisfy  the  yearnings  of  his  soul  and  enable  him  to  exert  to  the  utmost 
the  powers  which  he  knew  were  his.  He  found  employment  immedi- 
ately with  a  railway  company  which  was  engaged  in  constructing  a 
railroad  in  Westmoreland  County,  Pa.  His  duties  were  clerical,  but  he 
brought  so  much  intelligence,  fidelity  and  zeal  to  bear  on  their  per- 
formance as  to  stamp  him  at  once  as  a  man  of  no  mean  ability;  but, 
just  as  his  employers  were  about  to  show  their  recogfnition  of  his  excel- 
lent service,  typhoid  fever  prostrated  him,  and  he  lay  precariously  ill 
for  many  weeks.  Good  habits  and  previous  good  health  proved  their 
efficient  help  in  assisting  him  through  the  terrible  illness,  but  his  re- 
covery was  slow  and  the  importance  of  outdoor  exercise  apparent. 
Unwilling  to  remain  idle  one  hour  longer  than  was  absolutely  neces- 
sary, young  Kingsley  applied  for  and  secured  a  position  as  teacher  in 
a  school  in  New  Alexandria,  without,  however,  any  idea  of  choosing 
teaching  as  a  profession.  He  was  singularly  successful,  acquiring  vast 
infiuence  over  his  pupils,  who  recognized  in  him  a  master  who  was  a 
friend  as  well.  His  labors  in  the  schoolroom  were  marked  by  the  same 
conscientious  devotion  and  industrious,  painstaking  efforts  as  had 
characterized  everything  he  had  undertaken  from  his  earliest  child- 
hood. During  his  incumbency  as  teacher  an  emeute  occurred  among 
the  scholars,  led  by  some  of  the  older,  more  obstreperous  pupils.  The 
•Memoir  received  through  C.  0.  MartiD,  M.  Am.  Soo.  G.  B. 
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skill,  judgment  and  oonrage  with  which  he  met  the  matter  attracted 
the  attention  of  Col.  Snodgrass,  who  had  been  accidentally  a  witness 
to  the  fracas.  Becognizing  immediately  the  inherent  qualities  which  had 
enabled  the  young  teacher  to  so  successfully  and  triumphantly  terminate 
a  rather  serious  difficulty,  Col.  Snodgrass  determined  to  befriend  the 
young  man,  and  to  that  end  tendered  him  a  position  as  bookkeeper. 
Mr.  Kingsley  accepted  the  offer,  and  at  once  entered  upon  his  duties. 

Col.  Snodgprass  was  at  this  time  engaged  in  building  a  large  canal 
in  Wyoming,  Pa.  The  region  thereabout  is  extremely  wild  and 
mountainous,  conditions  which  rendered  the  work  one  of  great  diffi- 
culty, which  was  materially  increased  by  the  continual  disturbances 
occurring  among  the  employees,  who  were,  in  many  cases,  as  wild  as 
the  country  about  them.  Strikes  were  frequent,  and  race  and  clan 
fights  numerous.  When  young  Kingsley  arrived,  disorganization  was 
complete.  He  at  once,  in  the  absence  of  his  employer,  took  charge, 
and  in  a  short  time  succeeded  in  restoring  order  and  bringing  about  a 
more  amicable  feeling  among  the  men  ;  gave  a  new  impetus  to  the 
work,  which  had  been  dragging  along  for  several  years,  and  in  a  year 
and  a  half  brought  it  to  a  profitable  and  successful  completion. 

He  remained  for  eighteen  months  afterwards  with  Col.  Snod- 
grass, executing  meanwhile  for  him  a  contract  for  the  construction  of 
the  great  tunnel  between  Altoona  and  Johnstown.  Upon  the  comple- 
tion of  this  work  Mr.  Kingsley  felt  himself  master  of  the  contracting 
business,  and  determined  to  go  west  on  a  tour  of  observation.  He  so- 
journed in  Illinois  and  Wisconsin  for  some  time,  and  built  i^ailroads 
and  other  works,  always  with  great  success. 

Betuming  to  the  East,  he  settled  in  Brooklyn,  then  little  more  than 
an  extensive  village.  He  was  immediately  recognized  as  a  man  of 
unusual  ability  and  promise,  though  but  twenty-four  years  of  age. 

The  water- works  of  Brooklyn  were  then  in  process  of  construction, 
and  a  part  of  the  work  was  sublet  to  William  Kingsley,  and  the  man- 
ner in  which  his  part  was  performed  placed  him  in  the  front  rank 
among  contractors  and  engineers.  About  this  time  he  entered  into 
partnership  with  Col.  Abner  C.  Keeney,  a  man  of  great  energy  and 
business  capacity,  and  one  who  proved  himself  invaluable  as  a  co- 
laborer  and  friend.  As  such  he  remained  until  his  death.  The  firm 
thus  formed  was  awarded  the  contract  for  sewering  the  city  of  Brook- 
lyn, and  more  than  65  miles  of  subways  were  built  under  the  streets. 
At  the  same  time,  Messrs.  Kingsley  and  Keeney  built  the  Wallabout 
improvements,  and  railway  lines  in  Pennsylvania  and  New  York.  The 
Hudson  Avenue  and  the  Third  Avenue  sewers,  the  stone  walls  around 
Central  Park  in  New  York,  and  Washington  Park  in  Brooklyn,  were 
also  built  by  this  firm.  The  gpreatest  of  their  undertakings  as  part- 
ners was  the  storage  reservoir  at  Hempstead,  N.  Y.  Many  difficulties 
in  excavating  and  other  matters  had  to  be  met  and  overcome  in  order 
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to  create  the  basin,  which  was  bnilt  to  hold  a  million  gallons  of  water 
in  reserve.    When  completed  it  was  flawless,  and  remains  so  to-day. 

To  William  O.  Kingsley,  more  than  to  any  other  man,  are  Brooklyn 
and  New  York  indebted  for  the  great  bridge  which  spans  the  East  Birer. 
He  conceived  the  project,  and,  after  consnltation  with  an  eminent  en- 
gineer, who  framed  the  tremendous  scheme,  set  himself  to  work  to 
overcome'  monster  objections  and  obstacles  of  every  kind,  to  effect 
legislation  in  favor  of  the  great  enterprise.  Not  once  did  he  falter, 
though  assailed  and  vilified  and  hampered  in  all  possible  ways.  For 
two  years  he  lived  with  this  thought  uppermost  in  his  mind,  al- 
ways actively  urging  it,  and  finally  securing  the  necessary  legislation 
authorizing  the  commencement  of  the  work.  A  private  corporation 
was  first  formed,  with  the  two  cities  as  contributors,  Brooklyn  con- 
tributing two-thirds,  and  New  York  one-third,  to  the  capital  stock,  and 
the  incorporators  subscribing  half  a  million  dollars  themselves  as  an 
earnest  of  their  faith  in  the  project.  Of  this  sum  Messrs.  Kings- 
ley  and  Keeney  subscribed  over  three-fifths.  It  is  not  the  purpose 
of  this  memoir  to  enter  exhaustively  into  the  various  stages  of  the 
construction  of  the  bridge.  Suffice  it  to  record  that  colossal  obstacles 
and  hindrances— the  result  in  some  instances  of  ignorance,  in  others 
of  jealousy — were  constantly  being  placed  in  the  way  as  barriers  to  its 
successful  termination.  A  less  courageous  man  than  William  0. 
Kingsley  would  have  failed  in  the  work,  but  neither  the  virulence  of 
his  enemies,  nor  the  ignorance  of  the  many  who  sought  to  prove  its 
impracticability,  served  to  turn  him  a  hair*s  breadth  from  the  path  he 
had  laid  out.  The  bridge  must  be  built,  and  he  must  not  and  would 
not  rest  until  it  was  an  actuality.  From  a  private  enterprise,  the 
building  of  the  bridge  became  a  public  undertaking,  largely  through 
the  influence  of  Mr.  Kingsley,  who  foresaw  its  necessity  to  insure  the 
success  of  the  undertaking. 

He  became  a  member  of  the  Board  of  Trustees,  and  of  every  succes- 
sive board  he  continued  a  member.  Through  him  the  services  of 
John  A.  Boebling  were  secured  as  Engineer  of  the  bridge.  From  that 
moment  the  engineering  success  of  the  structure  was  assured. 

It  is  a  well-e3tabli8hed  fact  that  to  the  genius  of  Boebling  as  an 
engineer,  and  to  that  of  Kingsley  as  a  builder,  are  directly  traceable 
the  successful  construction  of  the  bridge. 

John  A.  Boebling  met  his  death  in  the  performance  of  his  duty,  and 
his  son,  Washington  A.  Boebling,  was  appointed  as  a  worthy  successor 
of  his  father,  and,  though  prostrated  for  months  by  an  illness  con- 
tracted in  the  work,  directed  the  construction  to  the  end. 

On  May  24th,  1883,  the  bridge  was  formally  presented  to  the  two 
cities.  In  that  hour,  all  the  difficulties  which  had  beset  his  path,  were 
forgotten  by  William  C.  Kingsley  in  the  supreme  vindication  which  was 
his,  in  the  enduring  monument  which  was  to  ever  after  stand  attesting 
the  triumph  of  his  genius  and  fortitude. 
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Having  completed  his  work  as  builder,  Mr.  Eingsley  tendered  his 
resignation  as  a  Trustee,  which  was  accepted  with  the  deepest  sorrow 
bj  his  coadjutors,  who  honored  and  loved  him. 

Mr.  Kingslej  was  a  man  of  imposing  stature  and  figure,  and,  where- 
•ever  he  appeared,  at  once  commanded  respectful  attention.  Modest 
to  a  degpree,  he  never  sought  nor  tailed  for  fame. 

In  politics  he  was  a  Democrat,  and  many  a  campaign  victory  could 
l>e  directly  traced  to  his  magnificent  skill  in  organizing  party  forces. 
Mr.  Kings] ey,  though  importuned  again  and  again  to  fill  very  re- 
sponsible and  honorable  offices,  never  did  so,  but  was  content  to  wield 
Ms  influence  in  a  way  best  calculated  to  advance  the  interests  of  the 
country  and  community. 

He  was  elected  a  Fellow  of  the  American  Society  of  Civil  Engineers 
on  June  6th,  1870. 

His  death  occurred  on  February  21st,  1885,  after  a  week's  illness, 
with  pneumonia  and  peritonitis.  The  entire  city  mourned  the  loss  of 
a  citizen  who  had  served  it  with  all  the  forces  he  could  command,  in  a 
path  of  unswerving  integrity. 


FREDERICK  W.  MERZ,  F.  Am.  See.  G.  E."" 


Died  Dboembeb  8th,  1883. 


Frederick  W.  Merz  was  bom  in  Oermany  in  1832,  and  came  to  this 
country  about  1850.  He  was  a  mechanic  in  Louisville  and  opened  a 
shop  there  for  making  architectural  ironwork  and  doing  general 
blacksmithing.  His  early  work  was  on  a  small  scale,  and  his  financial 
resources  were  evidently  not  large,  for  his  first  anvil,  weighing  140 
lbs.,  he  carried  on  his  shoulders  from  the  store  where  it  was  purchased 
to  his  shop,  four  or  five  blocks  distant.  In  the  course  of  time  his 
business  grew  steadily;  by  1870  he  had  a  shop  employing  about  a 
hundred  hands  and  did  a  fair  share  of  the  architectural  ironwork  in 
and  near  Louisville,  Ky.  Later  on,  the  business  was  incorporated,  and 
Mr.  Thomas  J.  Wood  was  associated  with  him.  He  acquired  consid- 
erable property,  and  withdrew  from  his  Louisville  business  four  or 
five  years  before  his  death.  He  went  to  New  York  and  there  lost 
nearly  all  his  estate,  which  so  preyed  on  him  that  he  became  insane. 
He  was  in  an  asylum  in  New  York  for  a  time,  but  recovered  and  went 
to  Louisville.  He  was  attacked  a  second  time,  late  in  1883,  and  died 
at  the  Central  Kentucky  Asylum  for  the  Insane,  at  Lakeland,  on 
December  8th,  1883,  of  paralysis. 

Mr.  Merz  was  elected  a  Fellow  of  the  American  Society  of  Civil 
Engineers  on  May  28th,  1872. 

*  Memoir  prepared  ttom  iiiform*tioii  f omiihed  by  W.  B.  Belknap,  F.  Am.  8oo«  O.  B. 
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McREE  SWIFT,  P.  Am.  Soc  C.  E.* 


Died  Afbhj  5th,  1896. 


McRee  Swift  was  bom  in  New  York  City,  April  19th,  1819.  He  was 
the  son  of  General  Joseph  G.  Swift,  the  first  graduate  of  the  United 
States  Military  Academy  and  formerly  Chief  of  Engineers,  United 
States  Army,  and  Louisa  M.  Walker,  daughter  of  James  Walker,  a  rice 
planter  of  Wilmington,  N.  C. 

After  spending  nearly  a  year  at  college,  he  was  appointed  in  1836  a 
junior  assistant  on  the  surreys  of  the  Long  Island  Bailroad,  under 
General  W.  G.  McNeill,  Chief  Engineer,  and  James  P.  Elirkwood,  Past- 
President  Am.  Soc.  C.  E.,  Besident  Engineer.  Later  in  the  same  year 
he  went  to  Fort  Caswell,  N.  C,  where  he  pursued  professional  studies 
under  the  direction  of  his  brother,  Alexander  J.  Swift,  of  the  Corps  of 
Engineers,  United  States  Army.  The  next  six  years  he  spent  in  railway 
engineering  in  New  England.  He  was  engaged  on  the  surveys  and 
construction  of  the  Boston  and  Albany  (Western)  Bailroad  under  Major 
W.  Whistler,  Chief  Engineer,  and  Captains  William  H.  Swift  and  John 
Childe,  Besident  Engineers.  Subsequently  he  served  as  Assistant  Engi- 
neer under  Frederick  Harbach,  Chief  Engineer,  on  the  surveys  and 
construction  of  the  Pittsfield  and  North  Adams  Bailroad,  and  the  ex- 
tension of  the  New  Haven  and  Hartford  Bailroad  to  Springfield,  Mass. 

Li  1843  Mr.  Swift  was  appointed  to  a  more  responsible  position,  that 
of  Superintending  Engineer  of  the  Wilmington  and  Baleigh  Bailroad, 
extending  from  the  Boanoke  Biver  to  Wilmington,  N.  C,  a  distance 
of  160  miles.  While  connected  with  this  company  he  began  to  sub- 
stitute the  T-rail  for  the  old  plate  rail  in  general  use  at  that  time  on 
southern  railroads.  In  1846  he  came  North  to  accept  the  position  of 
Superintending  Engineer  of  surveys  and  construction  of  the  Newburgh 
branch  of  the  New  York  and  Erie  Bailroad  under  Major  T.  S.  Brown, 
Chief  Engineer,  and  served  at  the  same  time  as  commissioner  for  pur- 
chasing land  for  right  of  way.  In  1849  and  1850  he  was  Superintend- 
ing Engineer  of  the  surveys  and  construction  of  70  miles  of  the  New 
York  and  Erie  Bailroad,  from  a  point  west  of  and  near  Homellsville, 
N.  Y.,  to  a  point  below  Glean,  N.  Y.  Horatio  Allen,  Past-President 
Am.  Soc.  C.  E.,  was  Consulting  Engineer  for  this  work.  In  1851  he 
was  Chief  Engineer  of  the  surveys  for  the  Bochester  and  Genesee 
Valley  Bailroad. 

Mr.  Swift  went  to  Europe  in  1851  with  his  father,  and  spent  a  year 
in  traveling  there.  On  his  return  he  became  Chief  Engineer  of  the 
surveys  and  construction  of  the  Bochester  and  Genesee  Valley,  and 

*  Memoir  prepared  f^om  informatiOD  Airnlebed  by  bit  fiamily  and  ftrom  papers  on  file  at 
the  Honee  of  tne  Society. 
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the  Ayon,  Geneseo  and  Mount  Morris  Bailroads.  This  work  engaged 
his  attention  until  1856,  when  he  became  Engineer  and  Superintendent 
of  a  inannfaotnring  and  constructing  company,  of  which  he  was  sub- 
sequently elected  President. 

In  1874  Mr.  Swift  was  elected  a  member  of  the  Commission  on 
Streets  and  Sewers  of  New  Brunswick,  N.  J.,  and  served  as  President 
of  the  Commission  for  eight  years,  when  he  resigned. 

Mr.  Swift's  career  was  that  of  an  able,  upright  and  successful  engi- 
neer during  the  infancy  of  the  profession  in  this  country,  but,  except 
to  the  few  professional  contemporaries  who  surviye  him,  he  has  been 
best  known  as  a  man  of  affairs  and  a  public-spirited  citizen. 

His  relations,  friends,  and  all  who  haye  been  associated  with  him 
in  the  many  business  interests  with  which  he  was  connected,  benefited 
greatly  by  his  example  and  his  advice,  based  upon  a  keen  intelligence, 
generosity  and  unswerving  integrity,  never  to  be  forgotten  by  those 
who  knew  him. 

The  rare  cultivation  of  mind  and  the  manner  and  presence,  which 
rendered  him  a  typical  gentleman  of  the  old  school,  were  combined 
with  business  ability  of  the  first  order. 

All  who  knew  him  were  benefited  by  his  acquaintance  andexample» 
and  will  remember  him  as  a  type  of  what  a  Christian  gentleman  and 
loyal  friend  and  fellow-citizen  should  be  and  can  be,  and  yet  con- 
sistently achieve  success  in  a  professional  and  business  career. 

Mr.  Swift  was  the  twenty-third  member  of  the  American  Society  of 
Civil  Engineers.  His  name  is  among  those  on  the  original  list  of 
names  proposed  by  the  Board  of  Direction  of  the  American  Society  of 
Civil  Engineers  and  Architects,  preserved  in  the  Society  House,  and 
his  membership  dated  from  November  6th,  1852.  He  became  a  Fellow 
of  the  Society  on  March  9th,  1870.  In  1888  he  resigned  from  active 
membership,  but  he  retained  his  interest  in  the  Society  to  the  last,  and 
in  a  codicil  to  his  will,  drawn  up  a  short  time  before  his  death,  be- 
queathed the  sum  of  $1 000  to  the  Society,  the  income  to  be  devoted  to 
the  purchase  of  rare  books  and  maps  for  its  library  and  models  for  its 
museum.  This  gift  was  made  in  memory  of  his  father.  General  Joseph 
G.  Swift,  who  was  chief  engineer  of  many  undertakings  after  his  resigna- 
tion from  the  army,  among  them  the  New  Orleans  and  Pontchartrain 
Bailroad  in  1829,  and  the  Hivrlem  Bailroad  in  1832. 
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WATEB-WORKS. 

**  Astoria  City — "    Arthur  L.  Adams.     (With  DiBoussion.)    1. 

**New — of  Havana,  Cnba."    E.  Sherman  Gtonld.     (With  Discus- 
sion.)   217. 
WAVES. 

*'Proper  Profile  for  Resisting  Wave  Action."     (Abstract.)    Rob- 
ert Fletcher,  614. 

**  Some  General  Notes  on  Ocean  Waves  and  Wave  Force."    Theo- 
dore Cooper.     (With  Discussion.)    139. 
WEOMANN,  Edward.     New  Water- Works  of  Havana,  Cuba,  232. 
WESTON,  Edmund  B.     Astoria  City  Water-Works,  61. 
WHEELER,  Orlando  Belina.     Memoir  of—    687. 
WHEELER,  S.  S.     Compressed  Air  Transmission  Plant,  191. 
WHEELS,  WATER 

"  The  Problem  of  the  Wheel."    E.  S.  Cobb,  184. 

For  North  Star  Mining  Company.     A.  D.  Foote,  171. 
WHIPPLE,  Squire.    Memoir  of—    627. 
"WILSON,  John  AiiLSTON.     Memoir  of—    688. 
WISNER,  George  Y.     Suspension  of  Solids  in  Flowing  Water,  336. 
WOOD,  Charles.    Memoir  of—    691. 
YOUNG,  C.  G.     Compressed  Air  Transmission  Plant,  192. 
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